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Official  Rsport  on  ths  Examination  in  Building  Construction,  hbld  by  thb  Scibnci 
AND  AsT  Dbpartmsnt,  South  Krnsington,  in  Mat  1875.— "The  want  of  a  text-book  in  thU 
subject,  arranged  in  accordance  with  the  published  Syllabus,  and  therefore  limiting  the  students  and 
teacben  to  the  prescribed  course,  has  lately  been  well  met  by  a  work  published  by  Messrs.  Rivingtons, 
entitled  *  Note*  on  Building  Construction:  " 

"  Those  things  which  writers  of  elementary  books  generally  pass  over  are  here  explained  with 
minuteness.  .  .  .  Altogether  the  book  is  one  which  it  is  a  pleasure  to  recommend.  Its  primary 
object  may  be  to  support  the  Science  and  Art  Department,  but  it  will  be  found  to  be  of  wider  use ;  and 
if  the  parts  which  are  to  follow  are  prepared  as  carefully  as  this  is,  the  '  Notes  on  Building  Construc- 
tion *  will  far  surpass  any  work  of  the  kind  hitherto  published." — Architect. 

*'  Something  of  the  sort  was  very  much  needed.  .  .  The  whole  series  when  published  will 
be  a  great  boon  to  young  students." — Builder. 

"  One  of  the  most  sensible  and  really  reliable  aids  to  students  of  construction  we  have  seen  for  a 
long  time.  If  the  remaining  Parts  are  up  to  the  standard  successfully  aimed  at  in  Part  I.,  the  woric 
cannot  fail  to  become  the  standard  text-book  for  %vtaAitsi\A,** '^Building  News. 


"  It  very  rarely  happens  that  explanations  are  given  with  such  deamess  as  those  in  '  Notes  on 
Building  Construction,'  and  the  dullest  student  cannot  fail  to  grasp  the  idea  intended  to  be  conveyed. 
...    As  a  work  of  reference  it  will  at  once  take  a  leading  place." — BuihUr's  Weekly  Reporter. 

"  Certainly  the  four  parts  will,  judging  from  the  first,  form  the  best  text-book  on  the  subject  ex- 
tanL" — Engiish  Mechanic. 

"  The  work  throughout  u  got  op  in  the  most  admirable  style,  and  is  profusely  illustrated  with 
well-drawn  engravings." — Timber  Trades*  loumaL 

"  The  whole  will  form  a  compendious  series  of  volumes  of  very  great  value  to  '  practical '  men. 
The  text  is  prepared  in  an  extremely  ample  and  consecutive  manner,  advancing  from  rudimental 
and  general  statements  to  those  which  are  comparatively  advanced  ;  it  is  a  thoroughly  coherent  self- 
sustained  account.  .  .  .  We  can  testify  that  its  contents  justify  the  promises  of  the  title,  that  we 
have  missed  nothing  which  we  looked  for  and  had  a  right  to  expect  would  be  included  in  the 
volume. " — A  thenaum. 
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PREFACE  TO  PART  III. 

npHESE  Notes  are  intended  to  fumisli  a  Student  with 
information  amply  sufficient  to  enable  him  to  pass  the 
Honours  Examination  of  the  Science  and  Art  Department, 
so  far  as  a  knowledge  of  Building  Materials  is  concerned. 

They  have,  however,  been  extended  somewhat  beyond 
what  is  actually  necessary  for  this  purpose  by  the  addi- 
tion of  Tables  and  information  of  a  practical  nature, 
which  it  is  hoped  may  be  useful  to  young  Engineers, 
Architects,  and  others  engaged  in  the  design  and  erection 
of  structures  of  diflFerent  kinds. 

It  was  considered  that  a  work  upon  materials,  written 
merely  to  meet  the  requirements  of  students  in  the  Second 
Stage  of  the  Science  Examinations,  would  be  unsatis- 
factory. 

Such  a  work  would  contain  very  elementary  information 
on  the  subject.  It  would  be  so  condensed  that  it  would 
not  give  a  fair  idea  of  the  great  differences  which  exist  in 
the  characteristics  and  qualities  of  even  ordinary  building 
materials ;  and  being  thus  narrowly  restricted,  it  would 
tend  to  encourage  the  pernicious  practice  of  cramming. 

In  order  to  keep  the  bulk  of  the  work  within  reasonable 
bounds,  it  has  been  necessary  strictly  to  limit  the  scope 
of  the  Notes. 

It  will  be  well,  therefore,  to  state  exactly  what  they  are 
meant  to  contain  and  what  is  purposely  excluded. 
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They  deal  with  the  nature,  characteristics,  qualities,  and 
defects  of  the  materials  used  in  Building  and  Engineering 
works ;  and  they  describe  the  methods  of  examining  and 
testing  such  materials. 

The  information  given  is  restricted  to  that  required  by 
an  Engineer,  Architect,  or  Builder,  in  order  to  select  and 
understand  the  materials  with  which  he  has  to  deal. 

The  principal  varieties  of  building  materials  used  in 
Great  Britain  and  Ireland  are  described  or  noticed,  but  no 
reference  is  made  to  materials  used  only  abroad — in  India 
or  the  Colonies. 

Descriptions  of  the  manufacture  of  materials,  or  of  the 
methods  by  which  they  are  procured,  have  been  excluded, 
except  in  so  far  as  some  such  knowledge  is  necessary  for 
an  intelligent  appreciation  of  the  characteristics  of  the 
material. 

The  actual  cost  of  materials  has  also,  as  a  rule,  been 
excluded.  This  varies  from  time  to  time,  and  must  be 
ascertained  from  the  annual  Price  Books. 

The  methods  of  measuring  and  valuing  materials  must 
also  be  studied  in  works  devoted  to  those  subjects. 

It  was  originaUy  intended  to  include  in  Paxt  III.  the 
information  regarding  stresses  in  parts  of  Structures  required 
for  the  Advanced  Course. 

The  bulk  of  the  volume,  however,  renders  it  necessary  to 
reserve  these  subjects  for  another  Part,  which  wiU  contain, 
a.  far  as  possible,  all  the  remaining  information  that  is  re- 
quired  for  the  Examinations  of  the  Science  and  Art 
Department  in  Building  Construction. 
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Note  to  Part  III 

The  foUowing  list  contains  the  names  of  the  books  which  have 
been  referred  to  and  consulted  in  the  preparation  of  these 
Notes. 

Information  derived  from  them  has  been  acknowledged  as  far 
as  possible  upon  the  pages  where  it  is  given. 

The  writer  is  indebted  also  to  many  friends  and  to  others  for 
valuable  particulars  regarding  special  points. 

On  all  sides, — from  scientific  and  professional  men,  from  quarry 
owners,  manufacturers,  and  merchants, — the  information  asked  for 
has  been  most  willingly  given. 

The  writer  is  glad  to  have  this  opportunity  of  expressing  his 
thanks  for  the  valuable  assistance  he  has  thus  received,  and  for 
the  very  kind  manner  in  which  it  has  always  been  afforded  to 
him. 
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„  Iron  Manufacture. 

„  Useful  Information  for  Engineers. 
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Qillmore  on  Limes,  Cements,  and  Mortars^ 
Gbrdon's  Lead  Poisoning  of  Water  and  its  Prevention. 
Greenwood  on  Steel  and  Iron. 
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Haupt's  Military  Bridges. 
Hill's  Lectures  on  Machinery  used  by  Engineers. 
Holtzappfel's  Mechanical  Manipulation. 
Hull's  Building  and  Ornamental  Stones. 
Humber  on  Water  Supply. 
Hunt's  Guide  to  the  Museum  of  Practical  Geology. 

„       Handbook  to  the  Exhibition,  1862. 

„       Mineral  Statistics. 
Hurst's  Architectural  Surveyor's  Handbook. 

„       Tredgold's  Carpentry. 
Hutton's  Practical  Engineer's  Handbook. 
Eirkaldy's  Experiments  on  Iron  and  SteeL 
Knapp's  Technology. 
Enighfs  Dictionary  of  Mechanics. 
Laslett's  Timber  and  Timber  Trees. 
Latham  on  Wrought  Iron  Bridges. 
Latham's  Sanitary  Engineering. 
Lipowitz  on  Manufacture  of  Portland  Cement. 
Lyell's  Geology. 
Matheson's  Works  in  Iron. 
Miller's  Organic  Chemistry. 
Molesworth's  Pocketbook  of  Engineering  FormnUe. 
Mushet  on  Iron  and  Steel. 
Newlands'  Carpenter's  and  Joiner's  Assistant 
Page's  Economic  Geology. 
Pfiurkes'  Hygiene. 
Percy's  Metallurgy. 
Pole  on  Iron. 

Bankine's  Applied  Mechanics. 
„         Civil  Engineering. 
„         Useful  Rules  and  Tables. 
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„     on  Concrete. 

„     on  Portland  Cement,  its  Manufacture  and  Uses. 
Report  on  the  Exhibition  of  1871. 
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Report  on  the  Exhibition  of  1876. 

Report  of  the  Rojal  Commission  on  the  Selection  of  Stone  for  building  the 

New  Houses  of  Parliament 
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The  Professional  Journals  relating  to  Engineering,  Architecture,  Building,  etc. 
Circulars  and  Catalogues  of  several  Manufacturers  and  Merchants. 

Note  for  Students. 

The  Syllabus  of  the  Science  and  Art  Department  contains  the 
following  particulars  regarding  the  examination  in  materials : — ^ 

EXAMINAIION  FOB  SbOOND  StAGB  OB  ADVANCED  COUBSB. 

This  includes  questions  upon  ^  the  nature,  application,  and  characteristic 
peculiarities  of  the  following  materials  in  ordinary  use  for  huilding  purposes, 
vifc — 

^  Bricks  of  different  kinds  in  common  use ;  York,  Portland,  Caen,  and 


^  Then  is  no  examination  in  materials  for  the  First  Stage  or  Elementary  Course. 
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Bath  stones  (or  stones  of  a  similar  description)  ;  granite^  pure  lime,  hydraxilic 
lime,  Portland  and  Roman  cement,  mortars,  concretes,  grout,  asphalte,  timber 
of  different  kinds  in  common  use,  cast  and  wrought  iron,  lead." 

Examination  for  Honours. 

The  candidate  ''must  possess  a  more  complete  knowledge  of  building 
materials,  their  application,  strength,  and  how  to  judge  of  their  quality ; 
and,  in  the  case  of  iron,  of  the  process  of  manufacture,  and  the  points  to  be 
attended  to  in  order  to  insure  sound  castings  and  good  riveting."  ^ 

In  the  following  pages  the  information  of  an  elementary 
character  required  for  the  Second  Stage  is  given  in  large  print. 

Candidates  for  the  Honours  Examination  should  study  the 
whole  volume,  with  the  exception  of  the  tables,  lists  of  brands, 
recipes,  and  other  similar  matters,  most  of  which  are  in  vciy 
small  print,  and  are  intended  chiefly  for  use  in  practice. 

^  Riveting  is  dealt  with  in  Ptirt  I. 


Note  to  the  Second  Edition. 

In  this  Edition  the  Chapters  generally  have  been  revised,  and 
in  some  cases  extended.  The  Notes  on  Portland  Cement  have 
been  practically  rewritten. 
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Chapter  I. 

STONE. 

General  Bemarks. — In  the  following  Notes  no  attempt  will 
bo  made  to  describe  the  appearance  and  characteristics  of  all  tlie 
different  kinds  of  stone  used  in  this  country. 

Such  a  task  would  be  almost  endless,  and  it  would  also  be 
unprofitable.  No  description  upon  paper  would  give  a  practical 
idea  of  the  appearance  of  the  different  varieties,  and  moreover  the 
aspect  and  qualities  of  stone  from  the  same  quarry  vary  as  dif- 
ferent beds  are  reached. 

It  is  therefore  proposed  to  describe  the  characteristics  which 
are  common  to  most  building  stones,  and  to  point  out  the  quali- 
ties that  are  necessary  to  ensure  a  good  material  for  building  or 
engineering  work. 

A  knowledge  of  these  will  form  a  guide  in  selecting  stone  for 
such  purposes  from  any  quarry,  new  or  old,  whether  in  this  coun- 
try or  abroad. 

This  having  been  done,  a  few  of  the  best  known  British  build- 
ing stones  will  be  described,  in  order  that  the  student  may  have 
some  idea  of  their  peculiarities  and  uses. 

Tables  will  be  added,  giving  the  names  of  the  principal  quarries 
in  the  country,  which  will  serve  to  impress  upon  the  student  the 
numerous  varieties  of  stone  which  exist,  and  the  localities  in  which 
they  occur. 

It  is  hoped  that  these  Tables  will  be  of  use  to  the  practical 
man,  but,  in  order  that  they  may  be  so,  it  will  be  advisable  to 
describe  exactly  how  they  were  prepared. 

They  include  all  the  quarries  reported  upon  by  the  Royal  Commis- 
rioneis  who  selected  the  stone  for  the  Houses  of  Parliament,  except  a  few 
which  have  since  ceased  work.      * 

This  list  was  extended  by  adding  to  it  the  names  of  the  principal  quarries 
given  in  the  official  report  on  Mineral  Statistics,  by  Mr.  Hunt 

Next  are  added  a  few  important  quarries  mentioned  in  Hidl's  Building 
SUmeSy  De  la  Beche's  Report,  Wray  on  Stone,  Gwilt's  Encyclopccdia  of  Arcki- 
teeture,  and  some  known  to  the  author  personally. 

The  list  thus  formed  was  completed  as  far  as  possible  by  comparison  with 
B.  C. — III  B 
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the  specimens  in  the  Museum  of  Practical  Qeology  and  with  those  in  another 
good  collection  of  building  stones. 

The  list  was  then  sent  to  a  great  many  different  parts  of  the  country,  to  be 
checked  and  supplemented  by  professional  men  having  local  knowledge,  and 
also  to  a  London  stone  merchant  of  great  experience.^ 

With  regard  to  any  important  stones  of  which  the  author  had  no  personal 
knowledge,  special  information  was  obtained  from  experienced  men  on  the 
spot 

The  Tables  are  arranged  to  show  the  geological  formations 
from  which  the  different  varieties  of  stone  are  obtained.' 

These  Notes  do  not,  however,  enter  at  all  upon  the  subject  from 
a  geological  point  of  view;  the  relative  position  of  the  different 
geological  strata  must  be  ascertained  from  works  speciedly  devoted 
to  that  subject. 

Any  reference  to  the  quarrying,  working,  or  cost  of  stone  has 
also  been  avoided. 
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In  selecting  a  stone  for  a  building  or  engineering  work,  inquiry 
and  investigation  should  be  made  to  ascertain  whether  it  possesses 
certain  important  characteristics  mentioned  below : — 

Durability,  or  the  power  of  resisting  atmospheric  and  other 
external  influences,  is  the  first  essential  in  a  stone  for  almost  any 
purpose. 

The  durability  of  a  stone  will  depend  upon  its  chemical  compo- 
sition, its  physical  structure,  and  the  position  in  which  it  is  placed ; 
and  the  same  stone  will  greatly  vary  in  its  durability  according 
to  the  nature  and  extent  of  the  atmospheric  influences  to  which 
it  is  subjected. 

To  make  sure  that  a  stone  will  "  weather  I' — that  is,  will  wear 
well  under  exposure  to  the  weather — ^many  points  have  to  be  in- 
quired into. 

Chemical  Composition,— T)iq  chemical  composition  of  the  stone 
should  be  such  that  it  will  resist  the  action  of  the  atmosphere, 
and  of  the  deleterious  substances  which,  especially  in  large  cities, 
the  atmosphere  often  contains. 

^  For  this  edition  the  list  has  been  again  revised  by  a  London  stone  merchant — and 
corrected  and  enlai^ged  from  the  valuable  articles  on  Stone  Quarries  which  appeared 
in  the  Builder  during  1886,  and  also  from  other  sources  of  information. 

'  The  quickest  way  of  finding  a  stone  in  the  Tables  is  to  look  it  out  in  the  Index 
at  the  end  uf  this  volume. 
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These  destroying  substances  are  taken  up  by  the  moisture  in 
the  air,  or  by  the  rain,  and  are  thus  conveyed  into  the  pores  of 
the  stone. 

The  sulphur  acids,  carbonic  acid,  hydrochloric  acid,  and  traces 
of  nitric  acid,  in  the  smoky  air  of  towns,^  and  the  carbonic  acid 
which  exists  even  in  the  pure  atmosphere  of  the  country,*  ulti- 
mately decompose  any  stone  of  which  either  carbonate  of  lime 
or  carbonate  of  magnesia  forms  a  considerable  part. 

The  oxygen  even  in  ordinary  air  will  act  upon  a  stone  contain- 
ing much  iron,  and  the  fumes  from  bleaching  works  and  fcu^tories 
of  difiPerent  kinds  veiy  soon  destroy  stones  whose  constituents  are 
liable  to  be  decomposed  by  the  particular  acids  which  the  fumes 
respectively  contain. 

In  addition  to  the  direct  chemical  action  of  the  sulphuric  and 
sulphurous  acids  upon  the  constituents  of  stones,  sulphates  are 
sometimes  formed  by  them  which  crystallise  in  the  pores  of  the 
stone,  expanding  and  throwing  off  fragments  from  the  surface. 

The  durability  of  a  stone  depends,  therefore,  to  a  great  extent 
upon  the  relation  between  its  chemical  constituents  and  those  of 
the  atmosphere  surrounding.  A  stone  which  will  weather  well  in 
the  pure  air  of  the  country  may  be  rapidly  destroyed  in  the  smoke 
of  a  large  town. 

NcUure  and  Extent  of  Atmospheric  Infltience. — The  same  stone 
will  weather  very  differently  according  to  the  nature  and  extent 
of  the  atmospheric  influences  to  which  it  is  subjected. 

From  what  has  been  said  above,  it  is  evident  that  most  stones 
will  stand  a  pure  atmosphere  better  than  one  which  is  charged 
with  smoke,  or  with  acids  calculated  to  attack  the  constituents 
of  the  stone. 

It  is  also  evident  that  the  stone  will  be  less  attacked  in  dry 
weather  than  during  rain ;  the  destructive  acids  cannot  penetrate 
so  deeply,  and  the  frost  has  no  influence  whatever  when  the 
stone  is  dry. 

The  number  of  days  on  which  there  is  rain  in  any  district  has 
therefore  a  great  influence  on  the  durability  of  stone  used  in  that 
district 

^  Dr.  Angas  Smitli  calcnlated  that  15,000  tons  of  carbonic  acid  were  daily  evolved 
in  Manchester.  The  air  contained  from  *04  to  *08  per  cent  of  carbonic  acid ;  the 
rain  finom  1*4  to  5*6  graina  of  solphnric  acid  per  gallon,  and  as  much  as  li  grain  o( 
hydrochloric  acid. 

*  Dr.  Angus  Smith  found  *08  per  cent  of  carbonic  acid  in  the  pure  air  of  the 
mountains  of  Scotland. 
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Wind  has  a  considerable  effect  upon  the  durability  of  stone. 

A  gentle  breeze  dries  out  the  moisture^  and  thus  favours  the 
lasting  qualities  of  stone. 

A  high  wind,  however,  is  itself  a  source  of  destruction;  it 
blows  sharp  particles  against  the  face  of  the  stone,  and  thus  grinds 
it  away.  Moreover,  it  forces  the  rain  into  the  pores  of  the  stone, 
and  may  thus  cause  a  considerable  depth  to  be  subject  to  the 
effects  of  acids  and  frost. 

"  Variation  of  temperature,  apart  from  the  action  of  frost,  is  also 
a  cause  of  decay,  the  expansion  and  contraction  due  to  it  causing 
the  opening  of  undetected  natural  joints,  but  its  effect  must  be 
comparatively  slight  as  a  destructive  agent.'*^ 

The  Position  of  a  Stone  in  a  BuildiTig  may  very  much  influence 
its  durability. 

The  stone  in  that  side  of  any  building  which  faces  the  prevailing 
rain  is,  of  course,  more  liable  to  decay  than  it  is  in  the  other  sides. 

Any  faces  of  stone  that  are  sheltered  altogether  from  the  sun 
and  breeze,  so  that  the  moisture  does  not  quickly  dry  out,  are 
very  liable  to  decay. 

This  may  be  noticed  especially  in  buildings  of  an  inferior  stone 
situated  in  a  bad  atmosphere.  In  these  it  will  be  seen  that  the 
soffits  of  arches  and  lintels,  the  shady  sides  of  window  jambs,  and 
parts  of  carvings  which  the  sun  never  gets  at,  are  always  the  first 
portions  of  the  building  to  decay. 

Any  stone  exposed  to  very  different  degrees  of  heat  on  its  dif- 
ferent faces  is  liable  to  crack  from  unequal  expansion  and  con- 
traction.^ 

The  Physical  Structure  of  a  stone  is  of  the  greatest  importance, 
for  upon  it  depends  gi*eatly  its  power  of  resisting  the  action  of 
the  atmosphere. 

White  chalk  and  marble  are  of  the  same  chemical  composition 
— both  nearly  pure  carbonate  of  lime — yet  the  latter,  especially 
when  polished,  will  resist  an  ordinary  atmosphere  for  a  long  time, 
while  the  former  is  rapidly  disintegrated  and  destroyed. 

Hence  stones  which  are  crystalline  in  stnicture  are  found  to 
weather  better  than  those  that  are  non-crystalline. 

No  stone  intended  for  the  exterior  of  a  building  should  have  a 
porous  surface,  otherwise  the  rain  conducts  the  acids  from  the 
atmosphere  into  the  pores  of  the  stone,  which  soon  becomes  do> 
composed. 

>  Wray  On  IStmit 
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Again,  in  winter  the  wet  penetrates  the  pores,  freezes,  expands, 
and  disintegrates  the  surface,  leaving  a  fresh  surface  to  be  similarly 
acted  upon,  until  the  whole  stone  is  gradually  destroyed. 

If  the  chemical  composition  and  remaining  qualities  of  two 
stones  are  the  same,  then  the  stone  which  has  the  closer  and 
finer  grain  of  the  two  is  likely  to  be  more  durable  than  the  other. 

It  is  important  that  a  stone  should  be  homogeneous  in  its  struc- 
ture. If  the  gitiins  and  the  cement  uniting  them  are  both  of 
lasting  material,  the  stone  will  be  very  durable.  If  the  grains  be 
easily  decomposed  and  the  cementing  material  remains,  the  stone 
will  become  spongy  and  porous,  and  then  liable  to  destruction  by 
frost  If  the  cementing  material  is  destroyed,  the  grains  will  fall 
to  pieces. 

It  is  important  that  the  stone  should  contain  no  soft  patches  or 
inequalities;  unequal  weathering  leaves  projections  which  catch 
the  rain,  etc.,  and  hasten  decay. 

Facility  for  Working. — The  readiness  with  which  stone  can 
be  converted  by  the  mason  into  the  various  shapes  in  which  it 
is  required  for  different  kinds  of  work  is  of  importance  from  an 
economical  point  of  view. 

The  characteristics  of  a  stone  in  this  respect  will  depend  in 
some  cases  upon  its  hardness,  but  will  also  be  influenced  by  tlie 
soundness  of  its  texture ;  by  its  freedom  from  flaws,  shakes,  vents, 
etc. ;  and  also  by  its  natural  cleavage  and  other  peculiarities. 

A  soft  stone  of  even  grain  and  without  distinct  beds  would 
naturally  be  selected  for  carved  work,  while  a  hard  stone  in  thin 
layers,  easily  separated,  would  be  well  adapted  for  building  good 
and  economical  rubble  masonry.     (See  Part  I.) 

Hardness. — The  hardness  of  stone  is  often  of  importance 
especially  if  it  is  to  be  subjected  to  a  considerable  amount  of  wear 
and  friction,  as  in  pavements.  It  is,  moreover,  important  when 
the  stone  is  to  be  used  for  quoins,  dressings,  and  other  positions 
where  it  is  required  to  preserve  a  sharp  angle  or  "  arris!'  Hard- 
ness combined  with  toughness  is  also  essential  in  good  road 
metalling,  which  should  not,  however,  be  liable  to  splinter  or  to 
grind  readily  into  dust. 

It  does  not  follow  because  a  stone  is  hard  that  it  will  weather 
well ;  many  hard  stones  are  more  liable  to  atmospheric  influence 
than  those  of  a  softer  texture,  whose  chemical  composition  is  of  a 
more  durable  nature. 

Stone  used  for  work  exposed  to  the  action  of  water  should  be 
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hard;  running  or  dripping  water  soon  wears  away  the  surface. 
The  blocks  of  stone  in  marine  works  are  subject  to  serious  injury 
not  only  from  the  impact  of  the  waves  themselves,  but  from  the 
sand  and  stones  thrown  against  them  by  the  force  of  the  sea. 

Strength. — The  strength  of  stone  should  be  ascertained  if  it  is 
to  be  subjected  to  any  excessive  or  unusual  stresses. 

Stones  in  ordinary  building  or  engineering  works  are  generally, 
under  compression,  occasionally  subject  to  cross  strain,  but  never 
to  direct  tension. 

It  is  generally  laid  down  that  the  compression  to  which  a  stone 
should  be  subjected  in  a  structure  should  not  exceed  -^  of  the 
crushing  weight  as  found  by  experiment. 

Practically,  however,  the  compression  that  comes  upon  a  stone 
in  any  ordinary  building  is  never  sufficient  to  cause  any  danger  of 
crushing. 

The  greatest  stress  that  comes  upon  any  part  of  the  masonry 
in  St.  Paul's  Cathedral  is  hardly  14  tons  per  square  foot.  In  St. 
Peter's,  Rome,  it  is  about  15-J  tons  per  square  foot. 

By  a  reference  to  page  81  it  will  be  seen  that  these  stresses 
would  be  safely  borne  even  by  the  softer  descriptions  of  stone. 

The  weakest  sandstones  that  exist  will  bear  a  compression  of 
120  tons  per  foot,  while  the  resistance  of  ordinary  building  stones 
ranges  from  140  to  500  tons  per  square  foot,  and  in  the  case  of 
OTinites  and  traps  rises  as  high  as  700  or  800  tons  per  square  foot. 

It  is  possible,  however,  in  some  forms  of  arches,  in  retaining 
walls,  and  in  other  structures,  that  a  considerable  pressure 
may  be  concentrated  upon  certain  points,  which  are  liable  to 
be  crushed. 

Weight. — The  weight  of  a  stone  for  building  has  occasionally 
to  be  considered. 

In  marine  engineering  works  it  is  often  advisable  to  use  heavy 
stones  to  resist  the  force  of  the  sea. 

A  light  stone  would  be  best  adapted  for  arches,  while  heavy 
stones  would  add  to  the  stability  of  retaining  walls. 

Appearance. — The  appearance  of  stone  is  often  a  matter  of 
importance,  especially  in  the  face  work  of  conspicuous  buildings. 

In  order  that  the  appearance  may  be  preserved,  a  good  weather- 
ing stone  should  of  course  be  selected,  free  from  flaws,  clayholes, 
etc. 

All  varieties  containing  much  iron  should  be  rejected,  or  they 
will  be  liable  to  disfigurement  from  unsightly  rust  stains  oaused 
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by  the  oxidation  of  the  iron  under  the  influence  of  the  atmo- 
sphere. 

Stones  of  blotched  or  mottled  colour  should  be  regarded  with 
suspicion.  There  is  probably  a  want  of  uniformity  in  their  che- 
mical composition,  which  may  lead  to  unequal  weathering  (see 
p.  5). 

Position  in  Quarry. — In  order  to  obtain  the  best  stone  that  a 
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quarry  can  fumisli,  it  is  often  important  that  it  should  be  taken 
from  a  particular  stratum. 

It  frequently  occurs  that  in  the  same  quarry  some  beds  are 
good,  some  inferior,  and  others  almost  utterly  wortliless  for  build- 
ing purposes,  though  they  may  all  be  very  similar  in  appear- 
ance. 

To  take  Portland  stone  as  an  example.  In  the  Portland  quar- 
ries there  are  four  distinct  layers  of  building  stone. 

Fig.  I  is  a  section  showing  approximately  how  the  strata  in  a 
Portland  quarry  generally  occur. 

Working  downwards,  the  lirst  bed  of  useful  stone  that  is 
reached  is  the  True  or  WhUhed  Roach — a  conglomerate  of  fossils 
which  withstands  the  weather  capitally.  Attached  to  the  Boacli, 
and  immediately  below  it,  is  a  thick  layer  of  Whithcd — a  fine  even- 
grained  stone,  one  of  the  best  and  most  durable  building  stones  in 
the  country ;  then,  passing  a  layer  of  rubbish,  the  Bastard-Hoach, 
Kerf,  or  Curf  is  reached,  and  attached  to  it  is  a  substantial  layer 
of  Basebed, 

The  Bastard'Boach  or  Basebed-Boach  and  the  Basebed  are  stones 
very  similar  in  appearance  to  the  Trite  Roach  and  JVhitbed;  but 
they  do  not  weather  weU,  and  are  therefore  not  fitted  for  out- 
door work. 

Though  these  strata  are  so  dijfferent  in  characteristics,  the  good 
stone  can  hardly  be  distinguished  from  the  other  even  by  the 
most  practised  eye. 

Similar  peculiarities  exist  in  other  quarries. 

It  is  therefore  most  important  to  specify  that  stone  from  any 
particular  quarry  should  be  from  the  best  beds,  and  then  to  have 
it  selected  for  the  work  in  the  quarry  by  some  experienced  and 
trustworthy  man. 

The  want  of  this  precaution  led  to  the  use  of  inferior  stone 
(though  from  very  carefully  chosen  and  good  quarries)  in  the 
Houses  of  Parliament. 

Seasoning. — Nearly  all  stone  is  the  better  for  being  seasoned 
by  exposure  to  the  air  before  it  is  set 

This  seasoning  gets  rid  of  the  moisture,  sometimes  called 
"quarry  sap,"  which  is  to  be  found  in  all  stone  when  freshly 
quarried 

Stone  should,  if  possible,  be  worked  at  once  after  being 
quarried,  for  it   is   then    easier  to   cut,  but  unless   this  mois- 
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ture  is  allowed  to  dry  out  before  the  stone  is  set,  it  is 
acted  upon  by  frost,  and  thus  the  stone,  especially  if  it  be 
one  of  the  softer  varieties,  is  cracked,  or,  sometimes,  disinte- 
grated. 

The  drying  process  should  take  place  gradually.  If  heat  ig 
applied  too  quickly,  a  crust  is  formed  on  the  surface,  while  the 
interior  remains  damp,  and  subject  to  the  attacks  of  frost. 

Some  stones  (see  p.  59)  which  are  comparatively  soft  when 
quarried,  acquire  a  hard  surface  upon  exposure  to  the  air. 

Natural  BecL — All  stones  in  walls,  but  especially  those  that 
are  of  a  laminated  structure,  should  be  placed  "  on  their  natural 
bed," — ^that  is,  either  in  thp  same  position  in  wliich  they  were 
origiii^ly  d^sited  in  the  quarry,  or  turned  upside  down,  so  that 
the  layers  are  parallel  to  their  original  position,  but  inverted.  If 
they  are  placed  with  the  layers  parallel  to  the  face  of  the  wall,  the 
effect  of  the  wet  and  frost  will  be  to  scale  off  the  face  layer  by 
layer,  and  the  stone  will  be  rapidly  destroyed. 

In  arches,  such  stones  should  be  placed  with  the  natural  bed 
as  nearly  as  possible  at  right  angles  to  the  thrust  upon  the  stone, 
— ^that  is,  with  the  "  grain"  or  laminae  parallel  to  the  centre  lines 
of  the  arch  stones,  and  perpendicular  to  the  face  of  the  arch. 

In  cornices  with  undercut  mouldings  the  natural  bed  is  placed 
vertically  and  at  right  angles  to  the  face,  for  if  placed  horizon- 
tally, layers  of  the  overhanging  portion  would  be  liable  to  drop  off. 
There  are,  in  elaborate  work,  other  exceptions  to  the  general  rule. 

It  must  be  remembered  that  the  beds  are  sometimes  tilted  by 
upheaval  subsequent  to  their  deposition,  and  that  it  is  the  original 
position  in  which  the  stone  was  deposited  that  must  be  ascer- 
tained. 

The  natural  bed  is  easily  seen  in  some  descriptions  of  stone  by 
the  i)Osition  of  imbedded  shells,  which  were  of  course  originally 
deposited  horizontally.  In  others  it  can  only  be  traced  by  thin 
streaks  of  vegetable  matter,  or  by  traces  of  laminss,  which  gener- 
ally show  out  more  distictly  if  the  stone  is  wetted. 

In  other  cases,  again,  the  stone  shows  no  signs  of  stratification, 
and  the  natural  bed  cannot  be  detected  by  the  eye. 

A  good  mason  can,  however,  generally  tell  the  natural  bed  of 
the  stone  by  the  "feel"  of  the  grain  in  working  the  surface. 

A  stone  placed  upon  its  proper  natural  bed  is  able  to  bear  a 
much  greater  compression  than  if  the  laminsB  are  at  right  angles 
to  the  bed  joints. 
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Sir  William  Fairbairn  found  by  experiment  that  stones  placed 
with  their  strata  vertical  bore  only  ^  the  crushing  stress  which 
was  undergone  by  similar  stones  on  their  natural  bed.^ 

Agents  which  destroy  Stones. — ^The  two  principal  classes  of 
agents  which  destroy  stone  have  already  been  described. 

They  are — Chemical  agents,  consisting  of  acids,  etc.,  in  the 
atmosphere;  and  Mechanical  agents,  such  as  wind,  dust,  rain, 
frost,  running  water,  force  of  the  sea,  etc. 

There  are  other  enemies  to  the  durability  of  stones,  which  may 
just  be  glanced  at,  viz. — 

Lichens. 

Worms  or  Molluscs. 

Lichens. — In  the  country  lichens  and  other  vegetable  substances  collect 
and  grow  upon  the  faces  of  stones. 

These  are  in  many  cases  a  protection  from  the  weather,  and  tend  to  increase 
the  durability  of  the  stone.  The  fine  rootlets  spread  themselves  over  the 
surface  and  into  the  interstices,  covering  the  face  from  the  action  of  wind  and 
weather. 

In  the  case  of  limestones,  however,  the  lichens  sometimes  do  more  harm 
than  good,  for  they  give  out  carbonic  acid,  which  is  dissolved  in  rain  water, 
and  then  attacks  the  carbonate  of  lime  in  the  stone. 

Molluscs. — ^The  Pholas  dactylus  is  a  boring  mollusc  found  in  sea  water, 
which  attacks  limestone,  hard  and  soft  argillaceous  shales,  clay,  and  sandstones. 
It  also  attacks  wood,  but  granite  has  been  found  to  resist  it  successfully. 

These  animals  make  a  number  of  vertical  holes  close  together,  so  that  they 
weaken  and  eventually  destroy  the  stone. 

By  some  it  is  supposed  that  they  secrete  a  corrosive  juice,'  which  dissolves 
the  stone  ;  others  consider  that  the  boring  is  mechanically  done  by  the  tough 
front  of  the  shell  covering  the  Pholas.^  These  animals  are  generally  small, 
but  sometimes  attain  a  length  of  five  inches — the  softer  the  rock  the  bigger 
they  become.  The  shale  beds,  on  which  was  founded  the  quay  wall  at  Kirk- 
caldy, were  so  perforated  by  Pholades  that  they  crushed  under  the  superin- 
cumbent pressure,  and  a  settlement  resulted.* 

The  most  notable  instance  of  injury  done  by  Pholades  is  at  Plymouth  break- 
water, where,  in  consequence  of  their  attacks,  the  limestone  blocks  had  to  be 
replaced  by  granite.* 

The  Saxicava  is  another  small  mollusc,  found  in  the  crevices  of  rocks  and 
corals,  or  burrowing  in  limestone,  the  holes  being  sometimes  six  inches  deep. 
It  has  been  known  to  bore  the  cement  stone  (clay-ironstone)  at  Harwich, 
the  Kentish  Bag  at  Folkestone,  and  the  Portland  stone  used  at  Plymouth 
Breakwater. 


^  Rankine,  Civil  Engineering. 
*  Hartwig's  T?ie  Sea  and  its  Living  Wonders. 
'  Woodward's  Hecent  and  Fossil  Shells, 
*  Stevenson  On  Harbours. 
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EXAMINATION  OF  STONE. 

Speaking  generally,  in  comparing  stones  of  the  same  class,  the 
least  porous,  most  dense,  and  strongest,  wiU  be  the  most  durable 
in  atmospheres  which  have  no  special  tendency  to  attack  the  con- 
stituents of  the  stone. 

Fracture. — A  recent  fracture,  when  examined  through  a  powerful  mag- 
nifying glass,  should  be  bright,  clean,  and  sharp,  with  the  grains  well  cemented 
together.     A  dull,  earthy  appearance  betokens  a  stone  likely  to  decay. 

Tests. — In  examining  a  stone  it  may  be  subjected  to  various  tests,  some  of 
which  afford  a  certain  amount  of  information  as  to  its  characteristics. 

Resistance  to  Omshtng. — ^The  strength  of  the  stone  as  regards  resisting  com- 
pression may  be  ascertained  by  crushing  specimens  of  suitable  form  (see 
pp.  81,  82). 

This  is  not  a  ver}*^  important  test,  for  the  reasons  given  at  page  6,  but  some 
authorities  consider  that  it  affords  an  idea  of  the  powers  of  the  stone  wuth 
regard  to  resisting  frost. 

Absorption, — ^A  more  important  guide  to  the  relative  qualities  of  different 
stones  is  obtained  by  immersing  them  for  twenty-four  hours,  and  noting  the 
weight  of  water  they  absorb.  The  best  stones,  as  a  rule,  absorb  the  smallest 
amount  of  water. 

The  Table  at  p.  83  shows  the  amount  of  water  absorbed  in  twenty-four 
hours  by  several  of  the  most  important  English  stones,  some  known  to  be 
durable,  and  others  the  reverse.  This  will  afford  a  useful  guide  in  judging  of 
the  quality  of  any  new  stone  after  ascertaining  its  powers  of  absorption. 

Brard'a  Test, — Small  pieces  of  the  stone  are  immersed  in  a  concentrated 
boiling  solution  of  sulphate  of  soda  (Glauber's  salts),  and  then  hung  up  for  a 
few  days  in  the  air. 

The  salt  crystallises  in  the  pores  of  the  stone,  sometimes  forcing  off  bits 
from  the  comers  and  arrises,  and  occasionally  detaching  larger  fragments. 

The  stone  is  weighed  before  and  after  submitting  it  to  the  test.  The  dif- 
ference of  weight  gives  the  amount  detached  by  disintegration.  The  greater 
this  is,  the  worse  is  the  quality  of  the  stone. 

The  action  of  the  s^t  was  supposed  at  one  time  to  be  similar  to  that  of 
frost,  but  Mr.  C.  H.  Smith  has  pointed  out  that  it  is  essentially  different,  inas- 
much as  water  expands  in  the  pores  as  it  freezes,  but  the  salt  does  not  expand 
as  it  crystallises. 

Acid  Test. —  Simply  soaking  a  stone  for  some  days  in  dilute  solutions  con- 
taining 1  per  cent  of  sulphuric  acid  and  of  hydrochloric  acid,  will  afford  a 
rough  idea  as  to  whether  it  will  stand  a  town  atmosphere. 

A  drop  or  two  of  acid  on  the  surface  of  the  stone  will  create  an  intense 
effervescence  if  there  is  a  large  proportion  present  of  carbonate  of  lime  or 
carbonate  of  magnesia. 

Mr,  G.  H,  Smithes  Test  was  proposed  for  magnesian  limestone,  but  is  useful 
for  any  stone  in  determining  whether  it  contains  much  earthy  or  mineral 
matter  easy  of  solution. 

**  Break  off  a  few  chippings  about  the  size  of  a  shilling  with  a  chisel  and  a 
smart  blow  from  a  hammer ;  put  them  into  a  glass  about  one-third  full  of 
clear  water ;  let  them  remain  undisturbed  at  least  half  an  hour.      The  water 
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and  Bpecimens  together  should  then  be  agitated  by  giving  the  glass  a  clrculai 
motion  with  the  hand.  If  the  stone  be  highly  crystalline,  and  the  particles 
well  cemented  together,  the  water  will  remain  clear  and  transparent,  but  if 
the  specimens  contain  uncrystallised  earthy  powder,  the  water  will  present  a 
turbid  or  milky  appearance  in  proportion  to  the  quantity  of  loose  matter  con- 
tained in  the  stone.  The  stone  should  be  damp,  almost  wet,  when  the  frag- 
ments are  chipped  off." 

The  best  way  of  carrying  out  this  test  is  to  pulverise  the  stone  and  then 
treat  it  as  above  described.  The  heavy  particles  will  sink  to  the  bottom  and 
the  earthy  turbid  matter  will  settle  more  slowly. 

Practical  Way  of  ascertaining  Weathering  Qualities, — The 
durability  of  a  stone  to  be  obtained  from  an  old  established 
quarry  may  generally  be  ascertained  by  examining  buildings  in 
the  neighbourhood  of  the  quarry  in  which  the  stone  has  been  used 

If  the  stone  has  good  weathering  qualities,  the  faces  of  the  blocks,  even  in 
very  old  buildings,  will  exhibit  no  signs  of  decay  ;  but,  on  the  contrary,  the 
marks  of  the  tools  with  which  they  were  worked  should  be  distinctly  visible. 

Exposed  cliffs  or  portions  of  old  quarries,  or  detached  stones  from  the 
quarry,  which  may  be  lying  close  at  hand,  should  also  be  examined,  to  see 
how  the  stone  has  weathered. 

In  both  cases  care  should  be  taken  to  ascertain  from  what  stratum  or  bed 
in  the  quarry,  the  stones  have  been  obtained. 

Quarrying. — This  is  too  large  a  subject  to  be  entered  upon  in 
these  Notes. 

It  will  be  sufiBcient  to  remark  that  in  quarrying  stone  for  building  purposes 
there  should  be  as  little  blasting  as  possible,  as  it  shakes  the  stone,  besides 
causing  considerable  waste. 

Care  should  be  taken  to  cut  the  blocks  so  that  they  can  be  placed  in  the 
work  for  which  they  are  intended  with  their  natural  beds  at  right  angles  to 
the  pressure  that  will  come  upon  them. 

If  this  is  not  attended  to,  the  blocks  will  be  built  in  in  a  wrong  position, 
or  great  waste  will  be?  incurred  by  converting  them. 

Soientifio  Classifioation. — ^The  different  kinds  of  stone  used 
for  building  and  engineering  works  are  sometimes  divided  into 
three  classes : — 1.  The  Siliceous.  2.  The  Argillaceous.  3.  The  Cal- 
careous ;  according  as  flint  (silica),  clay  (formerly  called  "  argile  "), 
or  carbonate  of  lime,^  forms  the  base  or  principal  constituent 

Practical  Classifloation. — In  describing  the  physical  character- 
istics of  stones,  for  practical  purposes  it  will  be  better  to  classify 
them  as  follows  : — 

1.  Granites  and  other  igneous  rocks. 

2.  Slates  and  Schists. 

3.  Sandstones. 

4.  Limestones. 

^  Calcium  Carbonate. 
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GRANITE  AND  OTHP^R  IGNEOUS  ROCKS. 

Granite  is,  as  its  name  implies,  a  stone  of  crystalline  granulai 
structure. 

True  or  Common  Granite. — There  are  several  varieties  of 
stone  practically  known  as  granite,  but  true  granite  consists  of 
crystals  of  quartz  and  felspar  mixed  with  particles  of  mica. 

Composition. — The  quartz  is  a  very  hard  glassy  substance  in 
grey  or  colourless  amorphous  lumps,  occasionally  in  crystals. 

The  felspar  should  be  crystalline  and  lustrous,  not  earthy  in 
appearance ;  its  grains  are  of  different  shapes  and  sizes,  and  their 
colour  may  be  white,  grey,  yellowish  pink,  red,  or  reddish  brown. 

The  mica  is  in  dark  grey,  black,  brown,  flexible,  semi-transpa- 
rent glistening  scales,  which  can  easily  be  flaked  off  with  a 
knife. 

Granite  generally  contains  more  felspar  than  quartz,  and  more 
quartz  than  mica. 

The  colour  of  the  stone  depends  upon  that  of  the  predominat- 
ing ingredient,  felspar. 

"  An  average  granite  may  be  expected  to  contain  from  two  to 
three  fifth  parts  of  crystals  of  quartz  or  crystalline  quartz ;  about 
the  same,  more  or  less,  of  felspar,  also  partly  crystalline  and  chiefly 
in  definite  crystals ;  and  the  remainder  (one-tenth  part)  of  mica. 
But  the  mica  may  form  two  or  three  tenths,  and  the  quartz  three- 
fifths  or  more,  while  the  proportion  of  the  felspar,  as  well  as  the 
particular  composition  of  the  felspar,  both  vary  extremely."^ 

The  durability  of  the  granite  depends  upon  the  quantity  of  the 
quartz  and  the  nature  of  the  felspar. 

If  the  granite  contains  a  large  proportion  of  quartz,  it  will  be 
hard  to  work ;  but,  unless  the  felspar  is  of  a  bad  description,  it  will 
weather  w^ell. 

The  felspars  that  occur  most  commonly  in  granite  are  potash 
felspar  (orlhodase)  and  a  lime  and  soda  felspar  {oligoclase). 

Sometimes  both  these  varieties  are  foimd  in  the  same  stone.  . 

Of  the  two,  potash  felspar  is  more  liable  to  decay  than  the 
other.^ 

Mica  is  easily  decomposed,  and  it  is  therefore  a  source  of 
weakness. 

*  Ansted's  Practical  Geology.  *  Wray. 
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If  the  mica  or  felspar  contain  an  excess  of  lime,  iron,  or  soda, 
the  granite  is  liable  to  decay. 

"  The  quantity  of  iron,  either  as  the  oxide  or  in  combination 
with  sulphur,  must  affect  the  durability  of  granite,  as  well  as  of 
all  other  stone. 

"  The  iron  can  generally  be  seen  with  a  good  glass,  and  a  very 
short  exposure  to  the  air,  especially  if  assisted  in  dry  weather  by 
artificial  watering  (better  still,  if  1  per  cent  of  nitric  acid  be  added 
to  the  water),  ought  to  expose  this. 

"  The  bright  yellow  pyrites  crystallised  in  a  cubical  form 
appear  to  do  little  harm.  The  white  radiated  pyrites  (marcasite), 
on  the  contrary,  decompose  quickly. 

"  Where  the  iron  stains  are  large,  imeven,  and  dark  coloured, 
the  stone  may  fairly  be  rejected,  at  any  rate  for  outside  work. 

"  When  the  discoloration  is  of  a  uniform  light  yellow,  it  is 
probable  that  little  injury  will  be  done  to  the  stone  in  a  moderate 
time,  and  unless  appearance  is  a  matter  of  great  importance,  such 
granite  would  not  be  rejected. 

"In  the  red  granites,  the  discoloration  from  iron  does  not 
show  so  easily,  but  still  sufficiently  to  guide  the  engineer  if  bad 
enough  to  cause  rejection."  ^ 

The  quality  of  granite  for  building  purposes  depends  upon 
its  durability,  and  upon  the  size  of  the  grains.  The  smaller  these 
are,  the  better  can  the  granite  be  worked,  and  the  more  evenly 
will  it  wear. 

"In  using  granite  for  ornamental  purposes,  the  coarser-grained 
stones  should  be  placed  at  a  distance  from  the  eye,  the  finer- 
grained  stones  where  they  can  be  easily  inspected.  Without 
attention  to  this  point,  very  little  better  effect  is  produced  than 
by  a  stone  of  imiform  colour."  ^ 

Syenite  and  Syenitic  Granite  are  generally  included  by  the 
engineer  and  builder  under  the  general  term  granite. 

True  Syenite  consists  of  crystals  of  quartz,  felspar,  and  horn- 
blende, the  latter  constituent  taking  the  place  of  mica  in  ordi- 
nary granite.  It  derives  its  name  from  the  granite  of  Syene,  in 
Upper  Egypt,  though  it  has  been  shown  that  the  latter  is  really 
a  syenitic  granite  of  the  composition  mentioned  below. 

Syenitic  Oranite  consists  of  quartz,  felspar,  mica,  and  horn- 
blende, the  last-named  constituent  being  added  to  those  of  ordi- 
nary granite. 

»  Way. 
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Characteristics. — The  syenites  and  syenitic  granites  are  gener* 
ally  of  darker  colour  than  ordinary  granite,  caused  by  the  grains 
of  hornblende. 

"The  syenitic  granites  are  on  the  whole  tougher  and  more 
compact  than  the  ordinary  granites,  take  on  a  fine  polish,  and  are 
exceedingly  durable. 

"  They  occur  less  abimdantly  in  nature ;  but  their  rarer  use 
most  frequently  arises  &om  the  darker  tints  imparted  to  them  by 
the  hornblende."  ^ 

The  following  varieties  of  granite  may  be  briefly  noticed, 
though  they  are  of  no  great  importance  in  connection  with  build- 
ing and  engineering  works : — 

Talcosb  Granite  contains,  in  addition  to  the  ingredients  of  common 
granite,  taXcy  a  material  which  scales  off  in  thin  flakes,  having  a  whitish 
colour  and  unctuous  feeL 

Such  granites  are  said  not  to  weather  well. 

Protooene  contains  talc  instead  of  mica. 

Chlobitio  Orakite  contains  chlorite,  an  olive-green  mineral,  generally 
granular,  and  of  a  pearly  lustre. 

ScHORLACBOUS  Qranite  Contains  pieces  of  tchorl,  *^  a  black,  hard,  brittle, 
mineral  crystallised  in  masses  or  long  crystals,  sometimes  columnar,  and 
radiating  from  a  centre.*' ' 

Graphio  Granite  is  composed  of  long  parallel  prisms  of  quartz  aud 
felspar,  the  ends  of  which  when  broken  across  look  like  the  letters  of  cunei- 
form inscriptions. 

This  granite  contains  very  little  mica,  and  is  not  much  used  for  building; 
purposes. 

PoRPHTRinc  Granite  is  the  name  given  to  those  varieties  in  which  large, 
distinct,  independent  crystals  of  felspar  occur  at  random  interspersed  through 
the  mass. 

These  crystals  are  sometimes  called  ''  horse's  teeth." 

Quarrying  and  Dressing. — Granite  is  quarried  either  by 
wedging  or  by  blasting.  The  former  process  is  generally  re- 
served for  laige  blocks,  and  the  latter  for  smaller  pieces  and  road- 
metal. 

It  is  better  to  have  the  blocks  cut  to  the  desired  forms  in  the 
quarries ;  first  because  it  is  easier  to  square  and  dress  the  stone 
while  it  contains  the  moisture  of  the  ground  or  "  quarry-sap ; " 
also  because  the  local  men,  being  accustomed  to  the  stone,  are 
able  to  dress  it  better  and  more  economically,  and  part  of  the 
work  can  be  done  by  machinery,  generally  to  be  found  at  the 
principal  quarries.  Moreover,  the  bulk  of  the  stones  being 
reduced  by  dressing,  the  cost  of  carriage  is  saved,  without  much 

^  Pair's  Practical  Geology,  *  Wray  On  SUmc 


\ 


i6  NOTES  ON  BUILDING  CONSTRUCTION, 

danger  of  injuring  the  arrises  in  transit,  as  the  stone  is  ver) 
hard. 

Uses  to  which  Granite  is  applied. — Granite  is  used  chieil; 
for  heavy  engineering  works,  such  as  bridges,  piers,  docks,  light- 
houses, and  breakwaters,  where  weight  and  durability  are  re- 
quired. It  is  also  used  especially  for  parts  of  structures  ex- 
posed to  blows  or  continued  wear,  such  as  copings  of  docks, 
paving,  etc.     The  harder  varieties  make  capital  road  metal. 

In  a  granite  neighbourhood  the  stone  is  usea  for  ordinary 
buildings ;  but  it  is  generally  too  expensive  in  first  cost,  trans- 
port, and  working,  and  is  therefore  reserved  for  ornamental  fea- 
tures, such  as  polished  columns,  pilasters,  hea\y  plinths,  etc. 

The  granular  structure  and  extreme  hardness  of  granite  render 
it  ill  adapted  for  fine  carving,  and  its  surface  is  entirely  destroyed 
by  the  effects  of  fire. 

Varieties  in  Common  Use. — Granite  is  found  in  Aberdeenshire,  Kirk- 
cudbrightflhire,  Argylesliire,  and  the  Islands  of  Mull  and  Arran.  Also 
in  Cornwall,  Devonshire,  Leicestershire,  Cumberland,  and  the  islands  of 
Guernsey  and  Jersey.  The  Irish  granites  occur  chiefly  in  the  counties  of 
Wicklow,  Wexford,  Donegal,  and  Down. 

The  Scotch  Granites  are  most  esteemed  for  beauty  and  for  durable 
qualities,  especially  those  from  the  two  great  districts  of  Aberdeen  and 
Peterhead — the  stone  from  the  former  is  generally  grey,  and  that  from  the 
latter  red. 

The  other  best  known  varieties  of  Scotch  granites  are  those  from  RvMslaWy 
Stirling  Hill,  Dalbeattie,  Ro$8  of  MuU,  Kern/nay,  Kinsteary,  etc. 

The  Cornish  and  Devonshire  granites,  sometimes  called  moorstones, 
have  not  so  high  a  character.  They  contain  a  large  proportion  of  felspar, 
which  in  some  cases  weathers  very  badly.  The  potash  felspar  of  these 
gi'anites,  when  decomposed,  turns  into  Kaolin  or  porcelain  clay. 

The  Leicestershire  Granites  are,  generally  speaking,  syenites — very  hard 
and  tough,  difficult  to  dress,  and  therefore  not  much  used  for  building  pur- 
poses.    They  are  well  adapted  for  paving  sets,  and  make  capital  road  metal. 

Jersey  and  Guernsey  Granite  is  also  syenitic  It  is  a  good  weathering 
stone,  very  hard,  durable,  used  for  paving  purposes,  but  rather  apt  to  become 
slippery. 

The  Irish  Granites  are  very  numerous.  Grey  varieties  are  obtained 
from  Wicklow  and  DubUn.  Those  of  a  reddish  tint  from  Galway.  A  good 
bluish  grey  granite  comes  from  Castle  Welland,  County  Down ;  Counties 
Donegal  and  Mayo  produce  good  red  granites.  Several  colours  and  varieties 
come  from  Carlow.     Newry  suppUes  a  greenish  syenite.^ 


^  Wilkinson's  Practical  Geology  of  Ireland, 


The  following  Tables  give  a  list  of  some  of  the  principal 
Granite  Quarries  in  Great  Britain  and  Ireland.  The  quarries 
are  very  numerous,  but  it  is  hardly  worth  while  to  mention  many 
of  them  in  the  following  Tables  : — 
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Igneous  Bocks  other  than  Granite. — There  are  several  rocke 
which  more  or  less  resemble  the  granite  in  their  characteristics, 
and  are  generally  associated  with  it  in  the  classification  of  build- 
ing stones. 

These  rocks  are,  however,  seldom  used  for  building  or  engi- 
neering works,  except  in  the  immediate  neighbourhood  of  the 
place  where  they  are  found. 

The  Porphyries  "  generally  occur  as  dykes  and  eruptive  masses  intersecting 
the  older  schists  and  slabs,  and  are  usually  much  fissured  and  jointed,  and 
for  this  reason  incapable  of  being  raised  in  massive  monoliths  like  the 
granite."^ 

There  are  two  principal  varieties  found  in  Qreat  Britain.  Each  consists  of 
a  general  mass  or  base,  through  which  are  scattered  crystals  varying  in  size 
from  small  grains  to  f  inch  in  length.  The  stone  breaks  with  a  smooth 
surface  and  conchoidal  &acture. 

FeUtone  Porphyry  consists  of  a  base,  which  is  an  intimate  mixture  of 
quartz  and  orthoclase,  known  as  FeUite,  with  independent  crystals  of  fel- 
spar. 

QuarUiferous  Porphyry  has  a  base  consisting  of  a  granular  ciystalline  com- 
pound of  quartz  and  felspar,  with  individual  crystals  of  felspar  and  quartz. 

Characteristics. — ^'  Both  varieties  appear  in  many  tints — red,  flesh-coloured, 
fawn-coloured,  black,  bluish-black,  and  bluish-green  ;  and  both  varieties  may 
contain,  in  subordinate  quantities,  other  crystals  than  those  enumerated 
above.^ 

"  Incapable  of  being  raised  in  large  blocks,  they  are  polished  only  for 
minor  ornaments ;  their  principal  use  in  Britain  being  for  causeway-stones 
and  road  metal,  for  which  their  hardness  and  toughness  render  them  specially 
suitable. 

''  Though  chiefly  used  for  road  material,  in  some  districts  they  are  em- 
ployed in  the  building  of  country  mansions,  farm  sheds,  and  walls  ;  and  when 
properly  dressed  and  coursed  make  a  very  fair  structure  (especially  the  fawn- 
coloured  sorts),  and  are  perfectly  indestructible."^ 

Some  of  the  darker  varieties  are  too  sombre  for  building  purposes,  except 
when  used  for  ornamental  puiposes  to  relieve  surfaces  of  lighter  stone. 

Elvan  (a  term  originally  peculiar  to  Cornwall  and  Devon)  is  foimd  in 
dykes  or  veins  traversing  the  granite  or  slate  ;  the  dykes  varying  in  width 
from  a  few  feet  to  300  or  400. 

It  usually  diffiers  from  granite  in  the  absence  of  mica  and  in  the  fineness 
of  its  grain.     It  sometimes  contains  schist. 

**  It  is  much  used  as  a  building  stone  in  Cornwall,  and  is  found  to  be  very 
durable,"^  also  as  road  material  in  competition  with  Guernsey  granite. 

Stone  locally  known  as  Elvan  is  also  met  with  in  County  Wexford. 

Gneiss  is  composed  of  the  same  constituents  as  granite,  but  the  mica  is 
more  in  layers,  and  the  rock  has  therefore  a  stratified  appearance. 

The  rock  splits  along  the  layers  with  fadUty,  and  breaks  out  in  slabs  from 
a  few  inches  to  a  foot  in  thickness. 

^  Page.  «  W»y. 
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It  is  UBed  both  as  a  building  material  in  the  bodies  of  walls  (with  dressings 
of  brick,  or  more  easily  dressed  stone)  and  for  flagging.^ 

Mica  Schist,  sometimes  called  Mica  Slate,  is  composed  chiefly  of  mica 
and  quartz  in  thin  layers  :  the  mica  sometimes  appears  to  constitute  the 
whole  mass. 

Its  colour  is  grey  or  silvery  grey,  and  it  has  a  shining  surface,  owing  to  the 
quantity  of  mica  present. 

It  breaks  out  in  thin  even  slabs,  and  the  more  compact  varieties  are  used 
for  flagging,  door  and  hearth  stones,  and  furnace  linings.^ 

Hornblende  Schist,  or  Harr^lende  Slate,  is  usually  black,  composed 
principally  of  hornblende,  with  a  variable  quantity  of  felspar,  and  sometimes 
grains  of  quartz. 

It  resembles  mica  schist,  but  has  not  so  glistening  a  lustre,  and  seldom 
breaks  into  thin  slabs.  It  is  tougher  than  mica  schist,  and  is  an  excellent 
material  for  flagging.^ 

Trap  Bocks. — Greenstone,  also  called  Trap  or  Whinstone,  is  a 
mixture  of  felspar  and  hornblende. 

It  has  sometimes  a  granular  crystalline  structure,  and  at  other 
times  it  is  very  compact  without  apparent  grains. 

It  is  generally  of  a  greenish  colour,  but  varies  in  tint  from 
Ught-greenish  grey  to  greenish-black  or  black. 

It  is  extremely  hard  and  tough,  and  makes  capital  road 
metal — is  very  often* split  up  by  joints,  so  that  it  is  well  suited 
for  paving  setts,  but  not  for  large  blocks.  Its  colour  is  too 
sombre  for  the  walls  of  houses. 

Some  of  the  stratified  varieties  are  dangerous  as  building 
stones,  being  liable  to  decomposition  on  exposure  to  the  weather, 
even  where  there  is  no  frost. 

Varieties  in  Common  TTse. — Penmaemnawr  Stone  from  N.  Wales  is 
largely  used  throughout  the  country  for  paving  setts.  It  ia  very  easily  split  by 
cutting  a  fine  hue  with  an  axe  in  the  direction  required,  and  then  giving  the 
stone  a  few  smart  taps  with  a  hanmier.' 

Bardon  Bill  Stone  from  Leicestershire  is  also  much  used  for  road  metal  in 
the  central  counties. 

Stone  of  this  description  is  also  found  in  Cornwall,  near  Edinburgh,  in 
Argyleshire,  at  Carlin  Knowse  and  other  places  in  Fifeshire,  and  also  in 
County  Wexford. 

Whinstone  is  found  in  Wigtownshire,  near  Selkirk,  in  Kincardineshire,  near 
Haddington,  near  Edinburgh,  at  Falkirk,  in  Perthshire,  Fifeshire,  Inverness- 
shire,  Boss-shire,  and  other  places  in  Scotland. 

Basaxt  resembles  greenstone,  but  is  composed  of  lime  felspar, 
augite,'  olivine,  and  titano-ferrite.* 

^  Dana  and  Wray.  '  Sadden. 

'  Black  and  greenish-black  crystals  of  anhydrous  silicate  of  magnesia. 

*  Titanic  iron. 
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It  occurs  in  dykes  or  sheets  penetrating  or  lying  between 
older  rocks,  or  upon  the  surface,  and  is  sometimes  stratified,  some- 
times colmnnar. 

"  It  varies  in  colour  from  greyish  to  black.  In  the  lighter 
coloured  felspar  predominates ;  in  the  darker  iron  or  a  ferruginous 
augite."^    It  is  often  of  a  dark  green. 

This  stone  affords  a  great  resistance  to  crushiag,  and  is 
eminently  adapted  for  paving  curbs,  etc. 

Rowley  Bag  is  a  basalt  found  in  Staffordshire,  and  used  for  road  material, 
paving  sets,  and  also  for  making  artificial  stone. 

This  material  is  found  also  in  the  counties  of  Armagh,  Antrim,  and  Lon- 
donderry. 

SLATES  AND  SCHISTS. 

Clay  Slate. — The  ordinary  slate  used  for  roofing  and  other 
purposes  is  an  argillaceous  rock,  compact  and  fine  grained.  It 
was  originally  a  sedimentary  rock,  but  it  will  no  longer  divide 
along  the  planes  of  bedding,  but  splits  r^dily  along  planes  called 
"  planes  of  slaty  cleavage." 

This  facility  of  cleavage  is  one  of  the  most  valuable  character- 
istics that  slate  possesses,  as  it  enables  masses  to  be  split  into 
thin  sheets,  whose  surfaces  are  so  smooth  that  they  lie  close 
together,  thus  forming  a  b'ght  and  impervious  roof  covering. 

These  planes  of  cleavage  are  caused  by  intense  lateral  pres- 
sure. 

Planes  of  cleavage  are  either  coincident  with  the  layers  of  deposit  or  lie  at 
angles  with  them.  When  they  are  in  the  same  plane,  or  nearly  so,  the  rock 
is  converted  into  slabs  for  paving ;  or  planed,  if  it  is  soft  enough,  and  made 
into  cisterns,  etc.  The  reason  that  it  cannot  be  made  into  roofing  slates  is 
that  the  lamina  of  the  bedding  and  the  lines  of  cleavage  run  into  each  other 
and  render  the  surface  rough  and  uneven. 

There  is  another  line  of  imperfect  cleavage,  which  will  yield  to  the  chiseL 
Along  this  line  the  blocks  of  slate  are  split  up  longitudinally.  It  is  along 
this  line  that  fracture  occurs  when  a  slate  is  accidentally  broken.  The  split 
along  this  line  is  called  by  quarrymen  the  "  Plerry" 

Quarrying. — ^The  rock  is  worked  in  "Floors,"  or  tunnels  one  above 
another. 

Powder  is  used  to  detach  the  blocks,  which  are  plerried  into  widths  suit- 
able for  making  the  best-sized  slates  ;  then  split  into  thieknesses  of  about  three 
inches ;  cut  by  circular  saws  into  suitable  lengths ;  split  by  skilful  hands 
with  the  aid  of .  thin  inch  chisels  ;  and  squared,  either  by  machinery  or  by 
band. 


^  D&i]a*i  Mineralogy. 
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Cambrian  slates  are  not  sawn,  because  natural  joints  occur  at  distances 
about  equal  to  tbe  length  of  the  slatea    They  are  generally  squared  by  hand. 

Slate  rock  becomes  more  compact  and  the  blocks  are  generally  larger  and 
more  valuable  the  deeper  they  are  from  the  surface  ;  but  the  rule  does  not 
always  hold  good,  and  there  is  apparently  a  limit  to  it.  The  blocks  are  split 
more  easily  when  fresh  from  the  quarry. 


CHAEACTEEISTICS  OF  SLATES. 

Hardness  and  Toughness. — ^A  good  alate  should  be  both  hard 
and  tough. 

If  it  is  too  soft  it  wlH  absorb  moisture,  the  nail  holes  will  be- 
come enlarged,  and  the  slate  will  be  loose. 

If  it  be  brittle  it  will  fly  to  pieces  in  the  process  of  squaring 
and  holing,  or  at  any  rate  will  break  on  the  roof  if  any  one  walks 
over  it,  which  is  often  necessary  when  the  roof  is  being  repaired. 

A  good  slate  should  give  out  a  sharp  metallic  ring  when  struck 
with  the  knuckles — ^it  should  not  splinter  under  the  slater's  zax 
— should  be  easily  "holed"  without  danger  of  fracture,  and 
should  not  be  tender  or  friable  at  the  edges. 

Oolonr. — ^The  colour  is  not  much  guide  to  the  quality  of  a 
slate.  Some  people  think,  however,  that  the  black  varieties 
absorb  moisture,  and  decay. 

The  colours  of  slates  vary  greatly.  Those  most  frequently  met 
with  are  dark  blue,  bluish-black,  purple,  grey,  and  green. 

Bed,  and  even  cream-coloured  slates  have  been  found. 

Some  slates  are  marked  with  bands  or  patches  of  a  different 
colour — e.g,y  dark  purple  slates  often  have  large  spots  of  light 
green  upon  them.  These  are  generally  considered  not  to  injure 
the  durabUity  of  the  slate,  but  they  lower  its  quality  by  spoiling 
its  appearance. 

Absorption. — ^A  good  slate  should  not  absorb  water  to  any 
perceptible  extent. 

The  amount  of  absorption  may  be  ascertained  by  the  test  given 
at  page  28. 

Grain. — A  good  slate  should  have  a  very  fine  grain. 

The  grain  of  the  rock  is  easily  seen,  and  the  slates  are  cut  so 
that  the  grain  is  in  the  direction  of  their  length,  in  order  that  if 
a  slate  breaks  when  on  the  roof  it  will  not  become  detached,  but 
\nll  divide  into  longitudinal  pieces,  which  will  stiU  be  held  by 
the  nails. 
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Veins  ore  dark  marks  running  through  some  slates.  They  are 
always  objectionable,  but  particularly  when  they  run  in  the  direc- 
tion of  the  length  of  the  slate,  for  it  will  be  very  liable  to  split 
along  the  vein. 

Pyrites. — Crystals  of  iron  pyrites  are  often  found  in  slates, 
especially  in  those  from  Scotland,  etc. 

They  are  often  considered  objectionable.  It  should,  however,  be 
borne  in  mind  that  there  are  two  varieties  of  pyrites,  of  the  same 
chemical  composition  but  of  diflTerent  crystalline  form,  and  very 
different  in  their  resistance  to  atmospheric  influence. 

Ordinary  Iron  Pyrites,  consisting  of  yellow  brassy  crystals, 
generally  cubical,  weathers  well.  The  crystals  have  been  found 
perfectly  bright  and  firm  in  their  places  in  roofs  100  years  old, 
even  in  the  atmosphere  of  Glasgow. 

White  Iron  Pyrites  (or  marcasite),  on  the  other  hand,  is  easily 
decomposed,  and  slates  containing  it  ought  to  be  rejected.  This 
form  of  pyrites  is  generally  dull  and  wanting  in  lustre,  and  is 
therefore  not  easily  seen. 

Sizes. — The  slates  sent  to  the  market  are  squared  in  the 
quarry — sometimes  roughly  by  hand,  sometimes  by  machinery — 
to  certain  sizes,  which  are  distinguished  by  different  names,^  as 
shown  in  the  following  Table. 

In  buying  and  selling  slates  in  this  country,  a  "  thousand  "  is 
generally  understood  to  mean  1200  or  1260. 

The  Table  shows  the  weight  and  cost  of  1200  slates  of  each 
description;  it  also  shows  the  number  of  slates  required  per 
square  (100  superficial  feet)  of  roofing,  and  the  weight  per 
square. 

^  TheBe  names  are  used  in  the  boildiDg  trade,  but  not  much  in  the  quarries. 
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Quality. — The  market  qualities  of  slates  are  classed  in  the 
quarries  according  to  their  straightness,  smoothness  of  surface,  fair 
even  thickness,  and  in  the  Cambrian  quarries  according  to  the 
presence  or  absence  of  discoloration. 

Slates  are  generally  divided  into  1st  and  2d  qualities ;  in  some 
cases  a  "  medium  quality  "  is  quoted. 

All  slates  for  good  work  should  be  hard,  tough,  non-absorbent, 
of  uniform  colour,  free  from  patches,  from  veins,  iron,  cross- 
grain,  and  with  smooth  and  even  surfaces. 

Thickness, — ^The  thickness  increases  with  the  area  of  the  slate, 
and  the  rule  for  the  proportionate  thickness  varies  in  difTerent 
quarries  but  for  Welsh  slates  is  somewhat  as  follows : — ^ 

THICKNESS. 
l8t  Qnality.      2d  QuaUty- 
Dachesses  and  Marchionesses  .        .        .        i\  inch        ^^  ii^ch. 
Countesses  and  large  Ladies  ^    ,,  \ 

Doubles A    »f  A 


If 


The  best  qualities  of  Welsh  slates  generally  split  easily  into 
even  sheets  with  smooth  surfcu^es,  and  holding  their  thickness 
close  up  to  their  edges,  even  after  being  squared. 

Irish  and  Scotch  slates  are  often  of  very  uneven  thickness, 
being  thicker  in  the  middle  than  near  the  edges,  and  very  much 
stouter  and  more  substantial  than  Welsh  slates  of  the  same  area. 

Slates  are  sometimes  split  too  thin,  so  that  they  are  not  strong 
enough  for  roofing  purposeg.  The  Ffestiniog  quarries  have  pro- 
duced (for  exhibition  as  specimens  of  perfection  of  cleavage)  slates 
5  feet  to  10  feet  long,  6  inches  to  12  inches  broad,  only  -^  inch 
thick.2 

Tests. — ^The  following  rough  tests  are  generally  recommended, 
but  they  are  not  of  a  practical  character,  nor  can  they  be  relied 
upon.     Experience  is  required  to  judge  of  a  slate  by  the  eye. 

1.  Weigh  the  slate  carefully  when  dry,  steep  it  in  water  for  24  hours,  run 
the  water  off,  and  weigh  again— any  difference  of  weight  will  show  the 
amount  of  absorption. 

2.  Stand  the  slate  in  water  up  co  half  its  height — if  it  be  of  bad  quality 
the  water  will  rise  m  the  upper  half,  but  in  a  good  skte  no  sign  of  moisture 
will  be  seen  above  the  water-line.* 

3.  Breathe  on  the  slate.  If  a  clayey  odour  be  Btrongly  emitted  it  may  be 
inferred  that  the  slate  will  not  "  weather."  * 


^Wray.  'Hunt.  ^  G^Wt.  *  Dempsey. 
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DIFFERENT  FOEMS  OF  SLATE. 

Slate  Slabs. — ^Besides  the  small  thin  slates  used  for  roofing,  large  and 
thick  slabs,  and  even  blocks  of  slate,  are  quarried  out  and  used  for  many 
purposes  connected  with  building  and  engineering  works. 

Slate  in  these  forms  is  particularly  useful  on  account  of  its  strength. 
^  The  strength  of  slate  1  inch  thick  is  considered  equal  to  that  of  Portland 
stone  5  inches  thick/'  ^  and  ''  its  resistance  to  shearing  is  said  to  be  greater 
Uian  that  of  any  other  stone."  ^ 

Slate  slabs  are  easily  obtained  of  any  length  under  6  or  even  8  feet,  and 
containing  from  10  to  30  superficial  feet 

Their  thickness  ranges  from  1  inch  to  3  inches. 

Larger  slabs  may  be  obtained  by  paying  extra.  The  Exhibition  of  1862 
contained  one  sent  by  the  Llangollen  Slate  Company  which  measured 
20  X  10  feet,  and  weighed  4|  tons  ;  also  several  from  the  Ffesiiniog  quarries 
of  the  Welsh  Slate  Company  averaging  14  feet  by  7  or  8  feet' 

They  may  be  procured  either  self-faced — that  is,  as  they  are  split  from  the 
blocks — rough  sawn,  quarry  planed,  or  polished. 

The  edges  are  sawn  square,  planed,  filed,  or  rounded. 

Such  slabs  may  be  fitted  with  great  accuracy,  and  are  used  for  cisterns, 
urinals,  troughs,  mantelpieces,  baths,  window  and  door-sills,  skirtings,  floor- 
ing, wine-bins,  steps,  landings,  etc. 

Slate  Blocks,  containing  as  much  as  2  or  3  cubic  feet,  can  easily  be 
obtained. 

In  Wales  and  other  slate  districts  they  are  sometimes  used  for  the  walls  of 
buildings,  and  slate  in  scantlings  is  substituted  for  much  of  the  wood  work, 
e.y.,  in  door  and  window  frames. 

Slate  is  also  sent  out  from  the  quarries  in  the  form  of  steps,  sills,  etc. 

The  same  material  is  used  for  making  ridge  rolls  of  different  patterns  for 
roofs,  dowels  for  heavy  masonry,  etc  etc. 

SSnamelled  Slate  is  prepared  by  painting  slate  slabs,  baking  them,  colour- 
ing to  pattern,  covering  them  with  a  coating  of  enamel,  rebaked  and  rubbed 
down  several  times  alternately,  and  then  polished. 

It  is  often  made  to  represent  different  varieties  of  marble,  and  is  much  in 
request  for  chimney-pieces  and  other  purposes  for  which  marble  is  used,  also 
for  sanitary  purposes. 

Varieties  in  uae. — ^There  are  many  slate  quarries  throughout 
Great  Britain  and  Ireland,  on  the  Continent,  also  in  Canada  and 
the  United  States. 

Some  American  slates  have  been  imported  during  late  years, 

but  the  great  bulk  of  the  slates  used  for  building  are  from  home 

quarries. 

Welsh  Slates. — ^The  finest  slates  found  in  the  United  Kingdom  come 
from  Wales. 


1  Papworth,  657.  »  Wray. 

>  Hunt's  Handbook,  ExhibUUm  1862. 
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The  slates  from  the  Silurian  formations  of  Merionethshire,  Montgomery- 
shire, etc.,  are  generally  of  a  blue  or  grey  colour,  and  of  beautiful  cleavage; 
splitting  very  thin,  and  sawn  square  by  machinery.  The  best-known  quarries 
are  those  in  the  Ffestiniog  district,  such  as  the  Oakeley  quarries  and  those  of 
the  Welsh  Slate  Company. 

The  slates  of  the  Cambrian  formation  in  Carnarvonshire  are  of  varied 
colours — blue,  purple,  green,  and  dark  grey.  They  are  more  siliceous  than 
the  Lower  Silurian  slates,  and  not  so  easily  cleaved.  They  are  therefore 
thicker  and  heavier,  but  they  are  very  hard  and  ring  well  when  struck. 
Their  edges  are  not  sawn,  for  the  reasons  given  above.  The  best -known 
quarries  are  those  of  Penrhyn  and  Dinorwig. 

Many  of  the  quarries  produce  also  slabs  of  first  rate  quality. 

English  Slates  are  generally  thicker  and  coarser  than  those  from  Wales — 
hard,  tough,  and  very  durable.  The  best  known  are  the  green  slates  from 
Westmoreland,  and  the  slabs  from  Delabole  in  Cornwall. 

Scotch  Slates  are  also  thick  and  coarse,  and  generally  contain  a  large  pro- 
portion of  iron  pyrites,  which,  however,  does  not  interfere  with  their  good 
weathering  qualities. 

The  best  known  quarries  are  those  of  Ballachulish,  Easdale,  and  Cullipool. 
They  are  generally  blue. 

Irish  Slates. — ^Many  of  the  best  qualities  resemble  the  Welsh  varieties, 
others  are  thicker  and  coarser. 

Among  the  best  known  Irish  roofing  slates  are  those  from  Eillaloe,  or  from 
the  county  Kilkenny.  Slabs  of  a  high  quality  axe  exported  from  Valencia  ic 
county  Kerry 
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QUARRY. 

NEAREST  PORT 

COUNTY. 

NATURE  OF  SLATE 

OR  STATION. 

AND  REMARKS. 

-Welsh  Slates. 

Bakoor      Boyal 

Slate  Co. 

Bangor     . 

Carnarvonshire     . 

Purple  roofing  slates  and  slabs. 

Braichgoch, 

Absrllgeney, 

Gaewbrn,   and 

other  Quarries  . 

Machynlleth 

Montgomeryshire 

Blue        do.               do. 

C  A  mbriakSlateCo. 

Llangollen 

Denbighshire 

Blue        do.               do. 

CiLOWYN       . 

Carnarvon 

Carnarvonshire 

Blue,  purple,  and  spotted  do.  do. 

Craig  Dhu 

Blaenau 

Ffestiniog     . 

Merionethshire     . 

Blue  slates. 

CwaiORTHEI 

Ffestiniog    and 

Slate  Co. 

Portmadoc    . 

Do. 

Blue  roofing  slates  and  slabs. 

DiNOBWIC    . 

Port  Dinorwic  . 

Carnarvonshire    . 

Blue,  purple,  and  green  do.  do. 

DiPHWYB  Casson 

Duffwya    . 

Merionethshire     . 

Blue  and  grey  roofing  do  do. 

Dorothea  . 

Carnarvon 

Carnarvonshire    . 

Pale  green,  blue,  and  red  do.  do. 

Llanfaib  Royal 

1      Slate  Co. 

Bangor     . 

Do. 

Green  and  blue  roofing  slates. 

Llangollen 

Slate  Co. 

Llangollen 

Denbighshire 

Remarkable  for  the  size  of  the  slabs 
produced. 

Lleohwedd       or 

Creates 

Rhiwbryjffdir    . 

Merionethshire 

Blue  and  grey  roofing  slates  and  slabs. 

Maenoffern 

Duffwys   . 

Do. 

Do.                    do. 

Oakeley     . 

Ffestiniog    and 

Portmadoc     . 

Do. 

Blue  roofing  slates  and  slabs. 

Oakeley     . 

Rhiwbryffdir    . 

Do. 

Do.              do. 

Penbhyn    . 

Bangor     . 

Carnarvonshire    . 

Roofing  slates  and  slabs ;  generally 
blue  or  purple,  some  green. 

Pen-yr-Orsedd  . 

Pen-y-groes 

Do. 

Purple  slates. 

Rhiwfachno 

Penmachno 

Do. 

Blue  slates  and  slabs. 

Bhosydb     . 

Ffestiniog 

Merionethshire     . 

Blue  and  grey  roofing  slates  and  slabs. 

Several  Qnarries  . 

Corris 

Do. 

Slabs ;  bluish-grey  slates. 

Welsh  Slate  Co. 

Ffestiniog    and 

Portmadoc    . 

Do. 

Blue  roofing  slates  and  slabs. 

Whitland  Abbey 

Whitland 

Caermarthenshire 

Qreen  roofing  slates. 

Wrysgan    . 

Ffestiniog 

Merionethshire     . 

Blue  and  grey  roofing  slates  and  slabs. 

Sngliflh  Slates. 

Ambleside  . 

Windermere     . 

Westmoreland 

Green  roofing  slates. 

B06CASTLE  . 

Boscastle  . 

Cornwall. 

Bl'^lington 

Slate  Co. 

Ulverstone 

Lancashire  . 

Pale  blue  roofing  slates  and  slabs. 

Bcrnstall,  Long- 

ford . 

Tavistock 

Devonshire  . 

Roofing  slates ;  nearly  worked  out. 

Camel 

Wadebridge 

Cornwall. 

Cann  . 

Plymouth 

Devonshire  . 

Roofing  slates,  slabs. 

Coxiston     . 

Ulverstone 

Tiancashire  . 

Rough  slates— flags— green  slates. 

Delabole  Slate 

Co.  . 

Camelford 

Cornwall 

Greyish-blue  slabs ;  very  11ght,strong, 
and  durable ;  also  roofing  slates,  etc. 

Grooby 

Bardon 

Leicestershire 

Roofing  slate. 

KiRBY   IrELETH    . 

Ulverstone 

Lancashire  . 

Do. 

Langdale  . 

Windermere 

Westmoreland 

Green  roofing  slates. 

Laitxceston 

Lannceston 

Cornwall. 

Maryfort  . 

Maryport . 

Cumberland 

Greenish  slates. 

Pen  Rice  A     . 

Totness     . 

Devonshire  . 

Greeii  roofing  slates ;  used  at  Royal 

Exchange. 

1 
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TABLE  OF  SLATE  QUARRIES— CoTi/mt^. 


QUARRT. 

NEAREST  PORT 
OR  STATION. 

COUNTY. 

NATURE  OF  RT,ATB 
AND  ItEMARKS. 

English.  Slates— 

Contimued, 

POMPHLET    . 

Plymouth 

Devonshire  . 

Blocks  for  building— slabs  for  pav- 
ing and  chimney-pieces. 

SWITHLAND 

Banrow-on-Soar 

Leicestershire 

Very  durable  blue  slabs  and  roofing 
slates. 

Thrano  Crag    . 

Windennere     . 

Westmoreland 

Green  roofing  slates. 

TiLBERTHWAITE  . 

Coniston  . 

Lancashire  . 

Several  small  quarries  of  green  slate. 

Tkewarnet  (Tin- 

tagel  Slate  Co.) 

Padstow   . 

Cornwall 

Roofing  slates  and  slabs. 

VVlRCHSCOMBE       . 

Wellington 

Somersetshire 

Roofing  slates. 

Woodland  . 

Newton  Abbott 

Devonshire  . 

Green  roofing  slates. 

Yeolmbridge 

Padstow  . 

Do. 

Slabs  for    paving    and  chimney- 
pieces. 

Scotoh  Slates. 

Aternshill 

Crieff 

Perthshire    . 

Roofing  slates. 

Ballachulish    . 

Fort- William    . 

Argyleshire  . 

Rough— full  of  pyritoB— weathers 
well— dark  blue. 

Ben'ledi 

Achray 

Perthshire    . 

Roofing  slates. 

BiRNAM 

Dunkeld  . 

Do. 

Do. 

CUTiT.IPOOL    . 

•  • 

■  •  • 

Do. 

Dalbeattie 

Do. 

Do. 

Do. 

Drumaburn 

Perth 

Do. 

Do. 

Easdale     . 

Oban 

Argyleshire  . 

Rough— ftiU  of  pyrites— weathen 
well— dark  blue. 

FOUDLAND   . 

Hnntly 

Aberdeenshire 

Roofing  slates. 

Gartley 

Gartley    . 

Do. 

Do. 

Glenalmond 

Perth 

Perthshire    . 

Do. 

Glenbhee  . 

Do. 

Do. 

Do. 

HOYSTON      . 

Forfar 

Do. 

Slab  and  block. 

Lanrick 

Crieff 

Do. 

Roofing  slates. 

Turin 

Forfar 

Do. 

Slabs  and  blocks. 

Taniemoutu 

Ruthven  . 

Banff  .        . 

Roofing. 

Irish  Slates. 

ASHFORD       . 

•  •  • 

Wicklow 

Slates  resemble  those  from  Bangor, 
but  thicker  and  coarser. 

Benduff     . 

Leap 
Cork 

Cork    . 

Dark  colour— nearly  given  out. 

Clonakilty 

Do. 

Good  quality— light  and  durable 

Killaloe       (Im- 

perial Slate  Co.) 

Killaloe    . 

Tipperary     . 

Dull  bluish  grey.  Durable.  Coarser, 
thicker,  and  heavier  than  Welsh 
slates. 

Knock  roe  . 

Carrick-on-Snir 

Kilkenny     . 

Dark  blue— veins  of  felspar. 

Mealouohmore  . 

Do. 

Do. 

Shites  of  fair  quality.! 

Rathdrum  . 

Wicklow 

Slab  and  roofing. 

Valencia  . 

Valencia  . 

Kerry  . 

Light  bluish-grey  or  greenish-blue 
slates.    Slabs  and  flags  for  export- 
ation.   Thicker  and  more  uneven 
than  those  of  Killaloe.  i    Blocks 
average  8  feet   6   inches    wi<le  ; 
some  6  feet  0  inches :  6  inches  to 
12  inches  thick :  length  10  to  12 
feet,  sometimes  as  much  as  30 
feet. 

Victoria    Slate 

Co.  • 

Carrick-on-Suir 

Kilkenny     . 

Light  green— very  good. 

!  Wilkinson. 


SERPENTINE,  Z3 

Stone  Slates. — So  called  "slates/'  being  merely  thin  slabs  of 
stone  which  splits  into  thin  layers  along  the  planes  of  bedding, 
are  found  in  various  parts  of  the  country,  and  used  for  roofing 
purposes.     They  are  tilestones  rather  than  true  slates. 

Among  others  may  be  mentioned  the  CoUywiston  and  Stones- 
field  "  slates,"  found  in  several  quarries  of  the  oolitic  limestone 
formation,  near  Stamford  in  Northamptonshire,  and  Stow-on-the- 
Wold  in  Somersetshire. 

They  are  good  non-conductors  of  heat,  so  that  they  keep  a  house  cool  in 
mmuner  and  warn  in  winter ;  but  they  are  very  heavy,  especiaUy  when 
soaked  with  wet,  and  therefore  require  roofs  of  heavy  scantlings  to  support 
them. 

SERPENTINE. 

Serpentine  derives  its  name  from  the  mottled  appearance  of  its 
surface,  which  is  supposed  to  resemble  the  skin  of  a  serpent. 

ComposUian. — Pure  serpentine  is  a  hydrated  silicate  of  mag- 
nesia, but  it  is  generally  found  intermixed  with  carbonate  of  lime, 
with  steatite  or  soapstone  (also  a  silicate  of  magnesia),  or  with 
diall£^e,  a  foliated  green  variety  of  hornblende  and  dolomite. 

Colour. — ^The  prevailing  colour  of  serpentine  is  generally  a  rich 
green  or  red,  permeated  by  veins  of  the  white  steatite. 

Some  varieties  have  a  base  of  oUve-green,  with  bands  or 
blotches  of  rich  brownish-red  or  bright-red,  mixed  with  lighter 
tints,  or  oUve-green,  with  steatite  veins  of  greenish-blue;  some 
are  red,  studded  with  crystals  of  green  diallage ;  some  clouded, 
and  some  striped. 

Cf?iaracteristic8, — Serpentine  is  massive  or  compact  in  texture, 
not  brittle,  easily  worked,  and  capable  of  receiving  a  fine  polish. 
It  is  so  soft  that  it  may  be  cut  with  a  knife. 

It  is  generally  obtained  in  blocks  from  2  to  3  feet  long,  and 
it  has  been  found  that  "  the  size  and  solidity  of  the  blocks  in- 
crease with  their  depth  from  the  surface."^ 

Uses. — ^This  stone  is  greatly  used  in  superior  buildings  for 
decorative  purposes.  It  is,  however,  adapted  only  for  indoor 
work,  as  it  does  not  weather  well,  especially  in  smoky  atmo- 
spheres, for  it  is  liable  to  attack  by  hydrochloric  and  sulphuric 
acids.  The  red  varieties  are  said  to  weather  better  than  those  of 
a  greenish  hue,  and  it  is  stated  that  those  varieties  especially 
which  contain  white  streaks  are  not  fit  for  external  work. 

» Hunt. 
B.  c. — m  D 
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It- is  much  used  for  indoor  work,  such  as  tables,  shafts,  pilasters, 
jambs  for  chimney-pieces,  and  ornaments  of  different  kinds. 

VarietieB  in  Common  Use. — ^English. — lAzard  Serpmtine,  from  the 
Lizard  promontory  in  Cornwall,  is  perhaps  the  best  known  and  most  exten- 
siyely  used  in  this  country. 

There  are  three  varieties  of  this  Serpentine  to  be  found  in  the  locality. 

1.  *'  The  principal  mass,  like  that  of  some  other  districts,  is  of  a  deep  olive- 
green,  but  this  is  variegated  by  veins  or  bands  and  blotches  of  rich  brownish- 
red  or  blood-red,  mixed  with  lighter  tints."  ^ 

*'  The  best  places  for  obtaining  the  red-striped  varieties  which  we  have 
seen,  occur  at  the  Balk  near  Landewednack,  at  the  Signal  Staff  EUU  near 
Cadgwith,  at  Eennack  Cove,  and  on  Qoonhilly  Downs." 

2.  ''A  variety,  with  an  olive-green  base,  striped  with  greenish-blue  steatite 
veins,  Lb  found  .  .  .  near  Trelowarren."  ^ 

3.  "  An  especially  beautiful  variety  is  found  at  Maen  Midgee,  Kerith 
Sands,  in  which  the  deep  reddish-brown  base  is  studded  with  crystals  of 
diallage,  which,  when  cut  through  and  polished,  shine  beautifully  of  a 
metallic  green  tint  in  the  reddish  base."  ' 

Anglesea, — Greenish  and  reddish  serpentines  are  found  at  Llanfechell  and 
Ceryg-mollion ;  and  a  serpentinous  marble  at  Tregola,  near  Llanfechell  and 
near  Holyhead. 

Scotch. — Serpentine  rocks  occur  in  several  localities  in  Scotland. 

That  of  PorUoy^  in  Banffshire^  "  is  very  rich  and  varied  in  colour.  It  passes 
from  soft  green  to  deep  red,  and  is  variegated  with  veins  of  white  steatite." 

Serpentine  is  also  found  in  the  Ochil  Hilh,  Aberdeenshirey  at  Killin  in 
PertJiMrBj  and  in  the  Shetland  Isles,  where  it  forms  the  matrix  of  the 
chrome  iron  ore. 

Irish. — Gonnemara  (Co.  Galway)  furnishes  a  serpentine  in  large  blocks, 
commonly  known  as  Gonnemara  MarhU  or  "  Irish  Green "  marble.  It  is  of 
two  kinds. 

The  first  is  of  a  deep  uniform  shade  of  dark-green,  but  the  other  is 
mottled,  and  made  up  of  bands  and  stripes  of  greens  of  different  shades,  in- 
terlaced with  white  streaks. 

The  principal  quarries  are  near  Ballinahinchf  Letterfrackf  and  Clifden, 

Other  green  serpentines  are  found  at  Crohy  Head,  and  Aughadovey  in 
Donegal,  and  near  Lough  Qill  in  county  Sligo.' 

Ancient. — Vert  Antique  is  a  name  applied  to  many  varieties  of  green  ser- 
pentinous rock  used  by  the  ancient  Romans.  '*  These  ornamental  stones, 
exported  from  the  ruins  of  buried  cities,  have  been  recut  and  polished,  and 
are  now  used  in  the  internal  decorations  of  modem  buildings."  ^  A  detailed 
description  of  the  different  varieties  will  be  found  in  Professor  Hull's  Treatise 
an  the  Building  and  Ornamental  Stones  of  Oreat  Britain  and  Foreign  Countries, 


SANDSTONES. 
Composition. — Sandstones  consist  generally  of  grains  of  quartz 

^  Hull's  Building  and  Ornamental  Stones, 

*  Report  on  the  Otology  of  Cornwall^  Devon^  and  Somerset,  by  Sir  H.  de  la  Becho. 

'  Hull.  ♦  Wray. 


SANDSTONES.  35 

sand — cemented  together  by  siKca,  carbonate  of  lime,  car- 
bonate of  magnesia,  alimiina.  oxide  of  iron,  or  by  mixtures  of 
these  substances. 

In  addition  to  the  quartz  grains  there  are  often  other  sub- 
stances, such  as  flakes  of  mica,  fragments  of  limestone,  argillaceous 
and  carbonaceous  matter,  interspersed  throughout  the  mass. 

As  the  grains  of  quartz  are  imperishable,  the  weathering 
qualities  of  the  stone  depend  upon  the  nature  of  the  cementing 
substance,  and  on  its  powers  of  resistance  under  the  atmosphere 
to  which  it  is  exposed. 

Sometimes,  however,  the  grains  are  of  carbonate  of  lime,  em- 
bedded in  a  siliceous  cement ;  in  this  case  the  grains  are  the  first 

to  give  way  under  the  influence  of  the  weather. 

Colour. — Sandstones  are  found  in  great  variety  of  colour — 

white,  yeUow,  grey,  greenish-grey,  light  brown,  brown,  red,  and 

blue  of  all  shades,  and  even  black.^ 

The  colour  is  generally  caused  by  the  presence  of  iron. 

Thus  carbonate  of  iron  ^  gives  a  bluifih  or  greyish  tint ;  anhydrous  sesqui- 
ozide  ^  a  red  colour  ;  hydrated  sesquioxides  ^  gives  various  tints  of  brown  or 
yellow,  sometimes  blue  and  green.  In  some  cases  the  blue  colour  is  produced 
by  very  finely  disseminated  iron  pyrites,  and  in  some  by  phosphate  of  iron. 

Classifioation. — The  sandstones  used  for  building  are  gener- 
ally classed  as  follows,  either  prjtctically  according  to  their  phy- 
sical characteristics,  or  scientifically  according  to  their  geological 
position  or  the  nature  of  their  constituents. 

Fbactical  Classifioation. — lAver  Rock  is  the  term  applied,  perhaps  more 
in  Scotland  than  in  England,  to  the  best  and  most  homogeneous  stone  which 
comes  out  in  large  blocks,  undivided  by  intersecting  vertical  and  horizontal 
joints.     In  Yorkshire  it  is  known  as  ^  NeUJ' 

Flagstones  are  those  which  have  a  good  natural  cleavage,  and  split  there- 
fore easily  into  the  thicknesses  appropriate  for  paving  of  different  kinds. 
The  easy  cleavage  is  generally  caused  by  plates  of  mica  in  the  beds. 

TiUstones  are  flags  from  thin-bedded  sandstones.  They  are  split  into 
layers — sometimes  by  standing  them  on  their  edges  during  frost, — and  are 
much  used  in  the  North  of  England  and  in  Scotland  as  a  substitute  for  slates 
in  covering  roofs. 

Freestone  is  a  term  applied  to  any  stone  that  will  work  freely  or  easily  with 
the  mallet  and  chisel — such,  for  example,  are  the  softer  sandstones,  and  some 
of  the  limestones,  including  Bath,  Caen,  Portland,  etc. 

Orits  are  coarse-grained,  strong,  hard  sandstones,  deriving  their  name  from 
the  millstone  grit  formation  in  which  they  are  found.  These  stones  are  very 
valuable  for  heavy  engineering  works,  as  they  can  be  obtained  in  large  blocks. 

SdBNTiFio  Classifioation. — ^The  geological  formations  from  which  the 
different  varieties  of  sandstone  are  obtained  are  shown  in  the  Tables,  pp.  39-48, 

'  Thus  Mansfield  stone  is  pale  salmon  colour ;  Bed  Ck>r8ehill,  a  brick  red ;  Robin 
Hood,  pale  blue ;  Pennant,  dark  blue. 

*  Ferrous  CarboncUs,  •  Ferric  Oxide.  *  Ferric  Hydrates. 
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but  any  farther  notice  of  their  classification  from  a  geological  point  of  view 
wonld  be  out  of  place  in  these  Notes.  With  regard  to  their  constituents, 
they  may  he  divided  into  the  following  classes  : — 

Micaceous  SandsUmes  are  those  which  contain  a  very  laige  proportion  ol 
mica,  distributed  over  the  planes  of  bedding. 

Caleareotu  Sandstones  contain  a  large  proportion  of  carbonate  of  lime. 

Fdspathic  Sandstones  contain  a  laige  proportion  of  felspar,  generally  pro- 
duced by  the  disintegration  of  granite  or  other  felspathic  rocks.  The  weather- 
ing qualities  of  these  depend  upon  the  nature  of  the  felspar.     (See  p.  13.) 

Metainorpkic  Sandstones  are  those  which  have  been  subjected  to  heat.  They 
are  too  haid  to  work  for  building  purposes,  bnt  are  very  suitable  for  breaking 
into  road  metaL 

Tests. — Fracture. — The  recent  fracture  of  a  good  sandstone,  when  ex- 
amined through  a  powerful  magnifying  glass,  should  be  bright,  clean,  and 
sharp,  the  grains  well  cemented  together,  and  tolerably  uniform  in  size.  A 
dull  and  earthy  appearance  is  the  sign  of  a  stone  likely  to  decay. 

BrarcPs  amd  Smith's  Tests. — A  sandstone  may  be  subjected  to  Smith's  test 
or  to  Brard's  test,  described  at  page  11. 

Weight  and  Absorption. — Recent  experiments  "  led  to  the  conclusion  that 
any  sandstone  weighing  less  than  130  lbs.  per  cubic  foot,  absorbing  more  than 
5  per  cent  of  its  weight  of  water  in  24  hours,  and  effervescing  anything  but 
feebly  with  acid,  is  likely  to  be  a  second-class  stone,  as  regards  durability, 
where  there  is  frost  or  much  acid  in  the  air  ;  and  it  may  be  also  said  that  a 
first-class  sandstone  should  hardly  do  more  than  cloud  the  water  with  Mr. 
Smith's  test"! 

Grain. — It  is  generally  considered  that  the  coarse-grained 
sandstones,  such  as  the  millstone  grits,  are  the  strongest  and  most 
durable.  This,  however,  seems  doubtful ;  at  any  rate,  some  of  the 
finer-grained  varieties  are  quite  strong  enough  for  any  purpose, 
and  seem  to  weather  better  than  the  others. 

"  It  appears  probable  that  for  external  purposes  the  finer-grained 
sandstones,  laid  on  their  natural  bed,  are  better  than  those  of 
coarser  grain."  ^ 

Thiokness  of  Layers. — In  selecting  sandstone  for  undercut 
work  or  for  carving,  care  must  be  taken  that  the  layers  are  thick ; 
and  it  is  of  course  important  that  stones  should  rest  in  most 
cases  (see  p.  37,  Part  I.)  on  their  natural  beds. 

Uses. — The  hardest  and  best  sandstones  are  used  for  import- 
ant ashlar  work ;  those  of  the  finest  and  closest  grain  for  carving ; 
rougher  qualities  for  rubble ;  the  well-bedded  varieties  for  flags. 

"Some  of  the  harder  sandstones  are  used  for  sets,  and  also 
for  road  metal,  but  they  are  inferior  to  the  tougher  materials,  and 
roads  metalled  with  them  are  muddy  in  wet,  and  very  dusty  in 
dry  weather."  ^ 

»Wray. 
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Prinoipal  Varieties  in  oommon  use. — A  few  of  the  best 
known  sandstones  will  now  be  described,  after  which  a  list  will 
be  given  of  some  of  the  principal  quarries  in  Great  Britain  and 
Ireland. 

Bramley  FaU. — The  original  stone  known  under  this  name  was  a  moderately 
coarse-grained  sandstone  of  the  millstone  grit  formation,  from  Bramley,  near  Leeds. 
It  held  a  verj  hich  character  for  durability  and  strength. 

It  was  found  in  large  blocks,  and  was  specially  suited  and  used  for  heavy  engineering 
works. 

Thin  stones  of  good  quality  cannot  be  produced  from  the  best  beds  of  the  quarries 
without  great  waste,  when  therefore  such  stones  are  specified,  they  are  sometimes 
supplied  from  the  upper  beds,  which  are  of  inferior  quality.^ 

Smce  the  introduction  of  railways  the  ori^nal  Bramley  Fall  quarries  have  almost 
ceased  to  be  worked,  but  a  great  deal  of  sinular  stone  is  found  to  the  north  of  Leeds, 
and  is  sold  under  the  same  name,  which  has  become  a  generic  name  for  the  class  of 
stone  whereyer  it  may  be  quarried. 

As  a  rule  the  stone  sold  under  this  name  has  considerable  strength  and  durability, 
but  in  some  cases  an  excess  of  grains  of  potash-felspar  makes  it  weather  badly. 

"  Owing  to  its  cheapness — and  also  to  a  want  of  knowledge  that  the  best  stone 
rises  in  large  masses — ^many  gentlemen  specify  their  stones  for  templates,  pad 
stones,  bases,  steps,  and  landings  and  copings  to  be  worked  out  of  Bramley  Fall 
only  7  or  8  inches  thick.  This  mistake  has  caused  some  quany  men  and  producers 
to  substitute  inferior  top  rock  for  good  stone,  because  the  inferior  top  stone  frequently 
rises  in  thinner  lifts."' 

Bramley  Fall  stone  has  been  used  for  the  most  massive  engineering  structures  in 
the  country.  Its  weathering  qualities  may  be  observed  in  Eirkstul  Abbey,  near 
Leeds,  which  was  built  with  this  stone  in  the  twelfth  century. 

Yorkshire  Sandotones. — ^There  are  so  many  quarries  producing  stone  of  veiy 
similar  quality  and  characteristics,  classed  under  this  head,  that  it  would  be  useless 
to  descrme  them  in  detail 

These  stones  come  chiefly  from  tlie  coal  measures  and  miUstone  grit  series ;  a  few 
come  from  the  new  red  sandstone  formation. 

In  consequence  of  the  large  number  of  quarries  in  Yorkshire,  the  stone  is  commonly 
known  as  Yorkshvre  atone^  but  a  great  deal  of  similar  stone  is  found  in  the  adjacent 
counties. 

Of  these  stones  the  finer  grained  are  suitable  for  building  purposes,  while  the 
grits  are  more  adapted  for  heavy  engineering  works. 

The  sandstones  m>m  the  millstone  grit  or  coal  measures  are  considered  to  offer  the 
greatest  resistance  to  injuiy  by  fire,  for  which  reason  Minera  stone  was  selected  for 
the  National  Safe  Deposit  Co.'s  buildings.' 

A  few  of  the  quarries  are  mentioned  in  the  Table  at  pp.  89  to  48.  There  are  several 
round  about  the  principal  towns. 

The  best  flags  and  landings  come  from  near  Bradford  and  Halifax. 

Sootgate  Ash. — ^This  stone  is  produced  from  quarries  somewhat  recently  opened 
near  Harrogate.  Several  specimens  of  it  were  shown  at  the  Intemationid  Exhibi- 
tion of  1872. 

The  quarries  produce  landings  of  an^  size  up  to  150  feet  superficial,  steps  up  to 
20  feet  in  length,  sets,  paving  and  building  stones. 

Some  of  the  stone  is  white,  some  of  a  light  ereen  tint»  and  a  bed  called  the  ragstone 
is  specially  recommended  by  the  proprietors  lor  heavy  engine  bases,  foundations,  ete. 

Forest  of  Dean  Stone. — ^This  very  usefiil  stone  is  found  in  the  coal  measures 
near  Lydney  and  Coleford  in  Gloucestershire. 

miere  are  three  distinct  series  or  beds  of  considerable  thickness.  Of  these  the 
upper  series  consists  of  a  soft,  easilv  worked  stone  of  various  degrees  of  hardness. 
Tne  second  series  in  harder  than  the  first,  and  the  third  harder  than  the  second,  and  of 
a  finer  grit.     Both  the  second  and  third  series  can  be  quarried  in  blocks  of  any  size. 
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Mr.  Trickett  in  Building  News,  25th  June  1871. 

Mr.  Trickett  in  Builders'  Weekly  Reporter,  2dd  June  1875. 

Wray. 
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The  first  and  second  series  are  of  a  grey  colour,  the  third  is  Uaer.  Some 
of  the  stone  has  a  brownish  tint. 

The  stone  weathers  well  if  placed  upon  its  natural  bed.  Some  used  in  the 
churches  of  Newland,  Staunton,  and  Mitcheldean,  that  has  been  exposed  400 
years,  still  retains  the  tool-marks  as  sharp  as  ever,  but  this  of  course  was  from 
the  best  quarries,  carefully  selected. 

There  are  a  great  many  quarries  in  the  hands  of  different  proprietors.  It 
is  unnecessary  to  give  their  names. 

The  stone  is  admirably  adapted  for  building,  or  for  heavy  engineering 
work  such  as  bridges  and  docks. 

Where  tued. — It  has  been  used  in  the  construction  of  Cardi£^  Newport, 
Gloucester,  and  Swansea  docks ;  Folly  Bridge,  Oxford ;  Cardiff  Castle  and 
National  Provincial  Bank,  Marlborough  ;  Cardiff  new  Barracks  ;  port  of  Llan- 
daff ;  interior  of  St.  John's  and  Exeter  Colleges ;  Taylor  and  Bandolph's 
buildings,  Oxford  ;  Eastun  Castle  and  Witley  Court,  Doncaster,  etc  etc 

liansfield  Stone  is  one  of  the  best  known' and  most  important  building 
stones  in  the  country. 

It  is  a  siliceous  dolomite  (see  p.  59),  and  is  found  near  Mansfield,  Notting- 
hamshire, in  the  Permian  system,  between  the  new  red  sandstone  and  the 
carboniferous  series. 

There  are  several  beds  found  in  the  quarries,  which  differ  considerably 
from  one  another  both  in  composition  and  texture. 

There  are,  however,  two  principal  varieties  of  the  stone  sent  into  the 
market,  the  white  and  the  red,  both  of  them  good  for  building  purposes. 

Of  these  varieties  the  red  is  considered  more  durable  than  the  white.  Both 
kinds  last  well  in  a  clear  atmosphere.  They  are  all  admirably  adapted  for 
the  finest  ashlar  work,  turned  columns,  mouldings,  carvings,  etc. 

White  Mansfield. — ^There  are  several  beds  of  this  stone.  The  top  bed  of 
all  has  a  coarser  grain  than  the  others.  The  second  and  third  beds  supply  a 
very  good  fine-grained  stone,  fit  for  the  finest  ashlar  work ;  while  the  lowest 
Ijed  is  much  harder  than  the  others,  and  is  well  adapted  for  stairs,  paving, 
landings,  etc 

Red  Mansfield  is  more  generally  of  uniform  quality  and  appearance.  The 
stones  of  the  darkest  colour  are  considered  the  best. 

This  stone  is  quarried  by  wedges,  without  blasting.  It  is  procurable  in 
blocks  weighing  as  much  as  10  tons,  and  from  4  to  6  feet  thick. 

It  can  be  sawn  at  the  quarries  into  blocks  and  slabs,  or  turned  on  a  lathe 
into  columns  of  any  moderate  diameter. 

Where  used. — Red, — Bilton  House,  Trafalgar  Square,  flagging  of  terrace  ; 
Hyde  Park,  Albert  Memorial,  squares  of  flagging  of  terrace ;  Burlington 
House,  ashlars,  columns,  and  niches  ;  St.  Pancras  Hotel  and  Station  ;  voussoirs 
of  arch  in  main  entrance,  plinth  of  hotel,  corbels,  etc 

White. — ^Town-hall,  Mansfield,  Clumber  Lodge,  etc. 

Craigleitli  Stone  is  perhaps  the  most  durable  sandstone  in  the  United 
Kingdom.  It  oonsiBts  of  quartz  grains  united  by  a  siliceous  cement,  with 
small  plates  of  mica.  It  contains  98  per  cent  of  silica  and  only  1  per 
cent  carbonate  of  lime.  It  is  found  near  Edinburgh,  and  is  used  extensively 
in  that  city,  and  also  exported* 

Many  other  sandstones  of  nearly  equal  importance  to  the  above 
are  mentioned  in  the  following  Tables : — 
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The  term  limestone  is  applied  to  any  stone  the  greater  propor- 
tion of  which  consists  of  carbonate  of  lime ;  but  the  members  of 
the  class  differ  greatly  in  chemical  composition,  texture,  hardness, 
and  other  physical  characteristics. 

CompoEdtion. — Chalk,  Portland  stone,  marble,  and  several  other 
varieties  of  limestone,  consist  of  nearly  pure  carbonate  of  lime, 
though  they  are  very  dissimilar  in  texture,  hardness,  and  wea- 
thering qualities. 

Other  limestones,  such  as  the  dolomites,  contain  a  very  large 
proportion  of  carbonate  of  magnesia.  Some  contain  clay,  a  large 
proportion  of  which  converts  them  into  marls,  and  makes  them 
useless  for  building  purposes.  Many  limestones  contain  a  con- 
siderable proportion  of  silica,  some  contain  iron,  others  bitumen. 

The  carbonate  of  lime  in  stones  of  this  class  is,  of  course, 
liable  to  attack  from  the  carbonic  acid  dissolved  in  the  moisture 
of  ordinary  air,  and  is  in  time  destroyed  by  the  more  violent  acids 
and  vapours  generally  foimd  in  the  atmosphere  of  large  towns. 

Texture. — ^A  great  deal  depends  therefore  upon  the  texture  of 
the  stone. 

The  best  weathering  lunestones  are  dense,  uniform,  and  homo- 
geneous in  structure  and  composition,  with  fine  even  small 
grains,  and  of  a  crystalline  texture. 

Some  limestones  consist  of  a  mass  of  fossils,  either  entire,  or 
broken  up  and  united  by  cementing  matter.  Others  are  entirely 
made  up  of  round  grains  of  carbonate  of  lime,  generally  held 
together  by  cement  of  the  same  material.     (See  p.  66.) 

The  Eoyal  Commissioners  gave  a  preference  to  limestones  as  a 
class,  "  on  accoimt  of  their  more  general  uniformity  of  tint,  their 
comparatively  homogeneous  structure,  and  the  facility  and  economy 
of  their  conversion  to  building  purposes ;"  and  of  this  class  they 
preferred  "  those  which  are  most  crystalline." 

Many  of  the  most  easily  worked  limestones  are  very  soft  when 
first  quarried,  but  harden  upon  exposure  to  the  atmosphere. 

''  This  is  said  to  arise  from  a  slight  decomposition  taking  place, 
which  will  remove  most  of  the  softer  particles  and  leave  the 
hardest  and  most  durable  to  act  as  a  protection  to  the  remainder."^ 
By  others  it  is  attributed  to  the  escape  of  the  '*  quarry  damp." 

*  Omde  to  Museum  ofPmctical  Oeolo^,  by  R  Hunt,  F.R.S. 
R  C. ^in  E 
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Classifloation. — Limestones  are  classed: — 1st,  Scientifically 
from  a  geological  point  of  view ;  or,  2d,  Practically,  according  to 
their  physical  characteristics. 

SciBNTiFio  Classification. — ^Liraestonefl  are  known  as  Carboniferous,  Lias, 
etc,  according  to  the  formation  from  which  they  are  obtained.  These  forma- 
tions are  shown  in  the  Tables,  pp.  67  to  73,  but  they  need  not  be  furthei 
referred  to. 

Practical  Classifioatiok. — The  terms  Liver  rock,  FnesUme,  FlaffsUme,  are 
applied  to  limestones  in  the  same  way  as  to  sandstones  (see  p.  35). 

The  difference  in  the  physical  characteristics  of  limestones  leads  to  their 
classification  by  the  engineer  as  follows  : — 

Marbles. 

Compact  limestones. 

Granular         „ 


SheUy 
Magnesian 

These  will  now  be  described  in  turn. 


>» 


MAEBLES. 

Marble  is  the  name  practically  given  to  any  limestone  which 
is  hard  and  compact  enough  to  take  a  fine  polish. 

The  name  is  frequently,  however,  erroneously  applied  to  other 
stones,  such  as  serpentine,  merely  because  they  are  capable  of 
being  polished. 

Some  marbles — such,  for  example,  as  those  from  Devonshire — 
will  retain  their  polish  indoors,  but  lose  it  when  exposed  to  the 
weather. 

Marble  is  found  in  all  great  limestone  formations.  It  con- 
sists generally  of  pure  carbonate  of  lime.  The  texture,  degree  of 
crystallisation,  hardness,  and  durability,  of  difierent  varieties  vary 
considerably. 

Marble  can  generally  be  raised  in  large  blocks.  The  hand- 
somer kinds  are  too  expensive  for  use,  except  for  chimney-pieces, 
table  slabs,  inlaid  work,  etc. 

The  less  handsome  varieties  are  used  for  building  in  the  neigh- 
bourhood of  the  quarries. 

The  appearance  of  the  ornamental  marbles  differs  greatly. 
Some  are  wholly  of  one  colour,  others  derive  their  beauty  from  a 
mixture  of  accidental  substances — ^metallic  oxides,  etc.,  which 
give  them  a  veined  or  clouded  appearance.      Others  receive  a 
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varied  and  beautiful  ''  figure "  from  shells,  corals^  stems  of  eu- 
crinites,  etc.,  embedded  in  them. 

Uses. — Marble  is  used  in  connection  with  building  chiefly  foi 
columns,  pilasters,  mantelpieces,  and  for  decoration. 

The  weight  of  marble  makes  it  suitable  for  sea-walls,  break- 
waters, etc.,  when  it  is  cheaply  obtainable,  but  some  varieties  are 
liable  to  the  attacks  of  boring  molluscs.     (See  p.  10.) 

In  the  absence  of  better  material  marble  may  be  used  for  road 
metal  and  paving  setts,  but  it  is  brittle  and  not  adapted  to  with- 
stand a  heavy  traffic.  Beads  made  with  it  are  greasy  in  wet 
weather  and  dusty  when  dry. 

Different  forms  of  Marble. — Enwrvnal  and.  Shell  Marbles  are  those 
which  derive  their  figure  from  embedded  fossils,  encrinites  (lily-shaped  plants 
with  jointed  stems),  or  fossils  of  ordinary  shells. 

Madrepore  Marbles  are  made  up  entirely  of  fossil  corals. 

Ancient  Marbles, — M&ny  of  the  marbles  used  by  the  ancients,  and  handed 
down  to  us  in  the  shape  of  works  of  art,  are  not  now  known  m  their  natural 
state. 

Their  markings  and  tints  are  frequently  imitated  in  artificial  marbles,  and 
the  ancient  names  are  applied  to  the  imitations. 

Varieties. — A  good  deal  of  the  marble  used  in  this  country 
comes  from  the  Continent. 

Of  the  varieties  found  in  England,  the  best  known  are  those  of  various 
colours  from  Devonshii-e ;  black  and  grey  marbles  from  Derbyshire ;  the 
Purbeck  marble  from  Dorsetshire  ;  Mona  marble  from  Anglesea. 

There  are  many  varieties  in  JScotlandy  but  they  are  chiefly  used  locally, 
and  burnt  for  liuie. 

Ireland  supplies  marbles  of  all  colours.  Black  from  Galway,  Kilkenny, 
and  other  counties  ;  dark  grey  and  sienna  from  King's  County  ;  white  from 
Don^al ;  red  from  Ck>unty  Cork.  The  so-called  Connemara  marble  is  a 
serpentine  (see  p.  «^4). 


[Tablk. 
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Compact  Limestone. — Com/position  and  Structure. — Compact 
limestone  consists  of  carbonate  of  lime  either  pure  or  in  combina- 
tion with  ssuid  or  clay. 

It  is  generally  devoid  of  crystalline  structure,  of  a  dull  earthy 
Appearance,  and  of  a  dark  blue,  grey,  black,  or  mottled  colour. 

In  some  cases,  however,  it  is  crystalline  and  full  of  organic 
remains.     It  is  then  properly  known  as  a  crystalline  limestone. 

Some  of  the  Carboniferous  limestones  are  of  the  compact  class, 
also  the  Lias  limestone,  which  contains  a  considerable  amount  of 
clay,  and  is  used  for  making  hydraulic  lime ;  also  Kentish  Bag  &om 
the  Cretaceous  system,  which  is  more  fully  described  at  page  64. 

Uses. — The  compact  limestones  are  good  for  building  purposes, 
where  their  dull  colour  and  the  difSculty  of  working  them  are  not 
objections. 

They  are  useful  for  paving  sets  and  road  metal  imder  a  light 
traffic. 

They  are  chiefly  used  however  as  flux  in  blast  furnaces ;  for 
agriculture,  bleaching,  tanning,  and  other  industrial  purposes. 

Weight. — They  weigh  from  153  to  172  lbs.  per  cubic  foot,  and 
absorb  very  little  water,  taking  up  generally  less  than  1  per  cent 
of  its  weight  in  twenty-four  hours. 

Granular  LimestoneB.  —  Composition  and  Structure.  —  These 
limestones  consist  of  grains  of  carbonate  of  Ume  cemented  together 
by  the  same  substance,  or  by  some  mixture  of  carbonate  of  lime 
with  silica  or  alumina. 

Size  of  Chains. — ^They  are  generally  found  in  the  Oolitic  (or 
eggstone)  formation.  The  grains  vary  greatly  in  size.  In  some 
C5ases  they  are  very  small  and  imiform,  very  few  being  of  a  larger 
size,  as  id  Caen  stone.  When  the  whole  of  the  grains  are  somewhat 
larger,  as  in  Ketton  stone,  they  constitute  what  are  called  "Boestanes,"* 
the  structure  resembling  that  of  the  roe  of  a  fisL  When  the  grains 
are  still  larger,  as  big  as  peas,  the  stones  are  known  as  Pisolites,  or 
pea  stones. 

These  stones  nearly  all  contain  fossU  shells.  In  some  cases 
the  shelly  matter  occurs  in  laiger  quantity  than  the  grains.  They 
are  then  called  sJielly  granular  limestones. 

Colour. — The  colour  of  these  stones  is  very  variable,  being 
sometimes  white,  light  yellow,  light  brown,  or  cream-coloured. 

Weaihering  Qiuilities. — The  granular  limestones  are  generally 
soft  and  somewhat  absorbent.  They  are  therefore  liable  to  the 
attacks  of  acid  atmospheres,  and  of  frost,  but  otherwise  are  fairly 
durable. 
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JlcUti/ral  Bed. — This  stone  "is  generally  obtainable  in  large 
blocks,  and  it  is  often  difficult  when  the  stone  has  been  sawn  to 
detect  its  natural  bed.  This  may  be  sometimes  done  by  directing 
a  jet  of  water  on  the  side  of  the  block,  and  it  is  well  to  do  this 
as  it  is  of  great  importance  with  some  of  the  less  durable  sorts 
that  they  should  be  set  upon  their  natural  bed."  ^ 

Weight  and  Absorption. — ^The  weight  of  this  class  of  stone  varies 
&om  116  to  151  lbs.,  the  lighter  and  more  absorbent  stones  being,  as 
might  be  expected,  less  durable  than  those  of  a  more  compact  order. 

Their  absorption  of  water  in  twenty-four  hours  is  hardly  ever 
less  than  4  per  cent  of  their  weight,  while  it  is  sometimes  as  much 
as  12  per  cent^ 

Varieties. — This  class  affoids  some  of  the  principal  building 
stones  of  this  country,  many  of  which  will  hereafter  be  described 
more  in  detail 

The  very  fine  grained  stones  may  be  represented  by  Chilmark 
(see  page  63);  those  with  larger  grains  by  Portland,  Ancaster, 
and  Painswick ;  and  those  with  large  spherical  grains  by  Ketton 
and  Casterton ;  while  Eath  stone  has  large  egg-shaped  grains. 

Uses. — Some  of  these  stones — such,  for  example,  as  certain 
varieties  of  Portland — are  well  adapted  for  outdoor  work ;  others 
— such  as  Bath,  Caen,  Painswick — for  internal  work,  carving,  etc.; 
while  some  of  the  harder  kinds — such  as  Seacombe,  Painswick,  and 
some  of  the  beds  of  Chilmark  and  Portiand — are  adapted  for  in- 
ternal staircases  where  there  is  not  likely  to  be  much  wear. 

Shelly  Limestone. — There  may  be  said  to  be  two  classes  of 
this  stone. 

StrtLcture. — The  first  consists  almost  entirely  of  small  shells 
cemented  together,  but  shows  no  crystals  on  fracture. 

Purbeck  is  an  example  of  this  class. 

Stones  of  the  second  class  consist  chiefly  of  shells,  but  break 
with  a  highly  crystalline  fracture. 

Of  this  class  Hopton  Wood  stone  is  an  exampla 

Colov/r. — This  is  given  in  the  Table,  pp.  67-73. 

Uses. — Stone  of  this  class  is  chiefly  used  for  paving. 

Weight  and  Absorption. — ^The  weight  of  this  class  of  stone 
is  from  about  157  to  169  lbs.  per  cubic  foot,  and  its  absorp- 
tion is  very  small,  generally  much  less  than  2  per  cent  of  its 
weight 

Magnesian  LimestoneB. — Composition. — Magnesian  limestones 

»  Wray. 
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are  composed  of  carbonate  of  lime  and  carbonate  of  magnesia  in 
variable  proportions,  together  with  a  small  quantity  of  silica,  iron, 
and  alumina. 

Many  limestones  contain  carbonate  of  magnesia,  but  those  with 
less  than  15  per  cent  do  not  come  into  the  class  now  under 
consideration. 

The  better  varieties  of  magnesian  limestone  are  those  in  which 
there  is  at  least  40  per  cent  of  carbonate  of  magnesia,  with  4  or 
5  per  cent  of  silica. 

When  the  magnesia  is  present  in  the  proportion  of  one  mole- 
cule of  carbonate  of  magnesia  to  one  molecide  of  carbonate  of  lime 
(i«.  54*18  carb.  magnesia  and  45*82  carb.  lime),  the  stone  is 
called  a  DoUmMe} 

Professor  Daniel  st^Ctes  that  the  nearer  a  magnesian  limestone 
approaches  dolomite  in  composition,  the  more  durable  it  is  likely 
to  be. 

Strudwre, — It  is  not  merely  the  nature  of  the  constituents  or 
their  mechanical  mixture  that  gives  dolomite  its  good  qualities; 
there  is  some  peculiarity  in  the  crystallisation  which  is  all 
important 

Mr.  C.  Smith  says,  "  In  the  formation  of  dolomite,  some  peculiar 
combination  takes  place  between  the  molecules  of  each  substance; 
they  possess  some  inherent  power,  by  which  the  invisible  or 
minutest  particles  intermix  and  unite  with  each  other  so  inti- 
mately as  to  be  inseparable  by  mechanical  means.  On  examining 
with  a  highly  magnifying  power  a  specimen  of  genuine  magnesian 
limestone,  such  as  that  of  Bolsover  Moor,  it  will  be  found  not 
composed  of  two  sorts  of  crystals,  some  formed  of  carbonate  of 
lime  others  of  carbonate  of  magnesia,  but  the  entire  mass  of  stone 
is  made' up  of  rhomboids  each  of  which  contains  both  the  earths 
homogeneously  crystallised  together.  When  this  is  the  case,  we 
know  by  practical  observation  that  the  stone  is  extremely  durable."^ 

Some  magnesian  limestones  contain  sand,  in  which  case  their 
weathering  qualities  are  greatiy  injured. 

Some  are  peculiarly  subject  to  the  attacks  of  sulphuric  acid, 
which  forms  a  soluble  sulphate  of  magnesia  easily  washed  away. 

AnoLyses, — ^The  following  Table  gives  analyses  of  some  of  the  principal 
magnesian  limestones.  The  red  and  white  Mansfield  contain  a  large  propor- 
tion of  silica  and  are  generally  classed  among  the  sandstones  (see  p.  38). 


^  After  a  French  geologist  Dolomieu,  who  was  the  first  discoyerer  of  this  mineral 
in  the  Alps.  '  Smith's  LUholoyy. 
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Cols.  2  3  4  5  from  the  Report  of  the  Boyal  Commission. 
16  7  8  Smith's  Uthology, 

9  Page's  EcoTiomic  Geology. 
10  11  Builder,  20th  November  1886. 

Principal  Varieties  in  common  use. — A  few  of  the  most  noted 
varieties  of  limestone  used  in  this  country  will  now  be  described, 
after  which,  at  p.  67,  will  be  given  a  list  of  some  of  the  principal 
quarries  in  Great  Britain  and  Ireland. 

Bath  Stone  is  one  of  the  best  known  and  most  extensively  used  building 
Btones  in  this  country. 

Geological  Position. — This  stoue  is  obtained  from  that  division  of  the 
Oolitic  formation  which  is  known  as  the  Great  or  Bath  Oolitic  group. 
Geolc^cally  speaking  it  lies  below  the  Portland  stone,  being  separated  from  it 
by  the  Kimmeridge  clay,  coral  rag,  and  Oxford  day. 

The  building  stone  lies  between  beds  of  xagstone  :  dark  veins  run  at  right 
angles  to  the  beds. 

Most  of  it  is  of  a  fine  even  grain,  composed  chiefly  of  carbonate  of  lime — 
sometimes  interspersed  with  shelly  fragments. 

Some  of  the  varieties  of  this  stone  contain  sand-cracks,  vents,  clay-balls,  etc. ; 
these  should  of  course  be  avoided. 

Colour. — ^The  colour  varies  from  white  to  light  cream  colour  and  yellow. 

Quarrying. — ^The  quarries  are  worked  by  tunnelling,  and  the  stone  is  pro- 
duced in  blocks  up  to  5  or  6  feet  deep,  and  weighing  as  much  as  10  or  12  tons. 

It  is  important  that  Bath  stone  should  be  quarried  in  summer  when  it  is 
&eed  from  the  ground  moisture  or  quarry  sap.  If  quarried  in  winter  it  is 
very  likely  to  fall  to  pieces  with  the  first  frost. 

Seasoning  and  Weathering. — The  stone  is  very  soft  when  first  quarried,  but 
hardens  upon  exposure  to  the  air  (see  p.  49).  It  is  important  that  it  should 
be  placed  on,  or  parallel  to  its  natural  bed  (see  p.  9). 

The  stone  varies  greatly  in  quality  :  some  varieties  weather  badly,  while 
others  are  fit  for  external  work  in  ordinary  atmospheres. 

Size  and  Uses, — As  it  is  obtainable  in  large  blocks,  and  is  easily  worked,  it 
is  particularly  valuable  for  mouldings  and  carved  work. 

Quarries. — ^There  are  several  quarries  in  the  neighbourhood  of  Bath, 
among  which  may  be  mentioned  the  following : — 


] 
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Box  Ground, — ^Found  in  beds  from  10  inches  to  4^  feet  thick.  A  coarse 
but  sound  ^tone,  which  weathers  well  except  in  a  smoky  atmosphere  and  by 
the  sea.  It  is  harder  than  Combe  Down,  but  freer  from  vents.  The  stone  is 
not  now  so  easily  worked  as  it  used  to  be. 

Combe  Down  stone  differs  in  quality  according  to  locality.  The  old  quarries 
of  this  name  are  worked  out  A  new  quarry,  called  Lodge  Stile  Combe,  has 
been  opened,  which  is  said  to  produce  a  stone  particularly  suitable  for  expo- 
sure to  smoky  atmospheres  or  sea  air,  of  a  light  colour,  and  in  beds  from  1 
to  5  feet  thick. 

FarUigh  Doion  stone  is  soft  and  very  fine  grained.  It  occurs  in  different 
beds,  from  10  inches  to  3^  feet  thick,  some  of  a  yellow,  and  others  of  a  red 
colour.  The  former  does  not  weather  well,  and  is  used  for  tracery  and 
internal  work. 

Westtoood  Down  is  produced  from  a  quarry  somewhat  recently  opened,  and 
is  stated  to  be  a  very  superior  stone,  free  from  vents  and  defects,  and  pro- 
curable in  large  and  sound  blocks. 

Corsham  Down, — ^This  quarry  consists  of  three  principal  varieties  in  several 
beds.  The  *'  soft  scallet,''  in  beds  about  3  feet  thick,  is  found  about  90  feet 
below  the  sur&ce.  The  stone  from  these  beds  is  of  fine  grain,  and  suitable 
for  sculpture  and  mouldings.  Next  below  is  the  *^  comgrit,"  about  4  feet 
thick,  a  harder  stone,  full  of  little  pieces  of  flint ;  of  a  good  colour,  sound, 
and  durable,  but  unable  to  resist  frost  It  is  difficult  to  work,  but  good  for 
carrying  weight,  and  used  chiefly  for  engine  beds,  columns,  landings,  steps, 
etc.  Below  this  again  is  the  *'  bottom  bed,"  an  excellent  soft  stone,  about  A\ 
feet  thick,  but  occasionally  stained  with  blue  patches. 

Corsham  Ridge  is  also  a  recent  quarry,  and  supplies  good  hard  stone.  It 
was  used  for  the  face  work  and  carved  pediments  of  the  Koyal  Aquarium  at 
Westminster. 

Stoke  Ground  is  on  old  quarry  which  has  recently  been  worked  with  vigour. 
It  consists  of  one  bed  about  6^  feet  thick,  yielding  blocks  up  to  6  tons 
weight  The  stone  is  of  a  light  brown  colour,  soft,  easy  to  work,  fit  for  carv- 
ing, and  when  seasoned  for  external  work. 

Portland  Stone  is  obtained  from  the  upper  parts  of  the  Oolitic  series. 

It  has  already  been  mentioned  that  there  are  four  distinct  varieties  of 
Portland  stone  used  for  building,  of  which,  however,  three  only  are  generally 
sent  into  the  market. 

The  section  of  a  quarry  given  at  page  7  is  here  reproduced  for  conveni- 
ence, but  it  will  not  be  necessary  again  to  describe  the  order  in  which  the 
different  varieties  occur. 

Beginning  at  the  top  of  the  quarry  and  working  downwards,  we  find  (inter- 
spersed with  cap,  flinty  tiers,  and  other  beds  useless  for  building  purposes 
four  varieties  of  stone  all  more  or  less  useful  to  the  engineer  or  builder 
These  are  True  Roach,  Whitbed,  Bastard  Roach  or  Curf,  and  Bashed, 

As  these  four  varieties  of  stone  differ  greatly  in  their  characteristics  and  in 
the  uses  to  which  they  may  be  applied,  it  will  be  well  to  describe  them 
separately. 

Chemical  Composition, — ^The  chemical  composition  of  the  different  varieties 
is  almost  the  same,  and  it  may  therefore  be  given  at  once  for  the  whole. 

The  following  is  the  analysis  made  by  Professors  Daniel  and  Wlieatstone  for  the  com- 
mLssioners  who  selected  the  stone  for  the  Houses  of  Parliament : — 

Silica    ......  1*20 

Carbonate  of  lime  .  .95*16 

Carbonate  of  magnesia  ...  1  '20 
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Iron  and  alumina 
Water  and  loss  . 
Bitumen 


0-50 
1-94 
A  trace. 


It  will  be  seen  that  the  stone  consists  almost  entirely  of  carbonate  of  lime. 
**  The  most  durable  stone  has  its  cementing  matter  in  a  solid  and  half  crystal- 
line state  ;  in  the  least  durable  stone  it  is  in  an  earthy  and  powdery  state."  ^ 

Mould. 

Clay  and  shingly  matter ;  debris  of  Purbeck 
stone. 
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Slaty  beds  of  stone. 

Bacon  tier,  with  layers  of  sand. 
Aish  stone. 

Soft  Burr. 

Dirt  bed,  containing  fossil  trees  (Cycades). 

Cap  rising. 

Top  cap,  8  or  10  feet  thick. 

Scull  cap. 

Roach  (true),  2  or  3  feet  thick. 


■'  f'uu -I  - ; 


Whitbed,  8  to  10  feet  thick. 


Curf ;  flinty. 


Curf  and  Basebed  roach. 


Basebed  stone,  5  or  6  feet  thick. 


Flat  beds  or  flinty  tiers. 
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'  Report  of  Commissionera  respecting  stone  to  be  used  in  building  the  new  Houses 
of  Parliament. 
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Boach,  or  Tru«  Roach  as  it  ie  sometimeB  called,  is  a  maas  of  foaaila  united 
fcy  a  cement  compuBed  of  carbonate  of  lima 

The  etone  also  cttntaina  a,  great  number  of  cavitie*,  lai^e  and  email,  being 
the  moulde  left  by  foaaila  that  have  dropped  out. 

Most  of  the  foMils  are  merely  casta,  but  in  some  cases  portions  of  the  shell 
orelen. 

The  true  roach   may  be  distingulBbed   from   the   other  as  it  containfl  tbe 

peculiar  fosail  shown  in  Fig.  3,  and  known  as  tbe  "  Portland 

g       screw,"  which  is  never  found  in  the  bastard  roach.     This  is  an 

I  .    important  diatinction,  as  the  trae  roach  weathers  far  better 

0. 1    than  the  bastard  roach. 

'<B^        True  roach  ia  one  of  the  best  etones  that  can  be  used  for 
~^    heavy  engineering  works. 

e^  It  is  nmarkably  tough  and  Strong,  weathere admirably,  and 
S  J  resists  the  action  of  water  part.icularly  well. 
^^  It  has  been  much  used  ,for  fortifications,  breakwatets, 
.££  dock  and  sea  walls,  and  is  suitable  for  massive  plinths  or 
s'-  other  ashlar  work  where  a  rough  face  is  appropriate  ;  but 
^  I    the  numerous   cavities  it  contains  render  it  unsuitable   for 


I  -g*    fine  work,  and  for   positions  where  smooth  faces  or   sharp 
u      clear  arriees  are  required. 
Fig.  3.'  The  colour  of  true  roach  is  a  very  light  brown. 

Wkilhtd. — Thie  is  the  most  valuable  bed  of  the  Portland 
series.  It  immediately  underlies  the  true  roach  stone,  which  is  firmly 
attached  to  its  upper  surface. 

The  stone  consists  of  fine  oolitic  grains,  well  cemented  leather,  and  inter- 
spersed occasionally  with  a  small  amount  of  shelly  matter.  The  cementing 
material  is  hard  and  cr^'stalline. 

Good  whitbed  stone  resists  the  weather  admirably.  It  is  easily  dressed  to 
a  smooth  surface,  and  will  take  a  very  tine  arris.  It  is  suitable  for  the  finest 
class  of  ashlar  work.  Some  of  it  is  too  hard  and  not  sufGciently  uniform  in 
texture  for  curving  ;  other  blocks  ai«  quite  fit  for  the  most  intricate  work. 
When  examined  through  a  microscope  the  grains  of  whitbed  will  be  fouud  to 
have  a  more  oolitic  or  roe-like  appearance  than  those  of  bosebed  (see  p.  63). 
The  grain  is  also  more  open,  and  the  cementing  material  is  stronger. 

The  colour  is  generally  white,  or  nearly  so,  but  some  of  the  best  etone 
has  a  decidedly  brown  tint. 

It  is  unfortuQste  that  there  is  no  u)ore  marked  distinction  between  whitbed 
and  basebed,  as  the  weathering  qualities  of  the  latter  are  greatly  inferior.  Base- 
bed  is  fit  only  for  internal  work,  and  great  disappointment  is  caused  when  it  ia 
used,  mistaking  it  for  whitbed,  in  external  work  exposed  to  trying  atmospheres. 
The  carver,  however,  prefers  basebed,  though  it  is  not  so  durable,  because  it 
looks  better  and  ia  more  easily  worked. 

Bastard  Roach,  Baiebed  Roack,  or  Cur/.' — This  stone  resembles  true  roach 
in  appearance,  being  a  mass  of  fossils  and  cavities.  The  cementing  material 
is,  however,  inferior,  the  stone  does  not  weather  well,  and  it  ia  not  tued  for 
building  or  engineering  works,  except  in  the  immediate  locality. 

The  thickness  of  basebed  roach  varies  considerably  in  different  quarries.    In 


'  From  Lyell's  Oeologtj. 
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Boxne  there  is  scarcely  any,  in  otben  the  hed  has  a  thickneffl  of  from  12  to  S4 
LacheB,  or  even  more. 

These  beds  are  sometimes  interspersed  with  thin  layers  of  flint. 

The  basebed  roach  is  suitable  for  foundations,  for  backing  walls,  and  fot 
internal  work  where  it  will  not  be  subjected  to  blows  or  traffic. 

BasAed  is  not  easUy  distinguished  from  whitbed.  The  external  appear- 
ance of  the  stone  from  both  beds'  is  almost  exactly  the  same. 

The  basebed  is,  however,  more  uniform  in  structure,  and  freer  from  shelly 
matter.  Its  weatiiering  qualities  are  not  so  good  as  those  of  whitbed,  but 
as  it  is  softer  to  work,  it  is  often  preferred  by  masons,  and  is  known  in  the 
market  as  bested. 

If  basebed  be  required  for  external  work,  it  should  be  seasoned  for  a  year 
before  use,  in  order  that  it  may  have  every  chance  of  weathering  welL 

The  stone  from  this  bed  is  well  adapted  for  internal  work  and  carving  of 
the  highest  class. 

QuABBiES. — The  Portland  stone  quarries  are  worked  from  open  facesL 
Blocks  of  great  size,  such  as  10  or  12  tons  (140  or  170  cubic  feet),  can  easily 
be  procured. 

After  experimenting  upon  stone  from  the  different  beds,  Professor  Abel 
reported  that  ''on  the  whole  the  evidence  may  be  considered  a  little  in 
favour  of  the  opinion  that  an  improvement  in  the  strength  of  the  stone  is 
effected,  to  some  extent,  by  seasoning."  ^ 

The  whole  island  of  Portland  is  full  of  quarries,  each  of  which  produces 
the  different  beds  of  stone  above  described. 

The  conunissioners  reported  that ''  the  best  stone  is  in  the  K JS.  })art  of  the 
island,  the  worst  in  the  S.W.  part" 

Several  of  the  quarries  belong  to  the  Government,  but  some  of  the  best 
are  in  private  hands,  and  the  stone  is  worked  in  great  quantities  for  the 
market. 

The  names  of  the  piincipal  quarries  are  Waycroft,  Wide  Street,  Maggot, 
Weston  Independent,  Inmosthay,  Tout,  Westdiff,  etc. 

The  Westcliff  whitbed  is  considered  the  most  durable,  but  it  is  hard  to 
work  ;  the  whitbed  quarried  at  the  Bill  is  harder  stilL 

Buildings  in  which  used. — Portland  stone,  chiefly  whitbed,  was  used  for 
all  buildings  of  importance  erected  in  London  from  about  1600  to  1800. 
It  was  also  used  for  the  west  front  of  St.  Paul's,  for  the  Horseguards,  Somerset 
House,  the  General  Post  Office  St.  Martins-le-Grand,  the  India  House  and 
Foreign  Offices  in  Downing  Street,  the  Befonn  Club,  and  many  other  im- 
portant buildings. 

Chilmark  Stone. — This  stone  is  procured  from  the  Portland  and  Purbeck 
series  of  the  oolitic  formation  as  developed  near  Tisbury,  Wardour  Castle, 
in  Wiltshire. 

It  is  known  alao  as  Wardour  stone,  and  in  London  as  Tisbury  stone. 

The  siliciferous  nature  of  the  cement  which  binds  the  particles  (carbonate 
of  lime)  of  the  stone  gives  it  excellent  weathering  qualities,  while  the  softness 
and  even  grain  of  some  of  the  beds  renders  them  capable  of  being  elaborately 
worked. 

There  are  four  distinct  varieties  of  the  stone. 

^  Frofutional  Papers^  BoifcU  Bngineen,  voL  xii 


64 


NOTES  ON  BUILDING  CONSTRUCTION. 


The  Trough  or  Hard  Bed  is  of  a  dose  even  texture,  of  jellowifih-browr 
colour. 

It  has  an  ayerage  thickness  of  2  feet  6  inches,  but  stones  may  be  obtaincc 
3  feet  6  inches  thick  and  of  any  reasonable  length  and  breadth — ^the  randon 
blocks  averaging  16  cubic  feet 

It  is  used  principally  for  steps,  also  for  cornices,  copings,  sills,  plinths 
chimney-pieces,  paving,  road  metal,  heavy  engineering  works,  and  in  any  posi 
tion  exposed  to  wet  and  hard  wear. 

The  Scott  or  Brown  Bed  is  of  warmer  colour  than  the  hard  bed.  Averagi 
thickness  of  bed  3  feet,  maximum  4  feet,  random  blocks  average  1 6  cubic  feet 

Principally  used  for  ashlar  mouldings,  carvings,  random  rubble,  and  foi 
building  purposes  generally. 

The  General  Bedy  from  the  Garden  quarry,  is  of  a  rich  yellow  tint  and  fini 
texture.  It  is  capable  of  being  elaborately  carved,  and  is  chiefly  used  for  tha 
purpose,  also  for  ashlar,  mouldings,  etc 

The  average  thickness  of  bed  is  4  feet,  maximum  5  feet. 

Strength. 


Resistance 

Tensile 

to  crashing 

strength  per 

par  foot  sup. 

square  inch. 

Hard  bed    . 

196  tons. 

500  lbs. 

Scott  bed 

104     „ 

206,. 

General  bed 

100     „ 
Chemical  Analysia. 

855  „ 

SiUca 

•                        •                        • 

10-4 

Carbonate  of  lime 

79-0 

ft 

magnesia 

8-7 

Iron  alumina 

2-0 

Water  and  loss 

4-2 

Working. — ^The  stone  has  to  be  cut  with  a  wet  saw,  and  the  relative  cost  oi 
working  the  beds  compared  with  Portland  is  stated  by  the  proprietors  to  be — 


Portland  and  Hard  bed 
Scott  and  Garden  bed 


1-0 
0-6 


Buildings  in  which  used. — Salisbury  Cathedral,  Tisbury  Church,  Wardoui 
Castle,  Fonthill  Abbey,  Priory  Church,  Christ  Church ;  Post  Office,  West, 
minster  Road,  London  ;  Post  Office,  Exeter  ;  Sorting  Post  Office,  Hampstead ; 
London  and  County  Banks,  Hastings  and  Banbury  ;  restoration  of  Chichef^tei 
and  Rochester  CathedraLs,  and  of  Chapter  House,  Westminster  Abbey  ;  Long- 
ford Castle,  Wilts  ;  Crewe  Hall,  near  Chester,  etc  etc. 

Kentish  Ra.g^  is  found  in  the  Greensand  formation,  in  a  district  running 
through  the  central  part  of  Kent,  about  thirty  miles  long  and  from  four  to 
ten  miles  broad,  including  the  towns  of  Sevenoaks,  Maidstone,  Lenham,  etc. 

Beds. — The  Ragstone  is  found  in  beds  varying  from  6  inches  to  3  feet  in 
thickness,  alternating  with  fine  sand  known  as  Haesock^  which  is  frequently 
80  consolidated  as  to  form  a  stone  that  can  be  used  for  building. 


^  Taken  chiefly  from  OheerwUione  on  Kentish  Bagstone,  by  J.  Whichcord. 
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The  hasBock  is  generally  found  adhering  to  the  ragstone,  and  at  the  bed  of 
jonction  organic  remains  often  occur. 

The  ragstone  itself  is  a  very  compact,  heavy  stone,  which  absorbs  very 
little  water,  and  resists  the  weather  welL 

The  hassock,  attached  to  it,  is  a  calcareous  sandstone,  soft,  porous,  and  very 
perishable  under  atmospheric  influences. 

There  are  several  beds  in  a  KentiBh  ragstone  quarry ;  many  of  them  are 
worthless.     It  may  be  interesting  to  mention  a  few  of  the  most  useful 

After  a  top  layer  of  mould  and  loam  there  are  two  or  three  beds  of  hassock 
and  ferruginous  sand,  after  which  come  the  more  useful  beds,  the  best  of 
which  are  mentioned  below  in  succession. 

Laiid  Rag. — About  8  or  10  inches  deep ;  dark  grey  ;  free  working.  Below 
this  is  a  bed  of  fine  hassock. 

Header  laying. — Thin  dark  stone  used  for  headers. 

Green  Rag. — 10  inches  thick ;  greenish  colour ;  free  working ;  not  very 
sound.  Fossils  generally  found  on  top  bed.  Below  this  is  a  layer  of  work- 
able hassock. 

Yellow  Rag. — Broken  up  into  headers  for  pitching. 

Felsea  yields  large  hard  blocks  12  inches  thick  ;  difficult  to  quarry. 

Next  come  two  inferior  and  flinty  beds  interspersed  with  hassock. 

OreeU  Rag  is  a  layer  sometimes  3  feet  deep,  but  split  into  two  thicknesses 
full  of  cross  fissures ;  no  large  stones  from  it.  Broken  up  for  headers,  or 
makes  the  best  description  of  lime.  A  very  superior  layer  of  hassock  (often 
containing  fossils)  is  found  below  this  bed. 

Newington  OUaves. — A  flinty  bed ;  produces  some  large  blocks.  Then  a 
flinty  bed  between  two  layers  of  hassock. 

WhiUUmd  Bridge  produces  blocks  12  feet  long,  any  width,  and  14 
inches  thick  ;  stone  very  &ee  working ;  bluish  colour. 

Main  Bridge. — Like  the  last  bed,  but  of  small  scantling.  Used  for  paving 
kerbs.    After  the  last  bed  comes  some  inferior  hassock. 

Qoirl  yields  hard  blocks  of  considerable  side,  used  for  headstones.  Upper 
ind  lower  surfaces  of  the  bed  show  a  red  colour. 

Soru  Bridge  yields  blocks  of  good  stone,  15  feet  long  and  16  inches 
Mck. 

Headsione  laying  yields  blocks  about  7  inches  thick,  used  for  headstones. 
Fhen  a  deep  bed  of  soft  hassock. 

fFhiU  Rag,  which  is  of  no  use  for  building,  as  it  tumbles  to  pieces  upon 
exposure  to  the  air. 

Thb  Baostons  is  used  chiefly  for  rubble  work,  being  very  difficult  to  dress. 
X  does  not  gain  in  beauty  by  being  tooled,  because  even  the  best  kinds  are 
all  of  small  hassocky  spots,  which  show  themselves  upon  a  smooth  face,  turn 
tisty  upon  exposure  to  the  weather,  and  facilitate  the  decay  of  the  stone. 

The  ragstone  makes  very  good  paving  sets  and  curbs.  It  is  also  used  for 
"oad  metal,  but  yields  a  good  deal  of  dust  in  dry  weather. 

If  used  as  ashlar,  great  care  must  be  taken  to  place  it  on  its  natural  bed, 
>£herwise  it  will  decay. 

The  ragstone  is  not  suitable  for  internal  work,  for,  as  it  is  non-absorbent, 
.he  moisture  of  the  air  condenses  upon  its  surface,  causing  what  is  known  as 
(weating. 

All  ragstone  used  for  external  work  should  have  the  hassock  carefully 
CDOcked  otL 

a  a — in  j 
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It  is  important  also  to  see  that  the  small  **^  pockets  "  containiDg  iron,  which 
often  occur  in  the  stone,  are  not  exposed  upon  the  face,  otherwise  the  iron 
will  oxidise  upon  exposure  to  the  atmosphere,  and  cause  ugly  rust  stains. 

Thb  Hassock  is  totally  unfit  for  external  work,  but  it  is  frequently  uaed  as  a 
lining  to  walls  built  of  ragstone,  by  which  the  sweating  above  mentioned  is 
avoided. 

QuARRiBS. — There  are  several  quarries,  among  which  may  be  mentioned  the 
Iguanodon,  Chillington,  AUington,  all  near  Maidstone.  ALso  quarries  at 
Aylesford  and  at  Boughton. 

Composition, — The  following  are  analyses  of  the  Kentish  Rag  and  Uaasock 
respectively : — 

Kentish  Rag: 


Carbonate  of  lime  with 
Earthy  matter 
Oxide  of  iron 
Carbonaceous  matter 

a  little  magnesia 

•                                                  • 
• 

92-6 

6-6 

0-6 

.        0-4 

Uiuiock. 

100*0 

Carbonate  of  lime  . 
Earthy  matter 
Oxide  of  iron 

•                        • 

•                        • 

.       26-2 

.       72  0 

1-8 

100-0 

Tellow  Mansfield  is  obtained  from  quarries  at  Mansfield  WoodhouM^  two 
miles  from  Mansfield.     It  is  crystalline,  and  has  a  warm  yellow  colour. 

This  stone  almost  exactly  resembles  the  Bolsover  Moor  stone,  which  was 
selected  by  the  Boyal  Commissioners  for  the  Houses  of  Parliament.      / 

The  only  difference  is  *'  that  its  colour  is  rather  deeper,  partly  owing  to  its 
having  a  greater  number  of  minute  black  specks,  which  is  a  peculiarity  more 
or  less  to  be  found  in  all  varieties  of  the  magnesiau  limestone  rocks.'' 

The  chemical  composition  of  Mansfield  stone,  and  the  characteristics  which 
it  shares  with  other  magnesian  limestones,  are  given  at  pages  58,  59. 

Uses, — ^It  is  useful  for  ashlar,  mouldings,  columns,  etc,  and  is  eminently 
adapted  for  highly  carved  work. 

Where  used. — Amicable  Life  Assurance  Office,  Fleet  Street  Martyrs' 
Memorial,  Oxford. 

Caen  and  Aubigny  Stones  are  Oolitic  limestones,  which  may  be  men- 
tioned here,  as  they  are  a  good  deal  used  in  this  country,  though  they  are 
found  in  Normandy. 

C<ien  St(me  is  of  a  pale  cream-yellow  colour.  It  is  very  soft  when  first  quarried, 
but  hardens  upon  exposure  ;  is  easily  worked  and  carved,  but  weathers  very 
badly  ;  weighs  1 20  lbs.  per  foot  cube.  Used  in  Henry  VIL  Chapel,  West- 
minster Abbey  ;  the  Tower,  Buckingham  Palace,  and  many  other  buildings. 

Aubigny  Stone  is  similar  to  Caen,  but  more  crystalline,  harder,  and  heavier. 
It  also  weathers  badly.  Used  at  St  Mary's,  Stoke  Newington,  and  other 
buildings. 

Several  other  limestones  of  considerable  importance  will  be 
found  in  the  following  Tables :— 
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AETIFICIAL  STONK 

In  consequence  of  the  difficulty  which  exists  in  many  localities 
of  obtaining  durable  natural  stone  at  a  moderate  cost,  many  pro- 
cesses have  been  invented  for  the  manufacture  of  artificial  stone. 

Some  of  these  processes  are  successful  in  producing  artificial 
stones  which  compare  favourably  in  all  their  qualities  witli 
natural  stones  having  a  high  character. 

The  expense  of  artificial  stone  is  a  bar  to  its  extensive  use  for 
ordinary  blocks,  but  the  facility  with  which  it  can  be  moulded  to 
the  most  intricate  forms  makes  it  very  economical  when  it  is 
required  to  take  the  place  of  carvings  or  other  enrichments  in 
natural  stone. 

A  few  of  the  best  known  artificial  stones  will  now  be  described. 
Some  of  them  are  merely  forms  of  concrete,  and  will  be  mentioned 
in  the  chapter  devoted  to  that  material 

Hansoine'B  Artifloial  Stone  is  made  by  mixing  artificially-dried  sand 
with  silicate  of  soda  (dissolved  flint)  and  a  small  proportion  of  powdered  stone 
or  chalk.  These  are  thoroughly  ii^corporated  in  a  pug  or  mortar  mill,  and 
forced  by  hand  into  moulds. 

The  blocks  turned  out  have  a  cold  solution  of  chloride  of  calcium  poured 
over  them,  and  are  then  immersed  in  a  boiling  solution  of  the  same,  sometimes 
under  pressure,  so  that  the  pores  of  the  material  are  entirely  filled  with  the 
solution,  after  which  it  is  found  to  be  as  hard  as  most  building  stones. 
The  excess  of  chloride  of  sodium  is  then  washed  oif,  otherwise  it  is  apt  to 
cause  efflorescence. 

It  will  be  seen  that  the  above  process  depends  upon  the  double  decomposi- 
tion of  the  silicate  of  soda  and  chloride  of  calcium.  The  chlorine  and  soda 
combine  to  form  chloride  of  sodium,  which  is  washed  out,  and  the  silica 
attacking  the  calcium  forms  silicate  of  lime,  a  strong  and  durable  cement 
which  binds  the  particles  of  the  stone  together. 

Gharacteridies, — This  stone  has  a  fine  homogeneous  structure,  so  that  it  can, 
if  necessary,  be  worked  and  carved  like  the  best  buildiug  stones. 

The  great  advantage  that  it  possesses  is  the  fetcility  with  which  it  may  be 
moulded  into  any  form  required. 

Several  experiments  have  been  made  upon  this  materiaL 

It  absorbs  about  6'5  per  cent  of  water. 

Its  tensile  strength  is  about  360  lbs.  per  inch. 

Its  resistance  to  crushing  about  2  tons  per  inch. 

It  weighs  about  120  Ib^  per  cubic  foot 

Of  course  these  figures  vary  according  to  the  nature  of  the  material  used  in 
TPftVJTig  the  stone,  the  age  of  the  specimen,  etc. 

The  composition  of  this  stone  indicates  that  it  will  weather  well,  and  some 
experiments  made  by  Professor  Frankland  show  that  its  resistance  to  acids  was 
fully  equal  to  Portland,  Anston,Parkspring,  and  other  of  the  best  building  stones. 

Details  of  the  experiments  made  by  different  observers  will  be  found  col- 
lected in  Qwilt*8  Encyclopasdia  of  Architecture,  page  485. 
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Uses, — ^This  stone  is  well  adapted  for  all  purposes  for  which  natural  sand- 
stones and  limestones  are  used.  It  can,  howeyer,  be  most  economically 
employed  for  dressings  (especially  for  those  of  an  ornamental  character),  and  for 
imitation  carved  work,  though  its  use  for  this  purpose  has  been  condemned 
from  an  artistic  point  of  view. 

This  stone  is  also  used  for  caissons  or  hollow  blocks  for  foundations,  for 
grindstones,  filters,  etc. ;  and  by  substituting  grains  of  corundum  and  oxide  of 
iron  for  the  sand,  a  substance  called  solid  emery  is  produced,  which  is  formed 
into  wheels  for  sharpening  tools,  polishing  metal  surfaces,  etc. 

Bansome's  stone  has  been  used  at  St.  Thomas's  Hospital,  the  India  Office, 
the  London  Docks,  the  Brighton  Aquarium,  the  Albert  Bridge,  and  in  several 
other  buildings  both  at  home  and  abroad. 

ApoBnite  is  a  variety  of  Bansome's  stone,  made  with  5  parts  of  sand,  I  of  Fam- 
ham  rock,  1^  of  Portland  cement,  with  the  same  proportion  of  silicate  of  soda. 

It  can  be  made  more  quickly,  and  is  considered  superior  to  the  other.^ 

Moreover,  it  has  the  great  advantage  that  it  can  be  made  on  the  works 
where  it  is  to  be  placed  in  position. 

It  is  used  for  steps,  balustrades,  cylinder  foundations,  etc. 

It  weighs  about  137  lbs.  per  cubic  foot,  and  absorbs  in  24  hours  about  5^ 
per  cent  of  its  weight  of  water. 

Viotoiia  Stone  consists  of  washed,  finely-powdered  granite,  bound  together 
with  the  strongest  Portland  cement,  and  then  hardened  by  immersion  in  sili- 
cate of  soda. 

The  silicate  is  formed  by  boiling  ground  Famham  stone  in  cream  caustic  soda. 

A  mixture  of  four  parts  of  crushed  granite  with  one  of  Portland  cement  is 
allowed  to  set  for  three  days  or  more  into  a  hard  block  moulded  to  the  re- 
quired shape.  It  is  then  immersed  in  the  silicate  of  soda  for  some  seven  or 
eight  weeks. 

The  lime  in  the  cement  combines  with  the  silicate,  the  whole  mass  being 
indurated  by  the  silicate  of  lime  thus  formed. 

OharOfeterittics  and  Uses, — ^This  artificial  stone  is  used  chiefly  for  paving, 
which  is  said  to  be  more  durable,  to  be  cheaper,  and  to  stand  a  greater  crush- 
ing force,  than  Yorkshire  flags.  It  is  used  also  for  window  sills,  coping 
stones,  caps  for  piers,  stairs,  landings,  troughs,  tanks,  sinks,  etc 

It  weighs  from  140  to  160  lbs.  per  cubic  foot,  and  absorbs  from  2  to  6  per 
cent  of  its  weight  of  water  in  24  hours.  The  thinner  flags  are  less  compact 
and  more  absorptive  than  the  thicker  ones.' 

'^  The  white  colour,  semi-transparency,  and  extreme  hardness  of  this  oxy- 
chloride,  as  well  as  the  small  quantity  which  is  required  for  binding  together 
a  considerable  mass  of  any  material,  facilitate  the  production  of  imitations  of 
any  description  of  stone,  and  render  it  highly  probable  that  it  will  play  an 
important  part  in  the  future  history  of  artificial  stone.**  ^ 

Where  used, — ^This  stone  has  been  used  for  the  whole  of  the  external  stone- 
work, except  the  cornice,  at  Fresh  Wharf,  London  Bridge. 

Also  for  the  panels  in  the  tower,  and  for  the  chimney  shafts  at  Messrs. 
Peek  and  Frean's  biscuit  manufactory  at  Bermondsey,  and  for  paving  in  many 
parts  of  London. 

Silioated  Stone  is  made  in  the  same  way  as  Victoria  stone,  and  is  used 
for  paving  slabs  and  drain  pipes. 

Sorel  Stone  is  so  called  after  M.  Sorel,  a  French  chemist 

*  Dent  «  Wray. 
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Native  carbonate  of  magnesia,  or  magnesite,  is  calcined  and  mixed  with  sand 
or  powdered  marble.  It  is  then  wetted  with  waste  liquor  from  salt  works 
containing  a  large  proportion  of  magnesium  chloride,  pugged,  and  then 
rammed  or  stamped  into  iron,  wooden,  or  plaster  moulds. 

It  hardens  rapidly,  setting  throughout  its  mass  like  ordinary  hydraulic 
cement  In  24  hours  it  is  hard  enough  to  remove  from  the  moulds,  and  the 
blocks  will  bear  handling  in  three  or  four  days. 

The  proportion  of  magnesia  to  the  inert  material  bound  together  varies 
from  3  to  16  per  cent 

This  stone  has  been  foimd  to  resist  an  enormous  compression.  The  re- 
sistcCkice  of  2-inch  cubes  varied  in  different  experiments  from  4923  to  21,662 
lbs.  per  square  inch. 

Chanoe's  Artificial  Stone  is  made  by  melting  the  Rowley  Rag,  a  basaltic 
rock  found  in  Staffordshire,  and  then  casting  it  into  the  shapes  required  for 
different  architectural  ornaments. 

Greenstone,  whinstone,  or  any  similar  rock,  may  be  treated  in  the  same  way. 

The  moulds  are  of  sand  in  iron  boxes,  and  are  at  a  red  heat  when  they 
receive  the  melted  stone.  They  should  cool  slowly,  in  order  to  obtain  a  haid 
material  like  the  original  stone  ;  if  allowed  to  cool  too  quickly  the  material 
becomes  brittle  and  glassy.^ 

Suet's  Vitrified  Marble  is  produced  by  fusing  together  a  mixture  of  glass 
and  sand.  ''  The  soft  pasty  mass  is  taken  out  of  the  pot  on  the  end  of  an 
iron  rod,  and  placed  in  a  small  metal  mould  of  any  required  shax)e  or  design. 
The  large  proportion  of  sand  used  prevents  the  mass,  when  thus  suddenly 
cooled,  from  acquiring  such  a  high  state  of  tension  as  to  be  liable  to  fly  to 
pieces,  which  would  be  the  case  with  glass  alone.  The  material,  when  cool, 
is  either  used  in  the  form  in  which  it  is  cast,  or  it  is  broken  up  into  small 
pieces  by  the  stroke  of  a  light  hammer,  to  be  used  in  the  construction  of 
mosaics  for  pavements,  or  other  purposes. 

^  Any  colour  can  be  given  to  the  mass  when  in  a  semi-fluid  state  by  mixing 
with  it  the  oxides  of  iron,  chromium,  cobalt,  or  such  other  colouring  materials 
as  are  usually  employed  for  fired  ware.  This  vitrified  marble  has  been  used  for 
the  bosses  and  coloured  portions  of  the  string  course  which  extends  round  the 
Home  and  Colonial  Offices,  and  also  at  the  Albert  Memorial  in  Hyde  Park."  ' 

Other  artificial  marbles  are  made,  which  partake  of  the  character  of 
plasters,  and  will  be  noticed  in  Chapter  IIL 

Artificial  Paving  Slabs  and  Paving  Stones  of  many  kinds  are  in  the 
market  They  are  often  composed  of  Portland  cement  concrete  (see  p.  2 1 0),  very 
carefully  made,  with  hard  i^gregates  and  the  very  best  cement  It  is  said 
that  the  very  finely  ground  Gennan  cement  (see  p.  164)  is  used  for  this  pur- 
pose.    Silicates  are  sometimes  added  to  give  hardness  to  the  mass. 

PRESERVATION  OF  STONE. 

In  consequence  of  the  rapid  decay  of  some  of  our  public  build- 
ings (especially  the  Houses  of  Parliament),  the  question  of  the 
preservation  of  stone  has  of  late  years  attracted  much  attention. 

Several  methods  have  been  proposed — a  great  number  of 
diflferent  solutions  and  preparations  have  been  tried ;  but  none  of 
them  combine  efficiency  and  cheapness  to  such  an  extent  as  to 
have  come  into  very  general  use. 

'  Descriptive  Catalogue,  Museum  of  Practical  Geology,  Jermyn  Street        '  Dent 


PRESER  VA  TION  OF  STONE.  77 

It  is  unnecessary  to  give  a  description  of  these  preparations  in 
detail,  but  they  naturally  range  themselves  under  two  distinct 
classes  which  may  be  noticed. 

The  first  of  these  classes  consists  of  preparations  containing 
dissolved  organic  substances;  these  fill  the  pores  of  the  stone, 
and  preserve  it  for  a  time,  but  they  are  themselves  subject  to 
decay,  and  therefore  can  afford  only  a  temporary  protection. 

The  preparations  of  the  second  class  are  solutions  of  substances 
which  act  either  upon  the  constituents  of  the  stone  to  which  they 
are  applied,  or  upon  one  another  (when  more  than  one  is  applied) 
so  as  to  form  insoluble  compounds  which  fill  the  pores  and 
harden  the  structure  of  the  stone,  at  the  same  time  making  it  also 
denser,  more  impervious,  and  abler  to  resist  atmospheric  influences. 

Many  processes  are  successful  in  the  laboratory  of  the  chemist ; 
but  none  is  likely  to  be  of  use  in  the  practical  execution  of 
engineering  or  building  works,  which  is  not  economically  applicable 
on  a  large  scale. 

It  has  been  recommended  that  stones  should  be  placed  in 
vacuum  chambers  so  as  to  introduce  solutions  more  readily — also 
that  stones  should  be  heated,  or  immersed  in  solutions.  All  these 
methods  are  impracticable  in  dealing  with  large  blocks,  on  account 
of  the  expense  and  inconvenience  attending  the  manipulation. 

Any  preservative  solution,  to  be  of  practical  value,  must  be 
capable  of  application  to  the  surface  to  be  protected  by  means  of 
a  brush. 

Preparations  oontaining  Organic  SubBtances. — Yilltsq  thb  Pores 
WITH  Obganio  Matter. — Paint. — One  of  the  most  common  methods  of  pre- 
serving the  surface  of  stone  is  to  paint  it  This  is  effectual  for  a  time,  bnt 
the  paint  is  destroyed  by  atmospheric  influence  in  the  course  of  a  few  years. 
^  In  London  the  time  hardly  amounts  to  three  yeais  even  under  favourable 
drcumstances."  ^  Moreover,  it  cannot  well  be  used  in  important  bmldings 
where  appearance  has  to  be  considered. 

Oil  has  also  been  used  as  a  coating ;  it  fills  the  pores  of  the  stone  and  keeps 
out  the  air  for  a  time,  but  it  discolours  the  stone  to  which  it  is  applied. 

Pitraffin  is  more  lasting  than  oil,  but  is  opeif  to  the  same  objection  as 
regards  discoloration  of  the  stone. 

Softsoap  dissolved  in  water  (f  lb.  soap  per  gallon),  followed  by  a  solution 
of  alum  (^  lb.  alum  per  gallon),  has  been  frequently  employed.^ 

Paraffin  dissolved  in  Naphtha. — ''  1^  lb.  paraffin  to  a  gallon  of  coal  tar 
naphtha,  and  apphed  warm,  is  perhaps  superior  to  both  the  former  for  this 
special  purpose." 

*^  There  is,  however,  no  evidence  to  show  that  any  methods  such  as  these 
are  likely  to  be  successful  in  affording  permanent  protection  to  stone."  ' 

*  Ansted.  "  Dent. 
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Beeswax  dissolved  in  coal  tar  Naphtha  has  also  been  proposed,^  or,  when  the 
natoial  colour  of  the  stone  is  to  be  preserved,  whiU  wax  dissolved  in  double 
distilled  Oamphine, 

Wax  varnish  to  preserve  statues  and  marble  exposed  to  the  air, — The  follow- 
ing is  given  in  Spons'  Workshop  Receipts: — **  Melt  2  parts  of  wax  in  8  parts 
of  pure  essence  of  turpentine.'' 

The  surface  should  be  cleaned  with  water  dashed  with  hydrochloric  acid, 
but  should  be  perfectly  dry,  the  solution  applied  hot  and  thin. 

FTopajrationB  not  containing  Organic  Substances. — Soluble  sUiea, — 
There  is  a  large  class  of  preparations  whose  preservative  influences  depend 
upon  the  presence  of  soluble  silica,  which  combines  with  substances  con- 
tained in,  or  added  to  the  stone  und^  treatment. 

By  this  means  insoluble  silicates  are  formed,  which  not  only  preserve  the 
stone  from  the  attacks  of  the  atmosphere  but  also  add  considerably  to  its 
hardness. 

Unfortunately  the  use  of  these  substances  sometimes  causes  efflorescence  on 
the  face  of  the  wall  to  which  they  are  applied.  The  soluble  alkaline  salts 
left  in  the  pores  of  the  stone  are  drawn  to  the  surface  ;  these  crystallise  in  the 
form  of  white  powder,  and  disfigure,  or  in  some  cases  injure,  the  walL 

The  soluble  silica  is  sometimes  found  in  the  natural  state. 

A  large  proportion  may  be  obtained  from  the  Famham  rock,  or  from  the 
lower  chalk  beds  of  Surrey  and  Hampshire  by  merely  boiling  with  an  alkali 
in  an  open  vesseL 

Alkaline  Silicates. — Ordinary  silica  in  the  form  of  flints  may,  however, 
be  dissolved  by  being  digested  with  caustic  soda,  or  potash,  under  pressure. 

If  a  piece  of  porous  limestone  or  chalk  be  dipped  into  this  solution,  part  of 
the  silica  in  solution  separates  from  the  alkali  in  which  it  was  dissolved  and 
combines  with  the  lime,  forming  a  hard  insoluble  silicate  of  lime  ;  part  of  it 
remains  in  the  pores  and  becomes  hard. 

Euhlmann's  Process  consists  in  coating  the  surface  of  stone  to  be  preserved 
with  a  solution  of  silicate  of  potash  or  silicate  of  soda. 

The  hardening  of  the  surface  is  due  to  the  decomposition  of  the  silicate 
of  potash.  If  the  material  operated  upon  be  a  limestone,  carbonate  of  potash, 
silicio-carbonate  of  lime  and  silica  will  be  deposited  ;  besides  which  the  car- 
bonic acid  in  the  air  will  combine  with  some  of  the  potash,  causing  an  efflor- 
escence on  the  surface,  which  will  eventually  disappear.^ 

When  applied  to  sulphate  of  lime,  crystallisation  takes  place  which  disin- 
tegrates the  surface. 

In  order  to  correct  the  discoloration  of  stone  sometimes  produced  by  the 
application  of  preservative  solutions,  M.  Euhlmann  proposed  that  the  surfjEices 
should  be  coloured. 

Surfaces  that  are  too  light  may  be  darkened  by  treatment  with  a  durable 
silicate  of  manganese  and  potash. 

Those  that  are  too  dark  may  be  made  lighter  by  adding  sulphate  of  baryta 
to  the  siliceous  solutions. 

By  introducing  the  sulphates  of  iron,  copper,  and  manganese,  he  obtained 
reddish-brown,  green,  and  brown  colours. 

Ransome's  Indubatinq  Solutions  consist  of  silicate  of  soda  or  potash,  and 
chloride  of  calcium  or  baiium. 

The  surface  of  the  stone  is  made  thoroughly  dean  and  dry,  all  decayed  parts 
being  cut  out  and  replaced  by  good. 


Gillmore. 
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The  silicate  is  then  dilated  with  from  1  to  3  parts  of  soft  water  until  it  is 
thin  enough  to  be  absorbed  by  the  stone  freely.  The  less  water  that  is  used 
the  better,  so  long  as  the  stone  is  thoroughly  penetrated  by  the  solution. 

The  solution  is  applied  with  an  ordinary  whitewash  brush.  '^  After  say  a 
dozen  brushings  over  the  silicate  will  be  found  to  enter  very  slowly.  When 
it  ceases  to  go  in,  but  remains  on  the  surface  glistening,  although  dry  to  the 
touchy  it  is  a  sign  that  the  brick  or  stone  is  sufficiently  charged  ;  the  brushing 
on  should  just  stop  short  of  this  appearance."  .  .  .  "No  excess  must 
on  any  account  be  allowed  to  remain  upon  the  face."  After  the  silicate  has 
become  perfectly  dry,  the  solution  of  chloride  of  calcium  is  "  applied  freely 
(but  brushed  on  lightly  without  making  it  froth)  so  as  to  be  absorbed  with 
the  silicate  into  the  structure  of  the  stone."  ^ 

The  efifect  of  using  these  two  solutions  in  succession  is  that  a  double  de- 
composition takes  place,  and  insoluble  silicate  of  lime  is  formed  which  fills 
the  pores  of  the  stone  and  binds  its  particles  together,  thus  increasing  both  its 
strength  and  weathering  qualities. 

In  some  cases  it  may  be  desirable  to  repeat  the  operation,  and  as  the  sili- 
cate of  lime  is  white  or  colourless,  ^  in  the  second  dreesmg  the  prepared  chlo- 
ride of  calcium  may  be  titited  so  as  to  produce  a  colour  harmonising  with  the 
natural  colour  of  the  stone." 

^  Before  applying  this  second  process  the  stone  should  be  well  washed  with 
rain  water  and  allowed  to  dry  again." 

The  following  cautions  are  given  in  Messrs.  Bateman*s  circular : — 

**  1.  The  stone  must  be  clean  and  dry. 

"  2.  The  silicate  should  be  applied  till  the  stone  is  fuUy  charged,  but  no 
excess  must  upon  any  account  be  allowed  to  remain  upon  the  face, 

^  3.  The  calcium  must  not  be  applied  until  after  the  silicate  is  dry ;  a  clear 
day  or  so  should  intervene  when  convenient 

'^  4.  Special  care  must  be  taken  not  to  allow  either  of  the  solutions  to  be 
splashed  upon  the  windows  or  upon  painted  work,  as  they  cannot  afterwards 
be  removed  therefrom. 

^  5.  Upon  no  account  use  any  brush  or  jet  for  the  calcium  that  has  pre- 
viously been  used  for  the  silicate,  or  wm  versd,^* 

The  bottles  or  drums  of  silicate  have  a  hlack  seal,  those  of  calcium  a  red  seal. 

Under  ordinaiy  circumstances  about  four  gallons  of  each  solution  will  be 
required  for  every  hundred  yards  of  sur&ce,  but  this  will  depend  upon  the 
porosity  of  the  material  coated. 

This  material  has  been  used  with  success  not  only  for  the  preservation  of 
stone  from  decay,  but  also  to  keep  out  damp. 

It  has  been  used  at  St  George's  Hall,  Liverpool,  for  preserving  the  sculp- 
ture ;  at  Trinity  College,  Dublin ;  Cardiff  Town  Hall ;  Greenock  Custom 
House,  and  for  other  buildings  both  in  this  country  and  in  India. 

It  ia  applicable  not  only  to  stone  and  brick  surfaces,  but  also  to  those 
rendered  with  cement  or  lime  plaster. 

Szbrblmbt's  Stone  Liquid  is  stated  by  Professor  Ansted  to  be  ''  a  combina* 
tion  of  Euhlmann*s  process  with  a  temporary  wash  of  some  bituminous  sub- 
stance." 

The  wall  being  made  perfectly  dry  and  dean,  the  liquid  is  applied  in  two  or 
three  coats  with  a  painter's  brush  until  a  slight  glaze  appears  upon  the  surface. 

This  composition  was  used  with  some  success  in  arresting  for  a  time  the 
decay  of  the  stone  in  the  Houses  of  Parliament 

^  Patentee's  circular. 
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The  stone  liquid  is  transparent  and  colourless,  but  Szerelmey's  stone  paint 
is  opaque  and  of  different  colours,  and  is  applied  like  ordinary  paint  (see  p.  4 1 2). 

The  Fetrifying  Liquid  of  the  Silicate  Paint  Company  is  stated  in  their  cir- 
cnlar  to  be  "  a  solution  of  silica/'  thinned  with  warm  water,  and  applied  to 
clean  wall  surfaces,  which  must  be  warmed  if  they  are  not  already  dry. 
1  cwt  will  cover  from  120  to  150  square  yards. 

Other  Progessbs. — ^Among  other  processes  which  have  been  tried  are — 

Solution  of  Baryta  followed  by  solution  of  Ferro-tUicic  Acid  so  as  to  fill 
the  pores  of  the  stone  with  an  insoluble  ferro-silicate  of  baryta. 

Solution  of  Baryta  followed  by  solution  of  Supayhoaphate  of  Lime  pro- 
ducing an  insoluble  phosphate  of  lime  and  phosphate  of  baryta. 

Soluble  Oxalate  of  Alumina  applied  to  limestones  produces  insoluble  oxalate 
of  lime  and  alumina. 

^  These  three  processes  last  alluded  to  all  possess  the  advanti^  of  pro- 
ducing by  the  changes  they  undeigo  within  the  structure  of  the  stone  an 
insoluble  substance,  without  at  the  same  time  giving  rise  to  the  formation  of 
any  soluble  salt  likely  to  cause  efflorescence,  which  necessarily  attends  the 
use  of  alkaline  silicates."  ^ 

Temporary  Protection  of  Stone  Surfaces. — During  the  erection  of  large 
buildings  the  surface  of  the  masoniy  built  in  the  earlier  stages  of  the  work 
is  smeared  over  with  a  sort  of  thin  mortar,  so  as  to  preserve  it  £rom  atmo- 
spheric influence,  and  to  make  it  easier  to  clean  down. 

Tables  iUustratiiig  the  FropertieB  of  Different  Stones. — ^The  fol- 
lowing Tables  give  a  selection  from  the  results  of  a  great  number  of  ex- 
periments upon  stone  made  by  various  authorities. 

In  many  cases  the  figures  given  are  not  directly  comparable  with  eacb 
other,  inasmuch  as  the  experiments  have  been  made  by  different  observon 
and  under  different  conditions. 

They  afford,  however,  a  useful  indication  of  what  may  be  expected  in  deal- 
ing with  stones  of  different  descriptions. 

The  Table  on  page  81  shows  the  weight  required  to  crush  stones  of  different 
kinds. 

Experiments  upon  the  resistance  of  stones  to  crushing  have  generally  been 
made  upon  cubes. 

Professor  Rankine  says  that  these  experiments  indicate  **  somewhat  more 
than  the  real  strength  of  the  material" 

The  reason  for  this  is  that  the  fracture  of  stones  under  compression  gener* 
ally  takes  place  by  their  shearing  on  a  plane  inclined  at  a  slope  having  1^ 
rise  to  1  of  base. 

In  order  to  ascertain  the  strength  of  any  stone  for  a  special  purpose,  experi- 
ments should  be  made  on  prisms  whose  heights  are  about  1^  times  their 
diameters. 

The  hardest  stones — such  as  basalts,  primary  limestones,  slates,  etc — give 
way  suddenly.     Other  stones  begin  to  cradE  under  from  ^  to  }  the  crushing  load. 

It  should  be  noticed  that  the  size  of  cubes  experimented  upon  varies  con- 
siderably. With  the  same  kind  of  stone  the  laiger  the  specimen  the  greater 
is  the  weight  per  square  inch  required  to  crush  it 

The  working  stress  allowed  in  practice  upon  ashlar  blocks  should  not 
exceed  V»  of  the  crushing  weight  given  above.' 

*  Dent.  '  Stoney  On  Strains, 
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Crasliing 

« 
Length 

Crushing 

Length 

FhmKE. 

Weight  per 

of 

Autho- 

Sthw 

Weight  per 

Autho- 

mjA.^S%m0% 

Square  Inch 
In  Tons. 

Side  of 
Cube. 

rity. 

^L\JJ!iEi» 

Square  Inch 
in  Tons. 

Side  of 
Cube. 

rity. 

Granites. 

Inches. 

SandstoTies. 

Inches. 

Aberdeen  (blue) 

4-87 

^ 

R 

Weak  specimens 

,1-34  to  1-66 

2 

F 

Do. 

8-47 

1 

V 

locality  not  stated 

Peterhead  . 

3-7 

H 

R 

Runcorn    . 

0-97 

•  •• 

L.  Clark 

Do.      . 

2-8 

1 

V 

Quartz  rock    on 

11-88 

•  •  • 

Mallet 

ComiAh 

2-84 

H 

R 

natural  bed 

Dartmoor  . 

1-54 

1 

V 

Quartz         rock, 

6-25 

•  •  ■ 

Do. 

Do. 

812 

layers  vertical 

Herm 

•86 

2 

B 

Monnt  Sorrel 
Killiney    . 
Ballyknocken    . 
Ar^leshire 
Irish  (various)    . 

6-74 
4-81 
1-41 
4-87 
1-0  to  6-0 

•  •  • 

1 
1 

*  •  • 

1 

F 

W 

W 

F 

W 

Marbles. 
White  statuary  . 

Do. 
Black  Brabant  . 
White  Italian     . 

1-43 
2-7 
9-46 
9-72 

1 

R 
R 
R 
R 

Basalts,  etc. 
Wbiustone 
Do. 

8-69 
6-84 

•  •  • 

•  •  ■ 

B 

F 

Devon  (red) 
Kilkenny  (black) 
Galway,       do. 

8 -31 
676 
9 

•  ■ « 

1 

1 

R 
W 
W 

Grauwacke,  Pen- 

7-64 

2 

F 

Zdmestones. 

maenmawr 

Compact  (strong) 

3-8 

2 

F 

Felspathic 

7-68 

•  •  ■ 

W 

Magnesian,  do. 

8  16 

2 

F 

greenstone 

Do.      (weak) 

1-36 

2 

F 

Homblendic 

10-97 

•  ■  • 

W 

Portland    . 

1-66 

2 

R 

greenstone 

Do. 

2-03 

14 

R 

Irish  (various)    . 

8i  to  14i 

1 

W 

Do. 
Do. 

1-6 
1-17 

2 
1 

I 
V 

Slates. 

Do. 

1-74 

2 

C 

Valencia  on  bed 

5 

1 

W 

Purbeck 

4-08 

U 

R 

Do.         layers 
vertical 

4-71 

1 

W 

Ancaster    . 

1-04 

2 

C 

Bamack 

0-79 

2 

C 

Glanmore  . 

9-53 

1 

w 

Eetton 

1-14 

2 

C 

Eillaloe     . 

13-71 

1 

w 

Do.     (rag) 

4-01 

2 

C 

Cahircivean 

2-76 

1 

w 

Bath  (Box) 

0-66 

2 

C 

Do.      . 

0-54 

1 

V 

Sandstorus. 

Chalk 

0-5 

U 

R 

Bmmley  Fall     . 

2-7 

n 

R 

Bolsover    . 

8-86 

2 

C 

Do.    . 

2-5 

1 

V 

Bramham  Moor 

2-64 

2 

C 

Craigleith  . 

1-4 

1 

V 

Brodsworth 

2-06 

2 

C 

Do. 

2-45 

n 

R 

Cadeby 

0-72 

2 

C 

Do. 

8-6 

2 

C 

•Chilmark  . 

2-84 

2 

C 

Dundee 

3-85 

H 

R 

Hamhill    . 

1-8 

2 

C 

York  paving 

2-56 

H 

R 

Huddlestone 

1-98 

2 

C 

Binnie 

2-24 

2 

C 

Park  Nook 

1-93 

2 

c 

Darley  Dale 

3-16 

2 

C 

Roche  Abbey     . 

1-74 

2 

c 

Giffneuk    . 

2-15 

2 

C 

Do. 

0-69 

1 

V 

Kenton 

2-21 

2 

C 

Tottemhoe 

0-86 

2 

c 

Mansfield  (red) . 

2-27 

2 

C 

Anston 

1-36 

•  ■  • 

F 

Do.       (white) 

2-34 

•2 

C 

Anglesea   , 

8"38 

•  ■  • 

L.  Clarlc 

ICorley  Moor 

2-21 

2 

C 

Listowel    . 

8-33 

W 

park  Spring 

8-88 

2 

C 

Longhome 

7-68 

W 

Stanley 

2-66 

2 

C 

Ballyduff  . 

4-93 

W 

Strong  Yorkshire, 

4-38 

2 

F 

Moyne 

8-03 

W 

mean  of  9  expts. 

Ijimerick   . 

8-9 

H 

R 

Irish  (various)    . 

•75  to  10-0 

1 

VV 

Irish  (various)    . 

•6  to  14-0 

1 

W 

I,  Institution 

of  British  Arc] 

lltects. 

B,  Braroah. 

B.  Buchanan, 

anoted  by  Stoi 

tiey 

P.  Falrbain 

0,  Usefu 

i  Infirrmation  / 

orEnain 

«ers. 

B,  Bennle.  W,  Wilkinson,  Practical  Geoloffy,  Ireland. 

C,  Comralssioners  on  Stone  for  Houses  of  Parliament. 

B.C. — m  G 


82 


NOTES  ON  BUILDING  CONSTRUCTION. 


Resistance  of  Stone  to   Orushing. — The  following  results   are   from    Mr. 
Kirkaldy*s  experiments  with  6-inch  cubes  : — 


Stomb. 

Crushing 
Weight  per 
Square  Inch 

in  Tons. 

Stone. 

Crushing 

Weightier 

Square  Inch 

in  Tons. 

Scotgate  .... 

Bramley  Fall  . 

Derbyshire  do. 

Craigleith 

Red  Corsebill  . 

CunlifTe  .... 

Leigh  Carr 

51 
1-8 
2-6 
5-4 
8-5 
47 
7-2 

Quarella  (white) 
Do.      (green) 
Grinshill 

Wilderness  (i-etl)     . 
Hopton  Wood . 
SpiukwelP 

3-8 
3-0 
2-3 
3-8 
5-6 
5-0 

•  ■  • 

Tensile  Strength  of  Stone, — Stone  is  rarely  employed  so  as  to  be  subject  to 
a  tensile  stress.  The  following  Table  is  chiefly  from  Mr.  Stoney's  work  on 
Strains,  and  he  remarks  that  it  would  be  well  to  have  the  figures  corrobo- 
rated. 


Material. 

Tearing 

Weight  per 

Square  Inch 

in  lbs. 

Authority. 

Arbroath  paving       .... 

1261 

Buchanan. 

Caithness    do. 

1054 

Do. 

Chilmark 

500 

Do. 

Craigleith  stone 

453 

Do. 

Hailes 

836 

Do. 

Humble    . 

» 

283 

Do. 

Binnie 

» 

279 

Do. 

Whinstone 

1469 

Do. 

Marble,  white  . 

1 

722 

Hopkinson 

Do. 

551 

Do. 

Slate 

1 

9600  to 
12,880 

Bankine. 

Transverse  Strength  of  St<me,^ — 


Sandstone 
Slate 


Modulus  of  rapture 
lbs.  per  square  inch. 

1100  to  2360 
6000 


1  Fairbaim's  Experiments. 


From  Rankine's  Useful  Rules  and  Tables. 


ABSORPTION  OF  WATER  BY  STONES. 
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Ab9(irption, — ^Table  showing  the  bulk  of  Water  absorbed  in  twenty-four 
hours  by  various  stones  : — 


f 

Nature  of  Stone. 

Bulk  of  Water 

absorbed  as 

compared  with 

bulk  of  stone 

per  cent. 

Authority. 

Several  specimens  of   good   granite 
and  syenite         .        .        .        . 

i  per  cent 

W 

Do.         do.        indifferent  specimens 

1        „ 

w 

Do.         do.         very  bad 

3        „ 

w 

Trap  and  basalt         .... 

A  trace    . 

w 

Do.         do. 

A  to  i  p.  c. 

Saiidstonea, 

Craigleith — Very  durable  . 

8  per  cent 

c 

Park  Spring        Do. 

8 

c 

Giffnenk — Moderately  durable 

10 

c 

Heddon                  Do. 

10-4     „ 

c 

Kenton                  Do. 

9-9     „ 

c 

Mansfield               Do. 

10-4     „ 

c 

Has.sock — Very  bad 

20-0     „ 

w 

LimtsUmea, 

Marble 

A  trace. 

Portland — Very  durable   , 

13*5  per  cent 

c 

Ancaster — Durable   . 

16-6     „ 

c 

Bath  (Bozground)     . 

17 

c 

Ketton — Durable 

161     „ 

Chilmark 

8-6     „ 

c 

Roche  Abbey — Durable 

17-2     „ 

c 

Kent  Rag             Do. 

li      „ 

w 

Ransome*s  stone  (artificial) 

12 

w 

Victoria     Do.            do. 

7-6     „ 

w 

Apoenite     Do.            do. 

12 

w 

W,  Deduced  fh>m  Experiments  detailed  in  Wray  On  Stone. 
C,  Boyal  Commission  on  Stone  for  Houses  of  Parliament 

Weight  of  Stone, — A  long  list  of  stones,  giving  the  weight  per  cubic  foot  of 
each,  was  prepared  by  Mr.  C  H.  Smith  for  the  Mineral  Statietics  published 
at  the  Museum  of  Practical  Qeology. 

The  information  contained  in  that  list  has  been  given  in  the  Tables,  pp. 
I8y  39,  67,  et  mq.,  and  it  will  therefore  not  be  repeated. 
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The  following  Table  shows  approximately  the  weights  of  different  clanes 
of  stone,  and  may  be  usefuL 

Tablb  giving  the  Weight  and  Bulkiness  of  Different  Varieties  of  Stone. 


Weight  per  cubic 

foot  m  lbs. 

Granites  and  Syenites     .             •             •             . 

162  to  187 

Trap  and  Basalt 

164  to  187 

Slate      ...... 

166  to  181 

Sandstones         .            .             •             .             . 

116  to  170 

Marble  ...... 

168  to  172 

Tiimestones,  Compact       .             .             .             . 

155  to  172 

„          Granular      .             .            .             , 

116  to  151 

„          Shelly  granular 

130  to  140 

„          Shelly          .             .             .             . 

157  to  167 

„          Magnesian    . 

126  to  153 

„          Kent  Rag     . 

166 

„          Tiias 

127  to  156 

Chalk 

117  to  174 

Quartz                 .... 

165 

Felspar  .             .                           .              . 

162 

Resistanok  to  Wear. — Mr.  Walker  exposed  the  imdermentioned  descriptions  of 
granite  and  whinstone  to  very  heavy  waggon  traffic  for  seventeen  months,  and  found  their 

vertical  wear  to  be  as  follows  : — 

Inch.  Inch. 

Guernsey  granite  '060  Heytor  granite  *141 

Herm  ,,  .  '075  Aberdeen  red  granite   .  '159 

Baltic  whinstone  .  '082  Dartmoor  granite  '207 

Peterhead  blue  granite  .  *131  Aberdeen  blue  granite  .  '225 

Mr.  Newton's  experiments  on  the  flags  used  in  Liverpool  showed  Kilrush  flags  to  be 
most  durable,  Caithness  flags  next.  The  flags  found  to  be  least  durable  were  those  from 
Uangollen  and  Yorkshire.^ 


^  D.  Kinnear  Clarke  On  Roads  and  StreiU. 


Chapter  IL 
BRICKS,  TILES,  TERRACOTTA,  ETC. 

THEEE  are  many  different  forms  in  which  clay  after  it  is 
burnt  or  baked  is  used  by  the  builder  and  engineer. 

Some  of  the  more  important  of  these  will  now  be  described 
under  the  following  classification :— 

Bricks. 

Fireclay  and  Fire-bricks. 

Terracotta. 

Stoneware. 

Miscellaneous  day  goods  of  Earthenware,  Fireclay,  Stoneware, 
Terracotta. 


BEICKS. 

Ordinaiy  building  bricks  are  made  of  clay  or  other  earths 
subjected  to  several  processes  (which  somewhat  vary  according  to 
local  practice,  influenced  by  the  nature  of  the  material),  formed  to 
the  required  shape  in  moulds,  and  burnt. 


BEICK  EAETHa 

ConstitadntB  of  Briok  Earth. — The  earths  used  for  making 
ordinary  bricks  generally  consist  of  alumina  and  silica,  either 
alone  or  in  combination  with  other  substances,  such  as  lime, 
magnesia^  iron,  etc. 

It  is  beyond  the  province  of  these  Notes  to  go  into  the  chemistry 
of  the  subject,  but  it  will  be  useful  just  to  glance  at  the  part 
played  by  each  of  these  constituents,  and  the  effect  that  it  has 
upon  earth  considered  as  a  material  for  brickmaking. 

It  may  here  be  remarked  that  mere  inspection  or  even  chemical  analysis 
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of  a  clay  gives  very  little  information  as  to  its  suitableness  for  brickmaking. 
No  test  is  satisfactory  but  that  of  actually  trying  the  clay  by  making  a  few 
bricks  with  it. 

In  the  absence  of  facilities  for  burning  full-^ed  bricks,  a  fedr  indication 
of  the  quality  of  a  day  for  brickmaking  may  be  arrived  at  by  making  it 
into  a  small  brick  about  3  inches  long  by  1^  inch  wide  by  1  inch  thick. 
This  small  brick  may  be  burnt  in  a  common  house  fire,  being  protected  from 
contact  with  the  fuel  by  placing  it  inside  a  shield  made  by  roughly  rolling  a 
piece  of  sheet-iron  round  into  a  hollow  cylinder  of  about  2  inches  diameter. 

Alvmina  is  a  principal  constituent  in  nearly  every  kind  of  clay.  It  gives 
the  material  its  plastic  qualities,  but  it  shrinks  and  cracks  in  drying,  warps, 
and  becomes  very  hard  under  the  influence  of  heat. 

Silica  exists  to  a  greater  or  less  extent  in  all  day,  in  a  state  of  diemical 
combination  with  the  alumina,  forming  Silicate  of  alumina. 

It  is  found  also  in  nearly  all  clays  in  an  uncombiued  state — as  sand. 

Silica  is  infusible  alone,  or  in  the  presence  of  alumina  only,  except  at  very 
high  temperatures. 

If,  however,  the  silica  and  alumina  be  in  nearly  equal  proportions,  the 
presence  of  a  small  quantity  of  oxide  of  iron  will  render  them  fusible  at  a 
comparatively  low  temperature. 

Pure  silicate  of  alumina  is  plastic,  but  shrinks  when  drying,  and  warps 
with  heat. 

The  action  of  sand  is  to  prevent  cracking,  shrinking,  and  warping,  and  to 
provide  the  silica  necessary  for  a  partial  vitrification  of  the  materials,  which 
is  generally  desirable. 

The  larger  the  pro|X)rtion  of  sand  present,  the  more  shapely  and  equable 
in  texture  will  the  brick  be. 

An  excess  of  sand  in  clay  renders  the  brick  made  from  it  too  brittle. 

The  difference  between  the  sDica  which  is  in  a  state  of  chemical  combina- 
tion and  that  which  exists  merely  as  sand  is  not  shown  in  ordinary  chemical 
analyses,  and  this  is  one  reason  why  they  are  not  so  useful  as  they  might  be 
in  determining  the  value  of  a  clay  for  brickmaking.  ^ 

Lime  has  a  twofold  effect  upon  the  clay  containing  it 

It  diminishes  the  contraction  of  the  raw  bricks  in  drying,  and  it  acts  as  a 
flux  in  burning,  causing  the  grains  of  silica  to  mdt,  and  thus  binding  the 
partides  of  the  brick  together. 

An  excess  of  lime  causes  the  brick  to  mdt  and  lose  its  shape. 

Again,  whatever  lime  is  present  must  be  in  a  very  finely  divided  state. 
Lumps  of  limestone  are  &tal  to  a  clay  for  brickmaking.  When  a  bride  con- 
taining a  lump  of  limestone  is  burnt,  the  carbonic  acid  is  driven  off,  the  lump 
is  formed^  into  '^  quicklime,"  and  is  liable  to  slake  directiy  the  brick  is  wetted 
or  exposed  to  the  weather.  Pieces  of  quicklime  not  larger  than  pin-heads 
have  been  known  to  detach  portions  of  a  brick  and  to  split  it  to  pieces. 

The  presence  of  lime  may  be  detected  by  heating  tiie  clay  with  a  little 
dilute  sulphuric  acid.  If  there  is  lime  present  an  effervescence  will  take 
place. 

Bricks  containing  lumps  of  quicklime  should  be  immersed  for  several  hours 

^  Silica  sometimes  exists  in  day  in  a  soluble  condition  combined  with  lime ;  it  is 
then  injurious,  as  it  may  absorb  moisture  which  has  been  known  to  destroy  walls  by 
making  the  bricks  swell. 


i 


BRICK  EARTHS.  87 

before  use,  so  as  to  kill  the  lime  and  prevent  it  from  slaking  after  the  bricks 
are  made,  or  even  built  into  the  work. 

Irtm  Pyrites  often  occurs  in  clays,  and  should  be  carefully  removed. 

If  not,  the  pyrites  is  partially  decomposed  in  the  kiln,  will  oxidise  in  the 
brick,  crystallise,  and  split  it  to  pieces. 

Carh&naceoiu  matter,  when  it  exists  naturally  in  clays  to  any  considerable 
extent,  is  objectionable.  '^  When  not  burnt  completely  out  in  the  kiln,  which 
is  sometimes  with  the  denser  clays  difficult,  the  bricks  are  of  a  different  colour 
in  the  interior  and  exterior,  and  will  not  bear  cutting  for  face  work  without 
spoiling  the  appearance  of  the  brickwork. 

"  But,  worse  than  this,  such  bricks  when  worked  in  the  waU  occasionally 
pass  out  soluble  compounds  like  those  absorbed  from  soot  by  the  bricks  of 
flues,  and  like  those  (when  used  again  in  new  work)  discolour  plastering  or 
stucco  work."  * 

AlkalteSy  when  they  exist  in  day  to  a  considerable  extent,  make  it  unfit  for 
the  manu£su;ture  of  bricks.  They  act  as  a  flax,  and  cause  the  day  to  melt 
and  become  shapeless. 

Salt, — '^  Common  salt  is  nearly  always  present  in  minute  quantity  in  days  ; 
but  when  these  are  taken  from  the  sea-shore,  or  without  or  beneath  the  sea- 
waahes,  or  from  localities  in  and  about  the  salt  formations  (Trias),  they  fre- 
quently, though  in  all  other  respects  excellent  clays,  are  unfit  for  burning  into 
good  bricks. 

"  Chloride  of  sodium  ^  is  not  only  a  powerful  flux  when  mixed  even  in  very 
small  proportion  with  clays,  but  it  possesses  the  property  of  being  volatilised 
by  the  heat  of  the  brick  kilns,  and  in  that  condition  it  carries  with  it  in  a 
volatile  state  various  metallic  compounds,  as  those  of  iron,  which  exist  in  all 
days,  and  act  as  fluxes.  The  result  is  that  bricks  made  of  such  clays  warp, 
twist,  and  agglutinate  together  upon  the  surfaces  long  before  they  have  been 
exposed  to  a  sufficient  and  sufficiently  prolonged  heat  to  bum  them  to  the  core 
into  good  hard  brick.  Place  bricks  can  be  made  of  such  clay,  but  nothing 
more,  and  these  are  nearly  always  bad,  because  never  after  free  from  hygro- 
metric  molBture."  ^ 

Oxide  of  Iron  in  clay  influences  the  colour  of  the  bricks  to  be  produced  (see 
p.  89).  The  tint  resulting  after  burning  depends  upon  the  proportion  of 
iron  in  the  clay  and  the  temperature  to  which  it  has  been  raised. 

When  in  the  presence  of  silica  and  alumina  whose  proportions  are  nearly 
equal,  iron  renders  them  fusible. 

Fractioal  ClassiflLoatioii  of  Briok  Earth8.--6rick  earths  are 
generally  divided  into  three  classes. 

1.  Pladio  or  Strong  Clays  (called  by  the  biickmaker  "fovi  clays'*), 
which  are  composed  of  silica  and  alumina,  with  but  a  small  pro- 
portion of  Ume,  magnesia,  soda,  or  other  salts.  These  are  also 
known  as  pwre  days. 

2.  Zoams  or  Mild  Clays,  consisting  of  day  and  sand,  and  some- 
times called  sandy  clays. 

3.  Marls  or  Calcareous  Clays,  which  contain  a  large  proportion 
of  carbonate  of  lime. 

^  Mallet  On  Brickmaking,  '  Common  salt. 
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Malm  is  an  artificial  imitation  of  natural  marl,  and  is  made  hj 
mixing  clay  and  chalk  in  a  wash  mill.  It  is  sometimes  csdled 
washed  day. 

It  generally  happens  that  a  clay  as  found  in  nature  is  unfit  for 
brickmaking  by  itself. 

It  will  probably  turn  out  to  be  deficient  in  some  necessary 
quality  which  has  to  be  supplied  by  mixing  it  with  other  clays, 
or  by  adding  the  constituent  required,  such  as  sand  or  lime. 

A  good  Brick  Earth  should  contain  sufficient  flux  to  fuse  its 
constituents  at  a  furnace  heat,  but  not  so  much  as  to  make  the 
bricks  run  together  and  become  vitrified. 

Such  earths  contain  from  ^  to  ^  alumina,  and  from  -i^  to  ^  silica, 
the  remainder  consisting  of  carbonate  of  lime,  carbonate  of  mag- 
nesia, oxide  of  iron,  etc. 

The  bricks  made  from  such  clays  are  a  silicate  of  alumina  and 
lime  or  other  fluxes. 

The  following  Table  gives  the  analysis  of  some  brick  clays : — 


Burham  Clay.' 

London 
Brick  Clay.^ 

Loam.^ 

Marl." 

Silica 
Alumina  . 

42-92 
20-42 

49-6 
34-3 

66-7 
27-0 

} 

43-00 

Oxide  of  iron    . 

6-00 

7-7 

1*3 

300 

Carbonate  of  lime 

18-91 

1-4 

0-6 

46-60 

Carbonate  of  mag- 

•12 

6-1 

••  • 

3-50 

nesia 

Potash  and  soda 
Water      . 

-33 
6-68 

■  •  • 

•  a  • 

■  • « 
•  • . 

} 

4-00 

• 

Organic  matter . 

6-01 

1-9 

60 

•  •  « 

CliaracteriBtloB  of  diiTerent  kinds  of  Briok  Earth. — The  quality  of 
the  bricks  produced  depends  to  a  very  great  extent  on  the  selection  and  mixing 

of  th»  day. 

PuBB  or  Foul  Cla.ts  are  sometimes  used  for  bricks  without  the  addition 
of  other  substances.  In  such  a  case  any  sand  they  contain  acts  merely  to 
prevent  excessive  contraction.  For  want  of  a  flux  it  does  not  become  fused 
so  as  to  bind  the  particles  of  the  brick  together. 

Bricks  made  from  such  clays  are  rather  baked  than  himed.  They  axe  not 
so  well  able  to  resist  the  action  of  the  weather  as  those  which  are  partly 
vitrified  through  the  aid  of  a  flux. 

Pure  clays  are  therefore  very  much  improved  by  the  addition  of  sand  or  loam, 
by  adding  lime  to  act  as  a  flux,  or  ashes  to  provide  alkalies  for  the  same  purpose. 


Abney. 


"  Knapp. 
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Loams  are  so  loose  and  sandy  that  thej  require  a  flux  to  fuse  and  bind  the 
particles  together,  and  to  take  up  the  excess  of  sand  that  would  otherwise 
remain  in  an  uncombined  state. 

Marlb  are,  of  all  the  days,  the  best  soited  for  making  bricks  without  mixture 
with  other  substances,  though  they  are  often  mixed  with  chalk  or  lime  when 
there  is  any  deficiency  in  that  constituent. 

The  Colour  of  Bricks  depends  upou  the  composition  of  the 
day,  upon  the  kind  of  sand  used  for  moulding,  on  the  state  of 
dryness  of  the  bricks  before  burning,  on  the  temperature  at  which 
they  are  burnt,  and  upon  the  amount  of  air  admitted  to  the  kiln. 

Pure  clay,  free  from  iron,  will  bum  white,  but  the  colour  of 
white  bricks  is  generally  produced  by  adding  chxiUc  to  the  clay. 

The  presence  of  iron  produces  a  tint  which  varies  from  light 
yellow  to  orange  and  red;  the  colour  increases  in  intensity 
according  to  the  proportion  of  iron  contained  in  the  clay. 

To  obtain  a  dear  bright  red  brick  the  clay  should  be  free  from 
impurities,  and  should  contain  a  large  proportion  of  oxide  of  iron, 
which  is  converted  by  burning  into  the  red  oxide,  but  not  fused. 

When  there  is  from  8  to  10  per  cent  of  oxide  of  iron,  and  the 
brick  is  raised  to  an  intense  heat,  the  red  oxide  of  iron  is  con- 
verted into  the  black  oxide^  combines  with  the  silica,  and  fuses, 
producing  a  dark  Uvs  or  pwrple  colour. 

When  a  small  quantity  of  mangattese  is  present,  with  a  large 
proportion  of  iron,  the  brick  becomes  darker  still,  Utbe  or  even 
hkuk, 

A  little  lime  in  the  presence  of  a  small  quantity  of  iron  pro- 
duces a  cream  colour  ;  an  increase  of  the  iron  changes  the  colour  to 
red,  and  an  increase  of  the  lime  produces  a  "brown  colour. 

Magnesia  in  the  presence  of  iron  makes  the  brick  ydlow. 

A  clay  containing  alkalies  and  burnt  at  a  high  temperature 
becomes  a  bluish  green, 

BEICKMAKINQ. 

The  operations  involved  in  brickmaking  are  very  numerous, 
though  not  intricate ;  they  difiPer  in  several  particulars  in  different 
localities,  according  to  local  custom,  generally  influenced  by  the 
nature  of  the  day. 

To  describe  these  operations  in  sufficient  detail  to  be  of  any 
practical  value  would  require  a  separate  treatise  of  considerable 
bulk  and  profusdy  illustrated. 
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Such  descriptions  would  be  beyond  the  province  of  these  Notes, 
and  would  be  linnecessary,  for  the  practices  in  the  brickfields  of 
different  localities  are  fully  described  in  Dobson  On  Bride  and  Tils 
Making,  one  of  Weale's  series  of  very  valuable  technical  works.^ 

It  may  be  useful,  however,  to  give  a  general  sketch  of  the 
operations  involved  in  brickmaking — ^not  such  details  as  would  be 
of  practical  use  to  the  brickmaker,  but  just  so  much  as  will  enable 
any  one  using  bricks  to  understand  and  appreciate  more  clearly 
the  qualities  and  peculiarities  of  different  varieties,  many  of  the 
characteristics  of  which  are  caused  by  differences  in  the  processes 
of  manufacture. 

With  this  object  the  vjuious  operations  will  now  be  rapidly  and 
shortly  sketched  in  succession. 

Preparation  of  Brick  Earth. — UnsoUing. — The  surface  of  the 
site  from  which  the  clay  is  to  be  obtained  is  first  stripped  of  its 
turf  and  mould,  which  is  removed  to  a  spoil  bank  and  kept  to  be 
respread  over  the  site  after  the  clay  has  been  dug  out 

The  mould  is  sometimes  called  encallaw,  and  the  process  of 
removing  it  encalloimng. 

Clay-digging  and  Weathering. — In  the  autumn  the  clay  is  dug, 
and  the  various  descriptions  which  it  is  intended  to  mix,  together 
with  the  ashes  which  are  to  be  incorporated  in  the  mixture,  are 
wheeled  to  heaps,  in  some  places  called  kerfs,  in  which  they 
remain  during  the  winter,  sometimes  during  two  or  three  winters, 
so  that  they  may  be  thoroughly  disintegrated  by  the  action  of 
frost. 

This  mellowing  of  the  clay  renders  the  bricks  made  from  it  less 
liable  to  warp. 

Clearing  from  Stones. — If  the  clay  contain  pebbles  or  pieces  of 
ironstone  they  must  be  carefuUy  picked  out  by  hand ;  or  if  they 
are  found  in  large  numbers,  the  day  must  be  washed  in  small 
quantities  and  strained  through  a  grating  so  as  to  separate  aU  the 
stones  from  the  mass. 

Grinding. — ^When  the  clay  is  of  a  hard  marly  character  and 
full  of  lumps,  or  contains  fragments  of  limestone,  known  by  brick- 
makers  as  race,  it  requires  to  be  ground  between  cast-iron  rollers, 
which  must  be  set  sufi&ciently  close  to  reduce  the  hard  particles  t. 
powder. 

Tempering. — This  is  done  after  the  winter^s  frosts,  generally 
in  March  or  April,  before  the  brickmaking  begins. 

^  Now  pnbliBhed  by  Messrs.  Crosby  Lockwood  and  Ck>mpany,  Stationers'  HaQ 
Court,  E.C. 
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It  consists  in  digging  and  turning  over  the  kerfs  or  heaps  of 
day ;  sometimes  the  clay  is  also  well  trodden  imder  foot,  in  some 
places  it  is  passed  through  a  pug-mill,  and  occasionally,  for  the 
very  best  bricks  it  is  kept  damp  in  cellars  for  a  year  or  two  to 
ripen. 

Prepakation  of  Malm. — The  clay  is  dug  in  the  autumn  and 
at  once  tipped,  together  with  a  proportion  of  ground  chalk  in  pulp, 
into  a  wash  miU.  This  consists  of  a  brick-lined  circular  tank  in 
which  are  revolving  harrows,  knives,  or  implements  of  some  kind 
to  disintegrate  and  mix  up  the  clay  and  chalk. 

The  exact  proportion  of  the  chalk  differs  according  to  the  com- 
position of  the  clay,  but  in  some  cases  the  chalk  is  about  ^  of 
the  bulk  of  the  clay. 

The  mixture  having  been  reduced  to  a  creamy  consistence  is 
strained  off  through  fine  gratings  into  large  shallow  tanks  called 
hcucks,  and  there  left  till  it  is  nearly  solid. 

After  that  it  is  soiUd  in  layers  from  1  to  3  feet  deep,  Le. 
covered  about  \  its  bulk  with  screened  cinders,  and  allowed  to 
remain  during  the  winter. 

In  the  spring  the  hacks  are  dug  out,  the  layers  of  clay  and 
aahes  being  thoroughly  incorporated  in  a  pug-mill. 

In  some  places  the  preparation  of  malm  is  known  as  washing. 

Maim  hicks  are  made  with  the  mixture  of  clay  and  chalk  de- 
scribed above. 

Washed  Bricks. — These  contain  a  certain  proportion  of  malm, 
and  are  made  in  two  ways. 

In  some  parts  of  the  country — ^in  Essex  for  example — ^they  axe 
composed  wholly  of  an  inferior  malm,  made  like  the  mahn 
described  above,  except  that  the  proportion  of  chalk  is  only  one 
half  of  that  in  the  ordinary  malm,  and  the  cinders  are  unscreened. 

In  other  brickfields,  including  those  near  London,  a  certain  pro- 
portion of  ordinary  liquid  malm  is  poured  over  tmwashed  clay,  and 
mixed  with  it  so  that  the  whole  becomes  an  inferior  maimed  day. 

Quantity  of  Clay  required. — ^The  quantity  of  clay  used  for 
making  bricks  is  very  variable,  depending  upon  the  nature  of  the 
nlay  and  the  processes  to  which  it  is  subjected. 

The  quantity  required  for  1000  bricks  of  ordinary  size  ranges 
from  1^  to  3-J  cubic  yards,  measured  before  digging.  The  stronger 
ihe  clay,  the  more  of  it  is  required. 

Hand-Moulding. — ^The  moulds  used  are  rectangular  boxe? 
without  top  or  bottom,  about  10  inches  long,  5  inches  wide,  and 
3  inches  deep,  the  exact  size  depending  upon  that  of  the  brick 
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required,  and  upon  the  contraction  of  the  clay  in  burning,  which 
may  be  about  t^  ^^  "A"  ^^  ^^®  linear  dimensions. 

The  moulds  are  sometimes  made  of  wood  edged  or  lined  with 
iron,  or  of  sheet-iron  strengthened  at  the  sides  with  wood,  or,  as 
in  the  best  works,  with  sides  and  ends  of  brass  protected  by  wood. 

The  mould  stands  either  upon  the  table  at  which  the  moulder 
works — in  which  case  the  bottom  of  the  brick  is  flat — or  it  rests 
upon  a  stock  board,  or  bottom  made  to  fit  the  mould,  and  upon 
which  is  a  raised  projection  which  forms  an  indentation  or  frog  ^ 
in  the  bottom  of  the  brick. 

The  process  of  hand-moulding  consists  in  dashing  a  clot  of  clay 
into  the  mould,  and  pressing  it  home  so  as  thoroughly  to  fill  every 
comer. 

When  a  stock  board  is  used  the  lower  side  of  the  brick  rests 
upon  it  The  superfluous  clay  protruding  above  the  top  is  swept 
or  scraped  ofif  by  a  strike  or  straight-edge  of  wood  or  steeL 

Thus  the  lower  surface  of  the  brick  is  indented  by  the  frog  on 
the  stock  board,  but  the  upper  surface  is  struck  smooth. 

When  there  is  no  stock  board  the  bottom  of  the  brick  rests 
upon  the  moulding-table,  and  the  top  surface  is  formed  by  means 
of  a  plane,  which  is  a  piece  of  board  about  9  inches  by  3 
inches  with  a  short  vertical  handle  near  one  end. 

Slop-mouiding  is  the  term  used  when  the  mould  is  dipped 
frequently  in  water  to  prevent  the  wet  bricks  from  sticking  to  it 

Sarid-mouiding  is  when  the  mould  is  sprinkled  with  sand  or 
fine  ashes  for  the  same  purpose,  and  is  considered  to  produce 
cleaner  and  sharper  bricks  than  slop-moulding. 

Beabing  off. — ^As  each  brick  is  moulded  it  is  disposed  of  in 
one  of  two  ways — 

1.  It  may  be  carried  by  a  boy  in  the  mould  to  the  drying  floor 
or  ground,  and  there  deposited,  the  mould  being  taken  off  and  re- 
turned to  the  moulder.     Or, 

2.  It  may  be  deposited  upon  a  pallet  (a  piece  of  board  f  inch 
thick,  the  some  width  as  the  mould  but  longer),  and  placed  by 
the  boy  upon  a  bearing-off  or  hack  barrow  for  removal  to  the 
drying  ground.  These  barrows  are  made  with  springs,  and  run 
upon  smooth  wrought-iron  wheeling  plates,  so  as  to  shake  the 
brick  as  little  as  possible. 

Drying. — The  raw  moulded  bricks  may  be  dried  either  in  sheds 
under  cover  or  out  of  doors. 

Drying   in   Sheds. — ^Drying   sheds  are  extensively  used   m 

1  Sometimes  called  a  kick. 
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Nottiiighamshire  and  the  Midland  counties,  and  they  insure  the 
great  advantage  of  being  independent  of  weather  in  drying  the 
bricks. 

Where  coals  are  cheap  the  sheds  may  be  warmed  by  flues  run- 
ning imder  the  floor.  This  secures  the  raw  bricks  against  the 
effects  of  frost,  and  enables  the  brickmaking  to  be  continued 
throughout  the  winter. 

Drying  out  of  Doors. — Hacking. — Bricks  to  be  dried  out  of 
doors  are  placed  upon  hacks,  which  are  long  parallel  banks 
raised  about  6  inches  from  the  ground.  They  have  a  slight  in- 
clination toward  the  kiln  to  facilitate  drainage  and  transport  of 
the  bricks,  and  are  sometimes  made  of  brick  rubbish  and  ashes  so 
that  they  may  be  quite  dry.  • 

The  bricks  are  placed  upon  the  hacks,  sometimes  laid  square 
in  plan,  sometimes  diagonally,  and  piled  up.  They  should  not 
be  more  than  eight  courses  deep,  or  the  lowest  coiirse  would  be 
liable  to  be  crushed. 

Scintling, — ^When  the  raw  bricks  are  half  dry  they  are  scintled, 
that  is,  placed  diagonally  and  a  little  distance  apart,  so  that  the 
wind  may  pass  between  them.  They  therefore  take  up  more 
room  in  plan,  but  as  the  bricks  are  drier,  about  fourteen  courses 
may  be  piled  up  instead  of  eight  as  before. 

The  bricks  on  the  hacks  are  generally  protected  from  the  wea- 
ther by  light  coverings  or  roofs,  made  of  straw,  called  lews,  or  by 
boards  or  tiles. 

In  permanent  brickyards  the  hacks  are  sometimes  covered  by 
sheds,  with  sliding  roofs  so  that  they  may  be  uncovered  in  favour- 
able weather  and  closed  in  case  of  rain,  or  when  the  sun  is  so 
strong  as  to  warp  the  bricks. 

The  time  of  drying  varies  according  to  the  weather.  The  raw 
bricks  generally  take  about  ten  days  before  being  scirUled,  and 
about  three  to  six  weeks  for  the  whole  process  of  dr3dng. 

Maohine-Moulding* — ^When  there  is  a  large  number  of  bricks 
to  be  made  at  the  same  spot,  it  pays  to  set  up  machines  for 
moulding,  and  in  cases  where  the  clay  is  vpry  hard,  stony,  or  in 
any  way  refractory,  machines  become  a  necessity. 

There  are  several  varieties  of  machines  for  brick-moulding,  but 
they  may  be  divided  into  two  general  classes.  These  will  be  just 
referred  to,  but  to  describe  even  the  most  common  brickmaking 
machines  in  detail  would  be  beyond  the  province  of  these  Notes. 

Plastic  Clay  Machines. — In  tiiese  the  clay  is  first  pugged  in  the 
machine,  next  forced  through  an  opening  of  about  10  inches  by  6 
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inches  in  a  plastic  band,  from  which  the  bricks  are  cut  off  by 
means  of  wires,  and  then  dried  or  burnt  as  usual 

Machines  of  this  class  are  suitable  for  any  plastic  clay  free  firom 
hard  lumps  or  stones,  which,  if  they  exist,  must  be  taken  out  or 
crushed. 

Dry  Clay  Machines  in  which  the  clay  is  first  reduced  to  powder, 
then  filled  by  the  machine  dry  into  a  mould,  and  subjected  to 
enormous  pressure  which  consolidates  it,  and  forms  a  well-shaped 
brick  with  hard  even  surfaces. 

These  machines  are  well  adapted  for  stony  and  marly  clays, 
and  they  are  economical  inasmuch  as  they  save  the  expense  and 
time  employed  in  drying,  which  process  is,  of  course,  unnecessary. 

Some  machines  receive  the  clay  in  a  semi-dry  condition,  and 
deal  with  it  in  the  same  way  as  the  dry  clay  machines  just  men- 
tioned. 

Pressed  Bricks  are  made  by  placing  oidinaiy  raw  bricks  when  nearly  dry 
in  a  metal  mould  or  die,  and  subjecting  them  to  powerful  compression  under 
a  piston. 

This  may  be  done  in  hand  presses,  or  in  larger  machines  worked  by  steam 
power. 

Such  treatment  gives  the  bricks  good  faces  and  arrises,  but  they  require 
more  care  in  drying  and  burning,  and  the  oil  necessarily  used,  gives  them  a 
glazed  surface,  which  peels  ofif  upon  exposure  to  the  weather. 

Dressed  Bricke  after  being  moulded  are  beaten  with  a  dresser  shaped  like  a 
small  cricket  bat,  and  sometimes  tipped  with  iron.  This  toughens  the  clay, 
corrects  its  warping,  and  improves  the  arrises  of  the  brick. 

**  Polished  Bricks,  as  they  are  called,  are  rubbed  upon  a  bench  plated  with 
iron,  to  make  their  surfaces  perfectly  even,  and  are  also  dressed  with  a  dresser 
as  before  described. 

"  This  process  Ib  only  gone  through  with  the  very  best  bricks,  and  its  cost 
is  such  that  it  is  not  employed  to  any  very  great  extent"  ^ 

!Frog. — Most  hand-made  bricks  have  a  hollow  on  one  of  the 
larger  surfaces  called  the  "  frog  "  or  "  kick." 

The  object  of  this  is  to  afford  a  key  for  the  mortar.  The  reason 
why  there  is  not  a  hollow  on  both  sides  in  hand-moulded  bricks 
is  that  the  top  of  the  brick  is  struck  off  to  a  flush  surface  by  the 
moulder. 

Bricks  should  be  laid  with  the  hollow  uppermost.' 

Wire-cut  bricks  (see  above)  have,  of  course,  no  frogs. 

In  some  machine  bricks  made  by  pressure  there  is  a  frog  on 
each  side. 

Burning. — Bricks  are  burnt  in  ''clamps'*  or  in  ''kilns*'  ac- 
cording to  the  practice  of  the  locality. 

1  Dobson.         '  Except  in  over-sailing  courses  or  when  they  are  to  receive  a  layer 
of  asph&lte  for  a  damp  coarse. 
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Clamp  Bubning. — Clamps  are  stacks  of  dried  raw  bricks 
dexterously  built  up  over  a  system  of  flues  roughly  fonned 
with  burnt  bricks,  and  leading  from  livt-hoks  or  eyes  at  which  the 
fire  is  introduced. 

Clamps  in  a  permanent  brickfield  are  made  in  a  very  elaborate 
manner,  which  is  fully  described  in  Dobson  On  Brick  and  TiU 
Making, 

The  following  brief  notes  refer  merely  to  the  rough  kind  of 
clamp  used  in  a  temporary  brickfield. 

Bricks  intended  to  be  burnt  in  clamps  should  always  be  made 
from  clay  mixed  with  ashes  or  breeze,  so  that  they  contain  fuel 
which  enables  the  fire  to  seize  upon  them  and  burn  them  through^ 
out  more  readily. 

Building  the  Clamp. — Before  building  a  clamp  the  ground  is 
first  made  firm,  thoroughly  drained,  and  sometimes  formed  to  a 
dish-shaped  section. 

On  the  ground  is  placed  a  foundation  of  burnt  bricks  on  edge 
close  together  to  keep  out  the  moisture  from  the  earth,  so  that  the 
bricks  may  lean  inwards  towards  the  centre  of  the  clamp,  and  not 
tend  to  fall  outwards. 

[This  foundation  course  is  sometimes  omitted,  especially  if  the 
ground  has  been  the  site  of  a  recently  burning  clamp,  so  that  it 
is  pretty  dry.] 

The  clamp  itself  is  commenced  by  laying  two  courses  of 
burnt  bricks  on  edge,  in  parallel  lines.  In  the  lowermost 
course  of  these  two  the  parallel  lines  run  diagonally  across  the 
clamp,  with  spaces  about  2  inches  wide  between  the  lines. 
The  uppermost  course  is  laid  crossways  upon  the  lower,  the  lines 
of  bricks  being  parallel  to  the  end  of  the  damp,  and  the  bricks 
close  together.  The  spaces  between  the  bricks  are  filled  in  with 
breeze. 

In  laying  these  courses  the  live-holes^  about  9  inches  square 
are  left  right  across  the  clamp,  filled  up  with  faggots  ^^'^  ^^ 
whole  covered  with  breeze  from  5  to  7  inches  thick  (marked  p  in 
Fig.  6). 

Upon  the  layer  of  breeze,  jp,  is  placed  the  first  course  of  raw 
bricks  as  headers ;  along  the  clamp,  above  this  course,  another 
layer  of  breeze,  o,  from  4  inches  to  7  inches  thick ;  and  theu 
alternate  heading  and  stretching  courses  of  raw  bricks  on  edge, 

^  In  many  cases  there  is  only  one  live-hole — ^near  the  end  of  the  damp^  as  in  Fig. 
4-  If,  however,  the  hnming  does  not  keep  pace  with  the  building  of  the  damp, 
^e-holes  are  formed  at  intervals,  so  as  to  start  the  burning  at  other  points. 
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up  to  a  height  of  10  or  12  feet^  On  the  uppermost  course 
of  raw  bricks  a  3 -inch  layer  of  breeze  is  sometimes  spread,  and 
the  top  of  the  clamp  is  covered  with  a  casing  of  burnt  bricks 
two  or  three  courses  deep. 

In  some  cases  a  thin  layer  of  breeze  (about  -|  inch  thick)  is 
spread  over  the  top  of  each  course  of  raw  bricks  throughout  the 
damp.  In  other  cases  a  little  breeze  is  inserted  only  at  the 
edges  of  the  courses. 

In  rough  clamps  used  for  temporary  works,  the  ends  and  sides 
are  smeared  with  clay.  In  permanent  brickfields  they  are  cased 
with  burnt  bricks. 

The  bricks  nearest  the  outside  of  the  damp  are  tilted  a  little 
upward  by  the  insertion  of  bats,  so  that  they  may  not  have  a 
tendency  to  fall  outwards. 

Figs.  4  to  7  are  taken  from  measurements  of  a  clamp  in  one 
of  the  Kentish  brickfields. 

Fig.  4  is  a  plan  of  one  end  of  the  clamp,  showing  the  live- 
hole  and  the  arrangement  of  the  bricks  in  the  first  course. 

Fig.  5  is  a  plan  of  part  of  the  second  course. 

Fig.  6  is  an  enlarged  section  of  one  of  the  sides  of  the 
damp,  showing  at  q  how  the  bricks  are  packed  so  as  to  give  a 
batter  to  the  outer  wall  of  burnt  brick. 

0  is  a  layer  of  breeze  4  to  7  inches  thick,  p  a  layer ,  5  to  7 
inches  thick.^ 

Fig.  7  is  a  longitudinal  section  of  the  damp — which  may 
be  of  any  lengtL 

TiTne  of  Burning. — The  operation  of  burning  takes  from  two 
to  six  weeks.  A  good  deal  depends,  however,  upon  the  situation 
and  direction  of  wind.  The  nearer  the  live-holes  are  together  the 
quicker  the  burning. 

The  completion  of  the  burning  process  is  indicated  by  the 
settUng  down  of  the  top  of  the  clamp,  caused  by  the  shrinking  of 
the  bricks  as  they  become  burnt. 

Quality  of  Bricks. — ^The  bricks  taken  from  a  damp  will  be 
found  very  unequal  in  quality.  Those  from  near  the  eyes  are 
often  fused  together,  or  misshapen,  forming  burrs.  Those  near 
the  outside  are  underbumt  and  soft,  and  are  called  Place  bricks. 

Again,  much  depends  upon  the  proportion  of  breeze  used  in  the 
clamp.     Too  much  will  cause  the  bricks  to  be  weak  and  porous. 

^  In  some  clamps  a  third  layer  of  breeze  some  2  or  3  inches  thick  is  introduced 
between  o  and  the  mass  of  raw  bricks  above  it. 
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Stetiono/part  of  Clamp  on  line  CD. 
Fig.  8. 
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Seamd  Courte. 

Fig.  6. 


Broken  Section  on  line  A  3. 

BurTd  BrUk  shown  Ikus  W^^^, 
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The  quantity  of  breeze  required  ■will  vary  a  good  deal  accord- 
ing to  the  qiiality  of  the  clay,  but  the  following  may  be  taken  as 
an  approximatioD  per  1000  bricks: — 

Mixed  with  the  clay — ^  chaldron ;  in  the  clamp — \  chaldron. 
Besides  about  2  t«  3  cwts.  of  coal  in  each  fire-hole,  that  is  about 
■^  cwt.  per  1000  bricks. 

Kiln  Buenmg. — There  are  several  deacriptiona  of  kilns  used 
for  burning  bricks,  but  it  will  only  be  necessary  to  refer  to  those 
that  are  likely  to  be  used  by  the  engineer  or  builder  in  estab- 
lishing a  temporary  brickfield  to  supply  bricks  for  special  works 
in  progress. 

Several  forma  of  kiln,  used  chiefly  in  permanent  brickmaking 
yards,  may  be  excluded,  or  very  lightly  touched  upon,  as  being 
interesting  to  the  brick-manufacturer  rather  than  to  the  engineer. 

Scotch  Kiln.' — The  form  of  kiln  most  commonly  used  in  the 
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Fig.  8.  ElaxUim. 
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Fig.  9.  Grourtd-pUin. 

United    Kingdom  for  making  a  moderate   supply  of  bricks  is 
known  as  the  Scotch  kiln. 

The  Scotch  kiln  is  a  rough  rectangular  building,  open  at  the 

top,  and  having  wide  doorways  at  the 

ends.     The   side  walls  are  built  of   old 
bricks  set  in  clay,  and  in  them  are  seve- 
ral openings  c^ed  fire-holes,  or  "  eyes," 
1  (e  e.  Fig.  9),  built  in  firebricks  and  lire- 

clay,  opposite  one  another. 
Fig.  ]0.  Orom  Seeticn.  m      j  ■  j  v  ■  1  3    ■ 

"  The  dned  raw  bricks  are  arranged  in 

the  kilns  so  as  to  form  flues  connecting  the  fire-boles  or  eyes,  and 

'  Sometimes  culled  the  DuUh  Kiln. 
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they  axe  packed  so  as  to  leave  spaces  between  the  bricks  from 
bottom  to  top,  through  which  the  fire  can  find  its  way  to  and 
around  every  brick. 

After  the  dried  bricks  are  " crowded!'  i«-  fiUed  into  the  kiln, 
the  ends  are  built  up,  and  plastered  over  with  clay. 

At  first  the  fires  are  kept  low,  simply  to  drive  off  the 
moisture. 

After  about  three  days  the  steam  ceases  to  rise ;  the  fires  are 
allowed  to  bum  up  briskly ;  the  draught  is  regulated  by  par- 
tially stopping  the  fire-holes  with  clay,  and  by  covering  the  top 
of  the  kiln  with  old  bricks,  boards,  or  earth,  so  as  to  keep  in  the 
heat. 

In  from  48  to  60  hours  the  bricks  will  be  sufficiently  burnt, 
and  they  will  be  found  to  have  settled  down. 

The  fire-holes  are  then  completely  stopped  with  clay,  all  air 
excluded,  and  the  kiln  is  allowed  to  cool  very  gradually. 

Fuel — ^About  a  half-ton  of  soft  coal  is  required  for  burning 
1000  bricks.  The  exact  quantity  depends  upon  the  nature  of 
the  clay,  the  quality  of  the  fuel,  and  the  skill  in  setting  the  kiln. 

Size  of  Kiln. — ^A  convenient  size  for  a  Idln  is  about  60  feet 
by  11  feet  internal  dimensions,  and  12  feet  high.  This  will  con- 
tain about  80,000  bricks.  The  fire-holes  are  3  feet  apart.  These 
kilns  are  often  made  12  feet 'wide,  but  11  feet  is  enough  to  bum 
through  properly. 

Time  of  Burning  and  Produce. — A  ViIti  takes  on  an  average  a 
week  to  bum,  and,  including  the  time  required  for  crowding  and 
emptying,  it  may  be  burnt  about  once  every  three  weeks,  or  ten 
times  in  an  average  season.  This  will  produce  about  800,000 
bricks,  that  is  about  as  many  as  would  be  turned  out  by  two 
moulders  in  full  work. 

The  bricks  in  the  centre  of  the  kUn  are  generally  well  burnt 
Those  at  the  bottom  are  likely  to  be  very  hard,  some  clinkered. 
Those  at  the  top  are  often  badly  burnt,  soft,  and  unfit  for  exterior 
work. 

A  modification  of  the  Scotch  Kiln  is  used  in  Essex  and  Suffolk.  The  floor 
is  made  with  openings  like  lattice  work,  through  which  the  heat  ascends 
from  arched  furnaces  underneath.^ 

Comparative  Advantages  of  Kiln  and  Clamp  Burning. — ^The 
following  advantages  are  claimed  for  kiln-buming  over  clamp* 
burning: — 

^  DobBon. 
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1.  In  kilns  the  bricks  are  nearly  all  turned  out  of  the  same 
quality,  being  equally  burnt,  and  are  more  uniform  in  colour;  where- 
as the  bricks  produced  from  different  parts  of  the  same  clamp 
vary  greatly  in  quality,  and  many  of  them  are  almost  useless. 

2.  For  kiln-buming  the  bricks  need  not  stand  so  long  on  the 
hacks  to  dry,  because  the  fires  in  the  kiln  can  be  regulated  so  as 
to  drive  off  the  moisture  gradually. 

This  prevents  warping,  which  often  occurs  with  bricks  clamped 
in  too  moist  a  condition. 

8.  Though  the  kiln-buming  requires  more  fuel,  yet  the  speed 
with  which  the  crowding,  burning,  and  discharging  take  place,  the 
absence  of  waste,  and  the  superior  quality  of  the  bricks  produced, 
render  it  preferable  even  from  an  economical  point  of  view. 

HoFFHA.ini's  Kiln  Ib  used  chiefly  in  brick-manufactories  on  a  large  scale, 
where  a  great  nnmber  of  bricks  is  required  annually,  and  a  continuous  supply 
has  to  be  kept  up  ;  but  it  is  also  employed  in  making  bricks  for  very  exten- 
sive works  where  several  millions  of  bricks  are  required. 

This  kiln  is  circular  in  plan. 

It  consists  of  an  annular  tunnel-shaped  chamber  (marked  1  to  12,  Y^g, 
1 1)  of  brickwork  lined  with  firebricks. 

Af  certain  equidistant  points  there  are  grooves  formed  in  the  sides  of  this 
annular  chamber^  so  that  it  can  be  screened  across  by  an  iron  shutter  tem- 
porarily inserted  (see  S,  Fig.  1 1)  at  any  of  these  points. 

The  portions  of  the  kiln  between  these  points  are  called  ''  chambers "  or 
''  compartments." 

They  are  marked  1  to  1 2  in  Fig.  1 1  ;  each  of  them  is  connected  by  means 
of  a  flue,  /,  with  a  high  central  chimney,  0. 

The  number  of  compartments  varies  in  different  kilns  from  8  to  24,  but  a 
1 2-chambered  kiln  is  found  hi  practice  to  be  the  most  convenient  for  the 
purpose  of  the  engineer  in  providing  a  temporary  brickfield  to  supply  special 
works. 

Each  flue  can  be  cut  off  from  the  chimney  by  lowering  upon  it  a  cast-iron 
damper,  d. 

Each  compartment  has  a  doorway  leading  outside  the  kiln,  marked  D  in 
the  figure.  This  doorway  can  be  filled  up  by  dry  brick  walls  with  sand 
packed  in  between  them. 

Fire-holes  with  covers  are  provided  at  /A,  Jh^  by  which  fuel  in  the  shape  of 
powdered  coal  may  be  supplied  to  the  bricks. 

The  object  of  tiiese  arrangements  is  to  utilise  all  the  heat  produced  by 
the  fuel,  and  thus  to  save  expense  in  firing. 

Thus  in  a  12-chambered  kiln  on  a  certain  day  the  chambers  might  be  in 
use  as  shown  in  Fig.  1 1. 

The  annular  chamber  is  closed  by  an  iron  shutter  at  S^  between  compart- 
ments 12  and  1. 

The  flue  from  Ko.  12  is  placed  in  communication  with  the  chimney  by 
raising  the  damper,  d^^  ;  all  the  other  dampers  are  dosed. 

The  state  of  things  is  then  as  follows : — *- 
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Chamber  No.  1  is  being  filled  with  raw  bricks. 

„         No.  2  is  being  emptied  of  cold  burnt  bricks. 

„         Nos.  3,  4,  5/  6  contain  bricks  which  have  been  burnt  and  are 

cooling. 
„         Nos.  7,  8  contain  bricks  which  are  being  burnt,  fuel  being  sup- 
plied to  them  through  the  fire-holes,  fhy  JK, 
„         Nos.  9,  10,  11,  12  are  drying  and  becoming  very  hot  under  the 
influence  of  the  heat  from  Nos.  7,  8. 

The  cold  air  is  entering  through  the  open  doors  of  1  and  2,  and  proceeds 
in  the  direction  shown  by  the  arrows.  Becoming  partly  heated  by  passing 
over  the  cooling  bricks  in  3,  4,  5,  6,  it  enters  7  and  8,  whence  it  goes  on  in 
a  highly  heated  state  to  dry  and  heat  the  raw  bricks  in  Nos.  9, 10,  11,  12. 
Meeting  the  screen  between  12  and  1,  it  passes  through  the  flue/^,,  goes  up 
at  d^^  into  the  chimney. 

The  next  day 

No.  2  would  be  filled  with  raw  bricks. 

No.  3  would  be  emptied  of  cold  burnt  bricks. 

Nos.  4,  5,  6,  7  would  contain  burnt  bricks  cooling. 

Nos.  8,  9  would  contain  bricks  burning. 

Nos.  10,  11,  12,  1  would  be  drying. 

The  screen  would  be  between  1  and  2,  and  the  smoke,  etc,  would  escape  up 
the  chimney  through  the  flue  f^  the  damper  d^  being  raised,  and  all  the  other 
dampers  down.     The  doors  Ds  Ds  would  be  open  ;  all  the  other  doors  shut 

A  similar  change  is  made  each  day,  so  that  the  kiln  bums  continuously^ 
never  being  allowed  to  go  out  except  for  repairs. 

Size  amd  Produce  of  Kiln. — ^Each  chamber,  if  made  about  36  feet  long,  15 
feet  mean  width,  and  8  feet  high,  will  hold  25,000  bricks. 

12  X  25,000  =  300,000  bricks  may  therefore  be  burnt  in  the  whole  kiln 
every  twelve  days,  or  (as  the  bricks  are  not  filled  in  or  unloaded  on  Sundays) 
say  once  a  fortnight. 

Such  a  kiln  will  therefore  bum  some  four  or  five  million  bricks  per  annum. 

Disadvantages. — The  great  drawback  to  the  use  of  Hoflmann's  kiln  is  the 
first  cost  of  its  construction. 

It  is  necessary  to  bum  some  six  to  ten  million  bricks  before  the  saving  in 
fuel  has  compensated  for  the  cost  of  building  the  kiln. 

It  is  therefore  not  adapted  for  burning  bricks  for  special  works  unless  they 
are  on  a  very  large  scale. 

It  is,  however,  the  most  economical  form  of  kiln  for  permanent  brick- 
making  works  turning  out  a  large  annual  supply  of  bricks. 

Advantages. — ^The  advantages  of  Hoffmann's  kiln  are — 

1.  Economy  of  Fxiel. — In  Scotch  and  similar  kilns  a  great  deal  of  the  heat 
from  the  burning  fuel,  and  also  all  the  heat  from  the  bricks  when  cooling, 
passes  away  and  is  wasted  ;  by  this  kiln  they  are  both  preserved,  and  utilised 
in  drying  and  heating  the  bricks  before  burning. 

The  result  is  that  only  2  to  3  cwt  of  coal  dust  and  slack,  costing  4d.  oi  5d., 
are  required  per  1000  bricks,  instead  of  half  a  ton  of  good  coal,  costing  48.  or  5s» 

The  prices  given  are  those  quoted  by  the  patentees,  and  vary  of  course  in 
different  localities. 

2.  There  being  no  rapid  draught,  the  hot  gases  fill  the  chambers,  and  the 
bricks  in  all  parts  of  the  kiln  are  burnt  equally  welL 
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3.  The  bricks  can  at  any  time  be  examined,  and  the  burning  regulated, 
through  the  fire-holes. 

4.  As  the  fuel  is  thrown  into  the  chambers  after  they  are  at  a  high  heat, 
wood,  turf,  or  coal  can  be  used. 

5.  The  charging  and  emptying  of  the  kiln  goes  on  continuously  and  with- 
out interruption,  so  that  a  regular  supply  of  bricks  can  be  maintained. 

6.  The  height  of  the  chambers,  only  8  or  9  feet,  is  such  that  there  is  no 
danger  of  crushing  the  lower  courses  when  the  bricks  are  raw  or  at  a  high 
temperature. 

7.  The  bricks  are  not  liable  to  injury  by  sudden  changes  of  temperature. 

8.  There  is  no  smoke,  as  the  combustion  of  the  fuel  is  perfect. 
ModificaXwM  of  Hoffrna/nv^B  Kilns  are  used  in  different  parts  of  the  country. 

In  many  of  them  the  chambers  are  differently  arranged.  They  are  often  placed 
in  a  straight  line,  and  the  waste  heat  from  each  is  utilised  in  a  somewhat 
similar  manner.  Among  these  may  be  mentioned  Lancaster's,  Morand's. 
Clayton's,  Pollock  and  Mitchell's,  and  Chamberlain  and  Wedekind's  kilns. 

JBuirs  patent  Semi-continuous  Kiln  is  said  to  utilise  the  waste  heat  and 
thoroughly  to  consume  the  fiiel,  without  expense  in  construction  of  a  very  large 
kiln.     The  expenditure  of  coal  is  stated  to  be  about  3  cwts.  per  1000  bricks. 

The  bricks  are  packed  in  a  somewhat  elaborate  manner.  The  whole  con- 
struction is  fully  explained  in  Engineering  of  the  2 2d  October  1875. 

Cupolas,  or,  as  they  are  locally  called,  ovens,  are  small  circular  domed 
kilns.  They  are  used  in  Staffordshire  for  the  celebrated  bricks  of  that  dis- 
trict (see  p.  ]  08).  They  are  sometimes  used  in  other  localities,  and  also  for 
burning  firebricks. 

Other  Forms  of  Eiln. — 'An  immense  number  of  different  kilns  are  in  use 
for  burning  bricks  and  tiles  of  special  descriptions.  New  forms  of  kQn  are 
invented  nearly  every  week.  It  would  be  impossible,  for  want  of  space,  to 
describe  even  a  few  of  these,  and  such  a  description,  if  given,  would  be  inte- 
resting to  the  manufacturer  rather  than  to  the  engineer  or  builder. 

Classifloation  of  Brioks. — Building  bricks  may,  for  the  pur- 
poses of  the  engineer  or  architect,  be  divided  into  three  classes. 

1.  Cutters  or  Bvibhers,  i.e.  bricks  intended  to  be  cut  or  rubbed 
to  some  shape  different  from  that  in  which  they  were  originally 
moulded. 

2.  Ordinary  Bricks,  intended  to  be  used  without  cutting  except 
where  required  to  form  the  bond. 

The  best  of  these  are  selected  for  fronts,  and  are  termed  facing 
bricks. 

Specially  hard  varieties  are  used  for  coping,  also  for  paving, 
quoins,  and  other  positions  where  they  will  be  subjected  to  unusual 
wear. 

3.  Uhderhimt  and  misshapen  Bricks,  only  fit  for  inside  work. 
Of  each  of  these  classes  there  are  in  most  brickfields  several 

varieties,  varying  in  quality  according  to  circumstances.  Their 
general  characteristics  are,  however,  as  follow : — 


I04  NO TES  ON  BUILDING  CONSTRUCTION 

Cutters  or  Bubbers  are  purposely  made  sufficiently  soft  to  be 
cut  approximately  to  the  shape  required  with  a  trowel,  and  then 
rubbed  to  a  smooth  face  and  to  an  accurate  shape. 

To  ensure  this  they  are  made  of  washed  earth  carefully  freed 
from  lumps  of  all  kinds,  and  uniform  in  composition  throughout 
its  mass. 

The  best  rubbers  are  burnt  to  a  point  a  little  short  of  vitrification. 

Inferior  kinds  are  often  stinted  in  firing ;  the  cohesion  between 
the  particles  is  small,  and  they  are  easily  destroyed  by  rain  or  frost. 

For  the  sake  of  durability  it  is  better  to  avoid  rubbers  in  all 
exposed  work,  and  to  use  "purpose-made"  bricks  moulded  to  the 
shape  required  and  thoroughly  well  burnt. 

This  is  often  done  in  good  work 

The  characteristics  of  good  rubbers  are  mentioned  at  page  111. 

Ordinary  BuiLDma  Bricks. — ^The  second  class  of  bricks  in- 
cludes the  bulk  of  those  required  for  building.  The  qualities  and 
characteristics  of  these  vary,  not  only  in  diflFerent  localities,  but 
also  in  the  same  brickyard  (see  p.  105). 

Such  bricks  are  made  either  from  washed  earth  or  malm,  from 
partly  washed  earth,  or  from  earth  which  has  merely  been  tem-  * 
pered,  not  washed  at  all. 

They  should  be  hard  and  well  shaped,  those  most  uniform  in 
colour,  being  selected  for  facing,  and  the  whole  of  the  remainder 
being  fit  to  use  for  good  sound  work. 

Underburnt  akd  Misshapen  Bricks. — ^The  underbumt  bricks 
of  the  third  class  are  generally  known  as  grizde  or  place  bricks, 
in  some  places  as  samel  bricks. 

They  are  always  soft  inside,  and  sometimes  outside  also,  are 
very  liable  to  decay,  and  unfit  for  good  work. 

They  are,  however,  often  used  for  the  inside  of  walls. 

Names  of  difEbrent  Varieties  of  Bricks. — ^As  before  mentioned, 
the  names  given  to  diflFerent  classes  of  bricks  vary  in  diflFerent 
districts,  and  even  in  diflFerent  brickfields  of  the  same  district 

Classification  op  Clamp-burnt  Bricks. — The  subjoiiied  list  of  the 
names  for  damp-burnt  bricks,  adopted  in  a  Kentish  brickfield  supplying  the 
London  market,  may  be  taken  as  a  specimen. 

Following  it  is  a  description  of  some  of  the  more  important  varieties. 

The  bricks  are  divided  generally  into  three  classes — Malms,  Washed,  and 
Corrvm/on — according  to  the  manner  in  which  the  earth  for  them  is  prepared 
(see  p.  91).  For  the  third  or  Common  class  the  earth  is  not  washed  at  aU. 
All  three  classes  are  moulded  and  burned  in  exactly  the  same  manner,  and 
are  then  further  sorted  into  a  number  of  varieties  according  to  the  manner 
in  which  they  have  been  affected  by  the  fire. 
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The  classes  are  subdivided  as  follows  : — 


'Cutters 
Best  Seconds 
Mean     do. 
Brown  Facing 
Hard  Paviors 
Shippers 
Bright  Stocks 
Qrizzle 
Place 


Paviors 


Malms 


Washed 


Common 


Shippers 
Stocks 
Hard  Stocks 
Grizzles 
Place 

Shippers 
Stocks 
Grizzles 
Bough  Stocks 
Place 


Price  per  Thousand  at  Brickfield. 

140/. 
70/. 
80/. 
65/. 
60/. 
32/6. 
37/6. 
19/. 
16/. 

28/6. 

20/. 

20/. 

17/. 

13/. 

28/. 
24/. 
16/. 
16/. 
12/. 


The  prices  above  mentioned  were  those  current  when  these  Notes  were 
revised.  The  prices  vary  of  course  from  time  to  time,  and  depend  upon 
seasons,  etc.  The  differences  between  them  serve,  however,  to  show  the 
relative  value  of  the  different  classes  of  bricks. 

Of  the  above  classes  aditrz  have  already  been  described. 

Seconds  are  similar  to  cutters,  but  with  some  slight  unevenness  of  colour. 

Bright  Fronts  are  the  corresponding  quality  from  '*  washed  "  earth. 

Foddng  Paviors  are  hard-burnt  malm  bricks  of  good  shape  and  colour 
used  for  facing  superior  walls. 

Hard  Pamors  are  rather  more  burned,  and  slightly  blemished  in  colour. 
They  are  used  for  superior  paving,  coping,  etc. 

Shippers  are  sound,  hard-burned  bricks,  not  quite  perfect  in  form.  They 
are  chiefiy  exported,  ships  taking  them  as  ballast. 

Stocks  are  hard-burned  bricks,  fairly  sound,  but  more  blemished  than 
shippers.     They  are  used  for  the  principal  mass  of  ordinary  good  work. 

Hard  Stocks  are  overbumt  bri<^8,  sound,  but  considerably  blemished  both 
in  form  and  colour.  They  are  used  for  ordinary  pavings,  for  footings,  and  in 
the  body  of  thick  walls. 

OrisszU  and  Place  bricks  are  underbumt  They  are  very  weak,  and  two 
out  of  five  ''  common  "  or  unwashed  place  bricks  are  allowed  to  be  bats,  the 
stones  left  in  the  unwashed  earth  making  them  very  liable  to  breakage. 

These  two  last-mentioned  descriptions  are  only  used  for  inferior  or  tem- 
porary work,  and  are  commonly  covered  with  cement  rendering  to  protect 
them  from,  the  weather  when  intended  to  be  permanent. 

Chuffs  are  bricks  upon  which  rain  has  fiedlen  while  they  were  hot,  making 
them  full  of  cracks,  and  perfectly  useless. 

Burrs  are  lumps  of  bricks  vitrified  and  run  together.  They  are  used  for' 
rough  walling,  artificial  rock-work.  etc. 
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Bats  are  broken  bricks. 

Of  the  above  varieties  those  from  '^  common  "  or  unwashed  clay  are  hardly 
ever  quite  perfect  in  form  on  account  of  the  stones  left  in  the  earth,  which 
make  them  shrink  unequally,  and  become  distorted  in  burning. 

Bricks  from  '^  washed  ^  clay  suffer  in  the  same  way  to  a  less  degree. 

Classification  of  Kiln-burnt  Bricks. — Eiln-bumt  bricks  are  generally 
pretty  equally  burnt,  and  are  classed  chiefly  according  to  the  process  by  which 
they  are  made. 

Thus  in  one  yard  the  classification  is  as  follows  ^« 

Patent  bricks. 
Common  hand-made. 
Copper  moulds. 
Pressed  bricks. 
Dressed  pressed  brickt*. 

In  another  yard  the  classes  are 

Best  white  pressed. 
Second  do.        do. 
Pink     do.      do. 
White  wire  cut. 
Second  do.  do. 
Pink     do.  do. 

The  Barham  Company's  bricks  are  thus  classified  in  their  circulars : — 

No.  1.  Pressed  Gault  (Facing). 

2.  Do.         (Mingled). 

3.  Do.         (Paviors). 
No.  1.  Wire  Cut  (Facing). 

2.  Do.      (as  they  rise  from  kiln). 

3.  Do.      (Mingled  or  discoloured). 

Varieties  of  Bricks  in  the  Market. — The  bricks  used  in  ordi- 
nary buildings  generally  are,  or  should  be,  the  best  that  are  made 
in  the  neighbourhood. 

Some  descriptions  of  bricks,  however,  are  universally  known, 
and  are  used  even  outside  the  locality  in  which  they  are  made, 
either  for  special  purposes,  or  in  buildings  of  such  importance  as 
to  justify  incurring  the  expense  of  carriage. 

A  few  of  the  more  important  of  these  varieties  may  now  be 
noticed. 

White  Bricks. — ^The  best  materials  from  which  to  make  white  hricks 
are  a  refractory  clay,  which  will  naturally  hum  to  pale  yellow  or  white,  and 
a  fine  white  or  yellow  sand,  which  vitrifies  slightly  under  a  strong  heat 

In  the  ahsence  of  such  material,  however,  every  clay  which  does  not  con- 
tain more  than  6  per  cent  of  iron  will  hum  into  a  white  hrick,  provided 
it  is  strong  enough  to  stand  a  sufficient  quantity  of  chalk  mixed  with  it. 
In  the  case  of  very  refractory  clays  the  mixture  with  a  large  proportion 
of  chalk  will  render  the  resulting  hrick  friable. 

The  processes  usually  gone  through  in  the  manufacture  of  white  bricks 
do  not  differ  very  materially  from  those  applied  to  other  bricks. 
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''The  best  mode  of  manufacture  is  to  grind  the  clay  diy,  mix  it  tho 
roughly  with  sand  while  dry,  and  then  through  a  press."  ^ 

White  bricks  are  frequently  burnt  in  close  kilns,  carefully  protected 
from  smoky  flames  and  soot,  thoroughly  burned  in  a  dead  heat,  and  allowed 
to  cool  down  ;  gradually,  or  the  faces  will  be  full  of  cracks. 

The  days  from  which  white  bricks  are  made  are  generally  heavy,  and 
they  are  in  such  case  lightened  by  being  made  hollow  or  perforated. 

Green  stains  are  often  noticed  on  the  surface  of  white  bricks  if  they  are 
underbumt 

These  stains  can  generally  be  rubbed  off  when  the  brick  is  dry  ;  if  they 
reappear  they  can  be  permanently  removed  ''  by  mixing  up  a  wash  of  day 
and  sand  of  which  the  brick  was  made  with  sulphate  of  copper,  painting 
over  the  brick  with  it,  and  leaving  it  till  it  is  perfectly  dry,  and  then 
rubbing  it  off  with  a  brush.'*  ^ 

White  bricks  may  be  procured  &om  several  parts  of  England.  Some  of 
the  best  come  from  Suffolk,  Essex,  Arsley,  Ewill  in  the  district  of  the  Med- 
way  ;  from  Dorsetshire  (Beaulieu  bricks  and  others) ;  from  the  London  brick- 
fields ;  from  Exbury  and  Cowes.  Others  are  made  in  Cambridgeshire, 
Devonshire,  Lincolnshire,  and  the  Midland  counties. 

A  few  of  the  best  known  varieties  will  be  further  noticed. 

Qault  Bbigkb  are  made  from  a  band  of  bluish  tenadous  day  which  lies 
between  the  Upper  and  Lower  Qreensand  formations. 

This  clay  in  its  natural  state  contains  sufficient  chalk  to  flux  the  mass, 
and  to  give  the  brick  a  white  colour. 

The  bricks  made  from  this  clay  are  of  very  good  quality  ;  extremdy  hard 
throughout,  very  durable,  but  difficult  to  cut. 

They  are  generally  white,  but  the  lower  qualities  have  a  pink  tinge 
caused  by  irregularities  in  burning. 

Bricks  made  from  Gault  clay  are  generally  very  heavy.  To  remedy  this 
a  large  frog  is  sometimes  formed  in  the  brick,  or  it  is  perforated  through- 
out its  thickness. 

Bricks  of  this  description  are  manufactured  by  the  Burham  Company  at 
Burham,  near  Rochester,  and  at  Aylesford,  near  Maidstone ;  also  at  Folke- 
stone, near  Hitchin,  and  at  other  place& 

Suffolk  white  Bricks  are  also  made  from  the  Gault  day. 

They  contain  a  very  large  proportion  of  sand  which  makes  them  useful 
for  rubbers. 

They  are  rather  soft  for  ordinary  building  purposes,  but  harden  in  time, 
which  is  attributed  to  the  silicic  add  in  the  clay  acting  upon  the  chalk  so 
as  to  form  some  of  it  into  a  silicate  of  lime. 

Beaulieu  Bricks,  of  a  light  straw  colour,  are  made  from  clay  dug  upon  the 
Beaulieu  river,  near  Southampton. 

BcUlingdon  Bricks,  made  by  Beart's  process  near  Sudbury,  in  Suffolk,  are 
much  used  for  facework. 

Beabt's  Patent  Bricks  are  made  at  Arsley,  near  Hitchin,  from  the  Gault  clay. 

There  are  different  classes.  "  White  rubbers,  hand-made,  moulded,  solid 
brick,  equal  to  the  best  Suffolks.  No.  1,  best  selected  white  facing  brick 
(pierced)  and  ordinary.  These  two  are  of  uniform  colour,  hard  and  well 
burnt,  and  used  extensivdy  for  facings.     No.  2,  mingled  red  and  pink,  vaxy 
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from  the  above  only  in  colour,  and  are  equal  in  every  respect  to  the  best 
made  stock  bricks.'*  ^ 

The  clay  contains  lime,  and  requires  to  be  burnt  with  great  care,  or  the 
lime  will  remain  in  a  quidc  state,  and  slake  after  the  brick  is  in  use. 

StaflfordBhire  Blue  Brioks  are  made  from  the  clays  and  marls  of  that 
county,  which  contain  from  7  to  10  per  cent  of  oxide  of  iron. 

They  are  burnt  in  circular  ovens  with  domed  tops,  being  raised  to  a  very 
high  temperature,  which  causes  the  peroxide  or  red  oxide  to  be  converted 
into  the  protoxide  or  black  oxide  of  iron. 

These  bricks  are  generally  of  a  dark-blue  or  nearly  black  colour,  with 
smooth  glassy  surfaces.  They  are  very  durable,  impervious  to  water,  and 
will  resist  enormous  pressure. 

Bricks  of  this  description  are  extensively  used  throughout  the  country  for 
paving,  coping,  channels,  and  other  special  purposes  in  which  great  hardness 
and  durability  are  required. 

For  building  ordinary  strong  work  the  second-^lase  Staffordshire  bricks  are 
more  suitable  than  the  first  quality,  as  the  former  have  rougher  surfaces  to 
which  the  mortar  adheres  more  firmly. 

An  inferior  class  of  these  bricks  is  made  by  the  use  of  a  surface  wash  of 
iron.     These  look  well  for  a  time,  but  the  colour  does  not  wear  well. 

Dtui  Bricki  are  blue  bricks,  for  which  coal-dust  is  used  in  moulding  instead 
of  sand.     They  have  glossy  surfaces,  are  very  hard,  and  are  used  for  paving.  ^ 

Red  and  Drab  coloured  bricks  are  also  made  in  Staffordshire.  The  former 
are  used  for  building,  and  the  latter  chiefly  as  a  fire-brick,  where  intense 
heat  is  not  required.' 

Tipton  Blue  Bricks  are  Staffordshire  blue  bricks  from  the  neighbourhood  of 
the  town  after  which  they  are  named. 

Black  Brioks  are  obtained  from  Cowbridge  in  South  Wales,  from  Maiden- 
head in  Berkshire,  and  from  other  places. 

Some  inferior  black  bricks  are  made  with  a  mixture  of  soot,  and  are  weak 
and  almost  useless. 

Farbham  Bed  Brioks  are  made  from  a  moderately  plastic  clay,  which  is 
found  in  veiy  deep  beds  around  the  town  of  Fareham,  and  in  other  places  in 
the  neighbourhood. 

They  are  dressed  or  batted  (as  described  at  p.  94)  when  partially  dry, 
and  thus  brought  to  a  very  true  surface.  They  are  also  carefully  burnt  in 
small  oven  kilns  holding  from  20,000  to  30,000  each. 

These  bricks  are  of  a  fine  deep-red  colour,  and  have  been  much  used  in 
London  for  superior  buildings. 

The  facework  of  St.  Thomas's  Hospital  is  of  Fareham  bricks,  and  many 
are  being  used  in  the  new  Law  Courts. 

Sometimes  these  bricks  are  rubbed  so  as  to  obtain  very  fine  surfaces  and 
thin  mortar  joints,  but  this  removal  of  the  outer  skin  is  bad,  as  it  tends  to 
make  the  brick  decay  quickly  under  atmospheric  influences. 

Nottingham  Patent  Bricks  are  made  by  the  dry  clay  process,  the  clay 
being  ground  and  subjected  to  pressure  of  about  200  tons  on  the  brick  in 
moulding. 

They  are  very  close  in  texture,  and  have  good  surfaces  and  anises,  but  they 
appear  to  be  deficient  in  toughness,  and  do  not  "  ring'*  properly  or  weather  welL 

They  are  of  a  dull  red  colour.     Many  of  them  are  burnt  in  Hoffinann's 

1  Gwilt.  '  Dobson. 
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kilns,  in  which  case  the  ends  are  generally  of  a  yellowish  shade.  This  is 
owing  to  the  ends  being  exposed  to  the  fire,  whereas  the  other  parts  of  the 
brick  are  protected. 

Sometimes  bricks  are  purposely  packed  on  end,  so  as  to  protect  the  ends 
from  fire,  make  them  red,  so  as  to  afford  headers  of  an  uniform  colour. 

These  bricks  were  used  for  part  of  the  St  Pancras  Station. 

liANOASHmii  Rbd  Pressed  Facing  Bricks  are  made  by  Platf  s  patent 
brickmaking  machine. 

I>atoli  Clinkers  are  small  bricks,  well  burnt,  very  hard,  vitrified  through- 
out, and  sometimes  warped. 

They  are  used  almost  entirely  for  paving. 

Adamantine  Clinkers  are  similar  bricks,  harder,  denser,  and  heavier,  of  a 
fine  pink-white  colour  and  smooth  surface. 

They  are  sometimes  chamfered  on  the  edge  so  as  to  give  a  firmer  foothold 
when  used  for  paving. 

TerrtHnetallic  Clinkers  are  bricks  of  the  same  size  and  shape,  made  from  a 
clay  which  is  burnt  very  hard  to  a  dark-brown  or  nearly  black  colour. 

Xlnamelled  Bricks  have  a  white  or  light  yellow  glazed  surfeice  like  that 
of  china. 

This  is  produced  by  a  thin  coating  of  white  material  over  the  brick,  which 
in  inferior  descriptions  is  apt  to  peel  off. 

Bricks  of  this  kind  are  much  used  for  the  sake  of  cleanliness  in  lavatories, 
urinals,  butchers'  shops,  dairies,  etc. ;  also  in  order  to  obtain  reflected  light^ 
as  in  some  of  the  imderground  railway  stations. 

Salted  Bricks  have  a  thin  glaze  over  their  surfaces,  produced  by  throw- 
ing salt  into  the  fire  during  the  burning  process. 

Moulded  Bricks  are  produced  in  every  variety  of  pattern,  from  simple 
sections  like  those  of  cornice,  plinth,  and  string-course  bricks,  already  men- 
tioned, up  to  the  most  elaborately  decorated  blocks  of  different  forms,  such  as 
voussoirs  for  arches,  diaper  patterns  for  walls,  panels,  string-courses,  etc. 

The  simpler  patterns  are  made  in  moulds  furmshed  with  shifting  sides  and 
ends  on  which  the  pattern  is  raised  or  sunk.  These  can  be  screened  up 
against  the  soft  clay,  and  then  released  so  as  to  liberate  the  moulded  brick. 

Sometimes  the  pattern  is  formed  on  the  stock-board,  or  on  a  plaster  cast 
which  takes  its  place. 

In  the  more  elaborate  patterns  iron  moulds  are  used,  which  are  opened 
and  closed  by  simple  machinery. 

Pethef^s  Ornamental  Bricks  are  made  by  the  Burham  Company  from  Qavlt 
clay  forced  into  a  hinged  iron  mould. 

They  can  be  made  to  almost  any  design,  however  elaborate,  and  afford  a 
cheap  and  very  durable  means  of  decoration. 

Fallette  Bricks  '^  rebated  on  edge  so  as  to  hold  a  l^inch  fillet  securely 
in  the  wall,  splayed  from  ^  inch  at  one  edge  to  ^  inch  at  the  other,  have  been 
occasionally  used  of  late  but  are  not  recommended,  as  the  advantage  gained  is 
not  to  be  compared  to  the  extra  labour  and  expense  involved."  ^ 

Concrete  Bricks  should  hardly  be  noticed  in  this  chapter,  as  they  are 
not  made  of  day,  and  they  do  not  require  burning. 

Bodm£it's  Bricks  consist  of  a  species  of  fine  concrete,  the  constituent  parts 
of  which  vary^  some  being  of  about  ^  to  |^  of  its  weight  of  sand  with  selenitic 
lime  or  cement,  others  of  black  furnace  slag  mixed  with  about  ^  of  its 
weight  of  lime  or  cement  according  to  quality. 

^  Seddon. 
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The  ingredients  are  filled  into  moulds,  and  subjected  to  considerable  pres- 
sure which  binds  the  particles  together. 

The  moulded  bricks  are  then  left  to  ripen  and  harden  out  of  doors  for  a 
period  which  varies  with  the  setting  properties  of  the  lime  or  cement  used. 

The  resulting  bricks  are  hard  and  dense,  with  good  arrises  and  surfaces, 
and  they  weigh  about  68  cwts.  a  thousand. 

The  cost  of  labour  for  making  these  bricks  is  said  to  be  firom  3s.  to  3s.  6d 
per  thousand.^ 

Wood's  Patent  Concrete  Bricks  are  similar  to  those  just  described.  They  are 
made  at  Middlesborough  from  slag  reduced  by  agitation  in  water  to  the  state 
of  sand.  The  slag  sand  is  ground  and  mixed  with  \  its  bulk  of  lime.  The 
mixture  is  forced  into  moulds  under  a  pressure  of  about  half  a  ton  per  square 
inch.     The  bricks  are  dried  in  the  air,  and  are  then  ready  for  use. 

These  bricks  may  be  made  with  ordinary  sand  or  crushed  stone  instead  of 
slag  sand. 

Slag  Bricks  are  made  by  running  molten  slag  into  iron  moulds.  The 
blocks  are  removed  while  the  interior  is  still  molten,  and  then  annealed  in 
ovens. 

CharacteriBtics  of  good  Bricks. — Freedom  from  Flaws  or  Lumps. 
-Good  building  bricks  should  be  sound,  free  from  cracks  and 


flaws,  also  from  stones,  or  lumps  of  any  kind. 

Lumps  of  lime,  however  smaH,  are  speciaUy  dangerous  j  they 
slake  when  the  brick  is  exposed  to  moisture,  and  split  it  to  pieces.- 

A  small  proportion  of  lime  finely  divided  and  disseminated 
throughout  the  mass  is  an  advantage,  as  it  affords  the  fiux  neces- 
sary for  the  proper  vitrification  of  the  brick. 

In  examining  a  brick,  lumps  of  any  kind  should  be  regarded 
with  suspicion  and  tested. 

Shape  and  Surface, — In  order  to  ensure  good  brickwork  the 
bricks  must  be  regular  in  shape  and  uniform  in  size. 

Their  arrises  (or  edges)  should  be  square,  straight,  and  sharply 
defined. 

Their  surfaces  should  be  even,  not  hollow ;  not  too  smooth,  or 
the  mortar  will  not  adhere  to  them. 

Absorption, — ^The  proportion  of  water  that  a  brick  will  absorb 
is  a  very  good  indication  of  its  quality. 

Insufficiently  burnt  bricks  absorb  a  large  proportion  and  are 
sure  to  decay  i  a  short  time.  ^ 

It  is  generally  stated  in  books  that  a  good  brick  should  not 
absorb  more  than  -^  of  its  weight  of  water. 

The  absorption  of  average  bricks  is,  however,  generally  about 
\  of  their  weights,  and  it  is  only  very  highly  vitrified  bricks  that 
take  up  so  little  as  -^  or  ■^,     (See  p.  114.) 

'  Spons'  lUuetrated  Price  Book. 
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TesAwrt, — ^Good  bricks  should  be  haard,  and  burnt  so  thoroughly 
that  there  is  incipient  vitrification  all  through  the  brick. 

This  may  be  seen  by  examining  a  fractured  surface,  or  the    * 
surface  may  be  tested  with  a  knife,  which  will  make  hardly  any 
impression  upon  it  unless  the  brick  is  underburnt. 

A  brick  thoroughly  burnt  and  sound  will  give  out  a  ringing 
sound  when  struck  against  another.  A  dull  sound  indicates  a 
soft  or  shaky  brick. 

A  weU-bumt  brick  will  be  very  hard,  and  possesses  great 
power  of  resistance  to  compression.     (See  p.  115.) 

Chakacteristics  of  Good  Rubbers. — ^A  really  first-class  rubber 
(see  p.  104)  will  not  be  easily  scored  by  a  knife  even  in  the 
centre,  and  the  finger  will  make  no  impression  upon  it. 

Such  a  brick  will  be  of  uniform  texture,  compact,  regular  in 
colour  and  size,  free  from  flaws  of  any  description. 

Method  of  dUtmguiMng  Clamp-bnmt,  KilTirbumt,  and  Machine-made 
Biicla. — ^In  clamp-huint  bricks  the  traces  of  the  breeze  mixed  with  the  clay 
can  generally  be  seen. 

Eihi-bumt  bricks  very  often  have  light  and  dark  stripes  upon  their  sides, 
caused  by  their  being  arranged  while  bnming  with  intervals  between  them. 
Where  the  brick  is  exposed  it  is  burnt  to  a  light  colour  ;  where  it  rests  upon 
or  against  other  bricks  it  is  dark. 

In  some  cases  care  is  taken  to  prevent  this,  and  the  best  kiln-burnt  bricks 
are  of  an  uniform  colour. 

Machine-made  bricks  may  generally  easily  be  distinguished,  if  wire-cut,  by 
the  marks  of  the  wires  ;  if  moulded,  by  the  peculiar  form  of  the  mould,  letters 
on  the  surface,  etc.,  or  sometimes  by  having  a  frog  on  both  sides. 

In  many  cases  the  marks  made  by  pronged  forks,  used  for  hacking  the 
bricks,  may  be  seen  on  their  sides. 

Size  and  Weight  of  Bricks. — Before  the  year  1839  a  duty 
was  paid  upon  bricks ;  their  size  was  then  practically  fixed  by  Act 
of  Parliament,  and  it  has  since  remained  materially  imaltered. 

Ordinary  bricks  in  the  neighbourhood  of  London  are  about  8^ 
inches  long,  4^  wide,  and  2i^  inches  thick,  and  weigh  about  7 
lbs.  each. 

In  different  parts  of  the  country  the  size  and  weight  vary 
slightly ;  in  the  north  of  England  and  in  Scotland  they  are  larger 
and  heavier.     (See  p.  112.) 

A  very  large  brick  is  inconvenient  for  an  ordinary  man  to  grasp, 
and  a  heavy  brick  fatigues  the  bricklayer,  who  has  to  lift  it  when 
wet  and  lay  it  with  one  hand. 

In  order  to  obtain  good  brickwork  it  is  important  that  the 
length  of  each  brick  should  just  exceed  twice  its  breadth  by  the    (^ 
thickness  of  a  mortar  joint. 
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The  following  Table  gives  the  Size  and  Weight  of  some  of  the 
,   best  known  varieties  of  Bricks  in  this  country.    See  also  Tables, 
pages  114,  115. 


Size  in  Ikchbb. 

Weioht. 
Lbs. 

Weight 

FEB  1000  IK 
CWTB. 

London  Stock 

8i 

4i 

2} 

6-81 

60} 

Red  Kiln     .... 

81 

4i 

2? 

7.-0 

68 

Fareham  Reds 

8-6 

415 

2-6 

6-8 

56-2  G 

Do.      Rubbers    . 

10-9 

4-8 

2-9 

8-8 

78-5  G 

Catty  Brook  Preiwed  Brick  (near 
Bristol) ' 

H 

4 

3 

9-6 

85 

Bridgewater  Red  Brick 

8-75 

4-3 

2-75 

Lancashire  Red  Pressed  Facing  Brick 

9 

H 

3 

8*9 

80 

Pressed  Brick  from  Leeds   . 

9-5 

4-6 

8-6 

10 

89 

Scotch  Brick  from  Sandjrfauld,  near 
Glasgow 

9-5 

4-6 

8-6 

97 

86-6 

Bricks  made  from  Bhdze  near  Glasgow 

9 

4-8 

8-4 

8 -a 

77 

Scotch  Brick  from  Elgin  (used  for 
partitions) 

12 

6 

8 

Irish  Brick  from  Athy 

8- 

8! 

2f 

Burham  Wire  Cut  . 

Z'^ 

4-0 

2-6 

6-4 

58-2  G 

Do.        Pressed  . 

875 

4-2 

27 

6-1 

54.5  G 

Suffolk  Brimstone  . 

9 

4-6 

2-6 

6*8 

607  G 

Do.     White 

9-2 

4-8 

2-6 

6-3 

56-2  G 

Staffordshire  thin  Paying    . 

9 

44 

8 

8-9 

80 

Do. 

9 

4i 

2 

6-1 

^5 

Staffordshire  Brick-on-edge,  for  edge 
paving 

9 

S 

84 

7-8 

70 

Tipton  Blue 

9 

44 

8 

10 

89 

Adamantine  Clinker 

6 

2i 

1} 

2 

18 

Dutch  Clinker 

6i 

8 

14 

1-55 

14 

The  Flgurea  marked  G  are  from  Grant's  Experiments,  Proeeedinga  Inst.  Civ.  Enginecn, 

vol.  XXV.  p.  35. 
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Tests  for  Brioks. — The  best  method  of  testing  bricks  l3  to 
see  if  they  ring  when  struck  together ;  to  ascertain  their  hardness 
by  throwing  them  on  to  the  ground,  or  by  striking  them  against 
other  bricks. 

The  fractured  surface  should  also  be  examined  in  order  to 
ascertain  if  it  exhibits  the  characteristics  mentioned  at  page  111. 

Brard's  test  is  sometimes  used  for  bricks,  but  is  not  of  much 
practical  benefit,  for  the  reasons  stated  at  page  11. 

The  amount  of  water  absorbed  by  bricks  is  to  a  certain  extent 
an  indication  of  their  quality,  and  their  resistance  to  compression, 
either  singly  or  when  built  into  brickwork,  will  show  whether 
they  are  strong  enough  for  the  purpose  required. 

The  following  Table  shows  the  weight  and  absorption  of  seve- 
ral different  classes  of  bricks.  The  results  marked  L  are  from 
experiments  made  by  Mr.  Baldwin  Latham.^  The  remainder  are 
the  results  of  experiments  made  by  a  friend  of  the  present 
writer's. 

^  Latham's  Sanitary  Engineering. 


B.  C. — m 
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Table  showing  Absoeption  of  Water  by  Different  Varieties 

OF  Bricks. 


description  OF  BRICK. 

WnOHTB 
WHRN  DBT. 

Fl&CSMTAOB  OP 

Watek 
absorbed. 

{ 

LB.            OZ. 

Malm  Cutters 

4        15 

22 

Malm  Best  Seconds  . 

5          li 

20 

Malm  Brown  Facing  Paviors 

5          Oi 

17 

Do.    Hard  Paviors  . 

4        18 

»4 

Washed  Bright  Yellow  Fronts 

5          1 

20 

Malm  Shippers 

6          U 

8i 

Malm  Bright  Stocks  . 

4        ISi 

22 

Washed        do.          .            , 

5          Oi 

16 

Common  Shippers     . 

6          0} 

9 

Common  Grey  Stocks 

6          0 

104 

Do.      Hard    do.  . 

5          01 

74 

Malm  Grizzles 

4        184 

22 

Do.     Place  .            .            .            . 

5          Oi 

21 

Common  Place 

5          04 

20 

Washed  Shippers 

5          2 

10 

Do.     Hard  Stocks 

4        154 

4i 

Do.     Grizzle 

5          0 

21 

Common  Grizzle 

5          1 

18 

Washed  Place 

5          0 

21 

Staffordshire  Dressed  Bine    . 

9          5 

2-8  L 

Do.           Pressed  Blue     . 

8        11 

87  L 

Do.          Common  Blue  . 

9          0 

6-5  L 

Do.           Bastard 

9          8 

11-8  L 

Machine-made  Red    . 

9        14 

9-9  L 

Do.          from  Leeds    . 

10          0 

10-0 

Wire-cut  White  Gault 

6          8 

190  L 

Pressed  Gault 

5        12 

19-5  L 

Brown  Glazed  Brick  . 

8          6 

1 

8-6  L 
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Strength  of  Bricks. — In  practice  bricks  are  subjected  to  com- 
pression, and  sometimes  to  transverse  stress,  but  not  to  tension^ 

The  compressive  stress  brought  upon  evenly-bedded  bricks  is 
generally  far  less  than  they  are  able  to  bear. 

In  some  cases,  however,  as  in  arches  and  retaining  walls,  the 
stress  may  be  concentrated  upon  a  small  portion  of  the  brick,  or 
the  same  effect  may  be  produced  by  the  bed  of  the  brick  being 
uneven. 

Such  concentrated  stresses  are  apt  to  crack  the  portion  of  the 
brick  upon  which  they  act. 


Eesistance  of  Bricks  to  Compression. 


DESCBIPTtON  OF  BRZCK. 

Dimensions  of 
Specimen. 

Area 
exposed  to 
Crushing. 

Average 

Weiffht 

under 

which 

Brick 

Cracked. 

Average 
Weisht 
required 
to  crush 
Brick. 

Weight 

required 

per  Skraare 

to  crush 
Brick. 

Authority. 

Length. 

Biesdth. 

Thickness. 

Unbnmt  Brick 

8-875 

4-875 

2-875 

Sq.  Inches. 
38-83 

Tons. 
1-0 

Tons. 
9-0 

Tons. 
•23 

G 

Common  Red    . 

9-07 

4-27 

3  0 

38-7 

9-5 

57*0 

0-96 

L 

Machine-made  formed 
Red 

9-3 

4-4 

3-8 

40-9 

23 

S3 

-791 

L 

Common  Stock 

8-9 

4-07 

2-55 

36-2 

10 

128    • 

3-558 

L 

Sittingboome  Stocks 

8-81 

4-13 

2-50 

36-35 

5-7 

38-9 

-98 

G 

Fareham  Reds  . 

8-50 

4-25 

2-62 

36  13 

8-42 

26  1 

•72 

G 

Do.       Rubbers 

10-19 

4-88 

2-94 

49-64 

1-40 

15-7 

•32 

G 

Tipton  Blue 

8-76 

4-31 

2-50 

37-73 

21-26 

95-20 

•39 

G 

Exbury  Best 

8-876 

4-25 

2-75 

37-73 

21-0 

28-5 

•76 

G 

Do.      Second 

8-875 

4-25 

2-75 

37-73 

21-0 

39  0 

-77 

G 

Do.      Thini  . 

8-50 

4-1 

2-6 

35-06 

11-3 

29-0 

-88 

G 

Suffolk  Brimstone     . 

9-06 

4-56 

2-69 

41-34 

5  1 

31  0 

•77 

G 

Da     Best  Whites  . 

919 

4-56 

2-62 

41-9 

5-1 

19-6 

•47 

G 

Gault 

8-75 

4-25 

2-75 

37-18 

12-7 

35-1 

•94 

G 

Wire-cut  White  Gaul t 

9-04 

4-33 

2-72 

39-1 

11-0 

53 

1-35 

L 

Pressed  Ganlt  . 

8-9 

4-33 

2-68 

38-2 

8-0 

46-5 

1-23 

L 

Gault  Wire-cut,  No.  2 

8-63 

4-0 

2-63 

34-50 

6-4 

32-90 

•95 

G 

Do.   Pressed,  No.  1 

8-76 

4-19 

2-69 

36-64 

7-4 

36-80 

1^0 

G 

Staffordfthire  Dressed 
Blue 

9-07 

4-47 

2-97 

40-3 

15-5 

114- 

2-803 

L 

Staffordshire  Pressed 
Blue 

8-93 

4-46 

2-88 

39-8 

21-5 

73 

1-861 

L 

Staffordshire  Common 
Blue 

9-39 

4-38 

3-01 

41-1 

13-0 

39 

•954 

L 

Staffordshire  Bastard 

9-28 

4-58 

3-21 

41-2 

27-0 

41-6 

1-006 

L 

Brown  Glazed  Brick 

9  0 

4-39 

3-39 

39-5 

16 

23 

•579 

L 

0,  Grant's  Experii 

nents,  Proo 

tadingu  Intt 

,  Civ.  Eitgii 

i«r«,  voL  X 

XV.  pp.  35-2 

8. 

L.] 

[Baldwin  U 

tham's  San 

Itary  Engin 

eeriva.  p.  1 

22. 
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The  resistance  of  bricks  to  crushing  is  much  reduced  when 
they  are  built  into  work,  being  greatly  influenced  by  the  nature 
of  the  mortar  used. 

The  following  are  the  results  of  experiments  made  by  Mr. 
Kirkaldy  for  the  new  Blackfriars  Bridge : — 


Bricks  used  in  Piers. 

Size  of 
Piers. 

Cementing  Material. 

Tons  per 

Foot  sup. 

At  which 
failure 

At  which 
crushing 

began. 

took  place. 

Inches 

Gonmion  Stocks,  recessed  one  side 

14x14 

Lime  Mortar 

17 

27 

Do.                      do. 

Do. 

Do. 

21 

30 

Bed  Bricks  (machine  made) 

Do. 

Do. 

20 

40 

Do.         (hand  made)    . 

Do. 

Do. 

20 

86 

Gault  Bricks      .... 

Do. 

Roman  Cemeut 

24 

59 

Do.     ..... 

9x9 

Do. 

54 

72 

Clark's  Sudbury  (machine  made) 

Do. 

Portland  Cement 

49 

76 

Uxbridge  Red  (hand  made) 

Do. 

Do. 

44 

53 

Transverse  Siraigih  of  Bricks, — The  only  records,  known  to 
the  writer,  of  experiments  on  the  transverse  strength  of  bricks 
do  not  state  how  the  weight  was  applied,  so  that  they  are  value- 
less. 

Tensile  Strength  of  Brick, — The  tenacity  of  brick  is  given  by 
the  late  Professor  Eankine  as  varying  from  280  to  300  lbs.  per 
square  inch. 

The  writer  is  not  aware  of  any  reliable  record  of  experiments 
on  this  point. 

Different  Forms  of  Bricks. — The  different  forms  in  ivhich  bricks  are 
zuade  for  special  purposes  are  almost  innumerable. 

It  would  not  be  worth  while,  even  if  space  were  available,  to  describe 
them  all  ;  but  a  few  of  the  principal  varieties  may  be  mentioned. 

Ordinary  Bricks  are  of  rectangular  section,  both  longitudinally  and  trans- 
versely, and  solid  throughout     They  have  already  been  described. 

Purpose-made  Bricks  are  those  which  are  specially  moulded  to  shapes  suited 
for  particular  situations,  such,  for  example,  as  the  voussoirs  of  arches  struck  to 
a  quick  curve,  the  comers  of  obtuse-angled  structures,  etc.  etc. 

There  are  several  advantages  in  having  the  bricks  thus  purpose-moulded  : 
cutting  is  saved,  and  the  surface-skin  of  the  brick  is  left  intact,  which  enables 
the  brick  to  resist  the  weather  far  better  than  if  the  surface  were  removed  by 
cutting. 

Arch  Bricks  are  shaped  as  voussoirs  of  arches. 

Compass  Bricks  taper  in  one  direction  at  least  If  they  taper  in  thickness 
they  are  suitable  for  the  voussoirs  of  an  arch,  and  are  called  Arch  bricks  or 
Sider^oedge  bricks.  If,  however,  the  thickness  is  constant,  and  they  vary 
gradually  in  width,  they  are  useful  for  steining  walls,  and  are  sometimes 
called  Bullheads. 

The  name  Compass  bricks  is  sometimes  applied  only  to  bricks  tApering  in 
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both  directions,  as  in  Fig.  13.  Such  bricks  are  used  for  parts  of  furnaces 
etc.  etc. 

Perforated  Bricks  (Fig.  14)  have  cylindrical  holes  through  their  thickness, 
which  makes  them  easier  to  bum  (because  the  fire  can  penetrate  them  more 
thoroughly),  and  lighter  to  handla 

Such  bricks  are  often  made  from  the  denser  and  heavier  clays. 

An  objection  sometimes  stated  against  them  is  that  they  transmit  sound 
readily. 

S]plit8  are  bricks  of  the  ordinary  area,  but  of  reduced  thickness,  being  9 
inches  by  4  J  inches  wide,  and  1, 1  J,  or  2  inches  in  thickness. 

Soaps  are  bricks  9  inches  long,  2j  inches  wide  and  2 J  inches  thick. 


.j^^»*  «  o  o  •  •  ^^ 


Fig.  13. 


Fig.  14. 


Angle  Brick.       Stretcher.        Header. 
Fig.  15.  Fig.  16.  Fig.  17. 


Some  varieties  of  these  bricks,  pierced  with  elaborate  patterns,  and  used  for 
ventilating  purposes,  are  made  in  stoneware  and  terracotta  (see  p.  134). 

Hollow  Bricks  should  be  moulded  from  the  best  and  most  homogeneous 
clay.  They  may  be  of  large  size,  as  their  shape  enables  them  to  be  thoroughly 
burnt,  and  makes  them  lighter  to  handle. 

There  are  a  great  many  forms  of  these  bricks  used  for  building  hollow 
walls. 

Figs.  15,  16,  17  show  hollow  bricks  made  by  Messrs.  Clayton,  Son,  and 
Howlett's  machines. 

The  three  figures  show  an  angle  brick,  stretcher,  and  header  in  position 
as  for  the  angle  of  a  wall,  but  spread  out  so  as  to  show  their  construction. 
They  are  so  arranged  that  a  solid  side  or  end  is  always  presented  on  the  face 
of  the  walL 

In  other  forms  the  perforations  are  somewhat  different ;  for  example,  as  in 
Figs.  18,  19 — 


Header. 
Fig.  18. 


Stretcher. 
Fig.  19. 


Fig.  20. 


The  form  and  use  of  other  hollow  bricks  are  shown  by  the  section,  Fig.  27. 

Tubular  Bricks  are  hollow  bricks  in  which  there  is  one  large  perforation 
running  through  the  length  of  the  brick. 

Tubular  bricks  are  also  made  in  the  form  shown  in  Fig.  20,  so  that  several 
of  them  built  up  together  form  a  pillar. 

Somewhat  similar  bricks,  but  flat,  instead  of  round,  are  made  for  building 
up  pilasters.  , 
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PUnA,  Ooraiee,  and  String-Couru  Brick*  are  made  of  sevetal  patteme. 


"^^ 


^3 


Fig.  21. 


Fig.  22. 


Fig.  23. 
s  to  ba  bailt  ii 


Fig.  21. 
ta  headers  and  stretchen, 


They  have  to  be  ananged  t 
and  also  for  angles. 

ThuB  Figs.  21   to  z  4  are  all  plinth  bricka :  a  is  a  stretcher,  b  a  header, 
e  an  external  angle,  d  an  internal  angle. 

Those  that  are  intended  to  project  should  have  a  throat  on  the  lower  side, 
as  in  Fig.  as. 

Sometimes  several  different  forms  of  moulded  bricks  are  combined  to  form 


^: 


Fig,  25.  Fig.  28.  Fig.  27. 

a  cornice,  as  in  Figa.  26,  27,  which  are  from  an  advertisement  by  the  Broom- 
hall  Company. 

Bricks  shaped  like  o,  Fig.  36,  are  known  as  Hollow  Cornict;  those  of 
section  like  p  are  FvXl  Cornict,  while  q  and  r  aie  Mouldtd  Comiee  bricla. 

S)  Q  O  [:3 

Fig.  29.  Fig.  29.  Fig.  30.  Fig.  81. 

Itoand-endedand  BtUt-noud  Briela. — Figs.  28  and  29  are  for  use  at  comers 
where  sharp  arrises  would  be  liable  to  damage. 

Splay  Bridct  are  bevelled  off  on  one  side,  like  Fig.  30,  They  ore  some- 
times called  *lopu. 

DcnihU  Cant  Bricks  have  a  splay  on  both  sides,  like  Fig.  31. 


^ 


Fig.  32. 
Paviiujt  a 


Hg.  OJ.  Fig.  34.  Fig.  35. 

!  made  generally  of  dark  blue  St&ffordshiie  ware,  very  hard,  the 
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sarfeuies  rendered  less  slippery  by  being  indented  with  flutes,  or  with  a 
diamond  pattern.     See  Figs.  32,  33. 

GvXUr  BrickSy  called  also  Channel  and  Sough  bricks,  are  made  of  various 
sections,  such  as  that  in  Fig.  34,  which  shows  a  gutter  brick  with  stop  end. 

Drain  Bricks  are  of  the  form  shown  in  Fig.  35.  A  number  of  these 
placed  side  by  side  form  a  suitable  floor  for  a  cattle-shed,  or  for  any 
building  where  much  liquid  falls  on  the  floor,  and  has  to  be  carried  off 
at  once. 

Coping  Bricks  are  made  of  several  different  sections  to  suit  walls  of  dif- 
ferent thicknesses. 


Fig.  86. 

When  they  are  to  project  they  should  always  be  throated  as  in  Fig.  37. 

They  are  either  prepajred  to  receive  palisades,  as  in  Fig.  36,  or  left  plain 
with  a  curved  or  an  angular  top  as  in  Fig.  37. 

Copings  for  Platforms  and  Wing  Walls  are  for  railway  or  other  platforms, 
and  for  retaining  and  wing  walls.  They  are  made  either  plain,  or  (for  plat- 
forms) with  indented  or  fluted  surfaces. 


Fig.  38. 

Coping  bricks  are  made  of  considerable  size,  even  as  large  as  18  inches 
by  6  inches  by  6  inches. 

Stopped  ends  and  angles  are  made  for  all  coping  bricks. 


Fig.  89. 


Fig.  40. 


Fig.  41. 


Keth  Bricks  for  footpaths  are  made  of  the  section  shown  in  Fig.  39,  and  0! 
other  sections. 

Tunnel  Heads  are  of  the  form  shown  in  Fig.  40,  and  are  made  gener- 
ally in  fireclay  for  parts  of  furnaces. 

BoHer  Seatings^  of  the  shape  shown  in  Fig.  41,  are  also  made  in  fireclay. 

Besides  the  forms  of  bricks  above  illustrated,  there  are  several  which 
cannot  be  described,  such  as  Binh  bricks^  made  in  the  form  of  a  dished  sink  - 
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Manger  bricks,  which  when  put  together  form  a  manger ;  SiU  tricks,  which 
are  shaped  like  the  centre  and  ends  of  a  stone  cilL 

Colouring  Brioka.^ — Bricks  may  he  coloured  either  (1)  hy  mixing  suh- 
stances  with  the  clay  which  will  produce  the  required  colour  when  burnt ;  or 
(2)  by  dipping  the  brick  in  colouring  matter  after  it  is  burnt 

The  former  method  may  be  adopted  when  the  colouring  matter  lb  cheap 
and  plentiful ;  the  latter  when  it  is  expensive. 

(I.)  When  the  colours  are  mixed  with  the  clay  it  should  be  remembered 
that  red  ochre  burns  vellow. 

Yellow  ochre  bums  red. 

Iron  bums  red  at  low  temperature  ;  black  at  high  temperature. 

Manganese  bums  black. 

T  J.         \  \    retain  their  colours  when  exposed  even  to  a  white 

Indian  red,  V       ,  ^ 

French  ultramarine,  )        ^^^ 

The  above-mentioned  colours  may  be  mixed  with  the  clay  in  different  pro- 
portions according  to  the  tint  required. 

(2.)  When  bricks  are  to  be  coloured  by  dipping,  the  colouring  matter  is 
added  to  a  mixture  of  linseed  oil  and  turpentine,  containing  a  little  litharge 
as  a  drier.  ' 

The  colouring  matters  used  are  as  follows  : — 

In  dark  red  bricks,  Indian  red. 

„  blue  „       French  ultramarine, 

„  black  „      manganese. 

»>  &^7  n      white  lead  and  manganese. 

The  bricks  are  heated  on  an  iron  plate,  and  dipped  when  hot,  then  slightly 
washed  with  cold  water,  and  allowed  to  dry. 

If  the  brick  be  burnt  after  being  dipped,  it  will  be  covered  with  a  glaze. 

The  colour  penetrates  about  ^  inch  into  ordinary  porous  bricks  (not  so  far 
into  terracotta),  and  it  stands  the  weather  well. 

If  the  bricks  cannot  conveniently  be  heated  and  dipped,  the  liquid  may  be 
heated  and  laid  on. 


FIRECLAY  AND  FIREBRICKS. 

Fireclay  is  the  name  given  to  any  day  which  is  capable  of 
standing  a  high  temperature  without  melting  or  becoming  soft 
Such  clays  are  also  called  refractory. 

Uses  in  Building. — ^Fireclay  is  required  in  buildings  for  setting 
stoves,  ovens,  backs  of  ranges,  etc. 

It  is  also  used  for  the  manufacture  of  firebricks,  fire  lumps, 
drain  pipes,  chimney  pots,  and  other  similar  articles. 

fVliere  found. — Clay  of  this  description  abounds  in  the  coal- 
measures,  just  beneath  the  several  seams  of  coaL 

The  following  list  gives  some  of  the  counties  in  which  fireclay 

*  Roorkee  Treatise  of  Civil  Engineering. 
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is  found,  together  with  the  localities  producing  the  best  known 
descriptions : — 

Ayrshire    .         .  Kibnamock,  Deau^  Hillhead,  PercetoiL 

Buckinghamshire  Hedgerley. 

Cornwall    .         .  .St.  Austells. 


Derbyshire 

Devonshire 

Dorsetshire 

Fife 

Lanarkshire 

Monmonthshire 

Northumberland 

South  Wales 

Staffordshire 


Burton-on-Trent. 

Plympton. 

Poole. 

LillyhiU. 

Gamkirk,  Glenboig. 

Newport 

Newcastle-on-Tyne. 

Dowlais,  Neath. 

Brierly  Hill,  Wolverhampton. 


Worceatershire  .  \  St°"rbridge,    Dudley,   Tipton,    Hanfortl, 

(       Gomal,  etc. 
Yorkshire  .  Wortley  (near  Leeds),  Elland,  Stannington,  etc 

Comifosition. — A  refractory  fireclay  will  contain  nearly  pure 
hydrated  silicate  of  alumina. 

The  more  alumina  that  there  is  in  proportion  to  the  silica,  the 
more  infusible  will  be  the  clay. 

The  composition  of  different  fireclays  varies,  however,  con- 
siderably. 

They  contain 

From  59  to  96  per  cent  siL'ca. 
„       2  to  86       „        alumina. 
„       2  to     5        „         oxide  of  iron. 

A  very  small  percentage  of  lime,  magnesia,  potash,  soda. 

Tlie  fire-resisting  properties  of  the  clay  depend  chiefly  upon 
the  relative  proportions  of  these  constituents. 

If  the  oxide  of  iron  or  the  alkalies  are  present  in  large  propor- 
tion, they  act  as  a  flux,  and  cause  fusion ;  the  clay  is  no  longer 
fireproof  or  refractory. 

It  will  not,  however,  be  necessary  to  enter  in  detail  upon  the 
part  played  by  eacfh  of  the  constituents  that  are  found  in  fire- 
clay. These  constituents  are  the  same  as  those  found  in  brick 
earth  (though  their  proportions  are  different),  and  the  efiect  they 
produce  upon  the  clay  is  the  same  in  both  cases  (see  p.  86). 

The  presence  of  an  extremely  small  proportion  of  lime,  potash, 
or  soda,  may,  however,  improve  the  clay,  by  soldering  the  par- 
ticles firmly  together.^ 

When  a  clay  containing  iron  requires  the  addition  of  sand  to 

^  Percy's  Metallurgy, 
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prevent  its  cracking,  it  is  a  common  practice  to  add  burnt  clay 
instead,  so  as  to  produce  the  same  beneficial  effect  without  risk 
of  making  the  clay  fusible. 

The  chemical  analysis  of  a  clay  is  not  a  very  safe  criterion  of 
its  qualities.  The  silica  shown  may  be  either  soluble  silica  in- 
fluencing the  chemical  constitution  of  the  clay,  or  it  may  be  sand 
which  is  chemically  inert. 

In  the  analysis  there  is  no  distinction  made  between  the  two. 

"  A  good  fireclay  should  have  an  uniform  texture,  a  somewhat 
greasy  feel,  and  be  free  from  any  of  the  alkaline  earths."  ^ 

The  following  Table  shows  the  Analyses  of  different  Clays 
used  for  the  manufacture  of  Firebricks  : — 


SiO,. 

A1,0^. 

KO. 

NaO. 

CaO. 

MgO. 

FeO. 

Fe,0^. 

Water. 

Oipmic 
Hatter. 

i 

OQ 

51-80 

Alumina. 

£ 

t 

• 

a 
1 

Protoxide 
Iron. 

Peroxide 
Iron. 

1 

Organic 
Matter. 

Brierly  Hill,   Staflford- 
shire,                       P 

30-40 

•  ■  • 

Trace 

•  •• 

0-60 

414 

•  •  • 

1311 

Burton-on-Trent,        G 

68-08 

36-89 

-20 

1-88 

•55 

-14 

•  •  • 

2-26 

Cornwall,                     P 

46-32 

39-74 

•  •  ■ 

•  •  ■ 

0-36 

0-44 

0-27 

•  •  • 

24-75 

Dinaa,                          G 

97-62 

1-4 

-10 

-10 

•29 

•  •  ■ 

•  •  • 

-49 

Dowlais,  beat,             P 

67-12 

21-18 

2-02 

•  •  • 

0-32 

0-84 

■  •  ■ 

1-85 

6-21 

1-90 

Glascote,     near     Tarn- 
worth,                      P 

60-20 

82-59 

2-82 

•  •  • 

0-36 

0-44 

•  ■  • 

3-62 

12-69 

Glasgow,                      P 

66-16 

22-54 

•  •  • 

•  •  • 

1-42 

Trace 

5  •SI 

•  ■  • 

3-14 

Hedgerley,  Bucks,      G 

84-65 

8-85 

•  •  • 

•  ■  • 

1-90 

•35 

•  «   B 

4-26 

Howth,  near  Dublin,  P 

74-44 

19-04 

2-07 

•  •  • 

0-45 

0-27 

•  ■  • 

0-61 

3-71 

Ireland,                       P 

79-40 

12-25 

•  •  • 

•  •  • 

0-50 

•  •  ■ 

•  •   • 

1-30 

6-20 

Kilmarnock,  Ayrshire,  G 

58-92 

85-66 

1-14 

1-06 

•39 

-35 

■  •  • 

2-49 

Newcastle,                  P 

56-60 

27-75 

219 

0-44 

0-67 

0-75 

*   •  • 

2-01 

10-53 

Plympton,  Devon,      G 

74-02 

21-37 

•82 

•09 

•40 

•36 

•  ■  • 

1-94 

Poole,  Dorset,             P 

Stourbridge,     Worces- 
tershire,                 P 

48-99 
68-30 

3211 
23-30 

3-31 

B   ■    • 

•  •  • 

•  •  • 

0-43 
0-73 

0-22 

•  •  • 

2-34 
1^80 

•  •  ■ 

11-96 

-^ 

10 

•30 

Teignmouth,  Devon,  P 

52-06 

29-88 

2-29 

•  •  « 

0-43 

0-02 

2-37 

... 

12-88 

Wortley,  Leeds,          G 

65-25 

29-71 

-43 

•12 

-40 

•61 

Titanic 
Acid 
-41 

3-07 

P,  Percy's  MtMlMrgy,  G,  Capt  Grover,  R.B.  Prof.  Papen,  voL  xir. 

^  Page's  Economic  Otology. 
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Orain, — It  should  be  remarked  that  the  infusibility  of  fire- 
clays does  not  depend  altogether  upon  their  chemical  composition, 
but  also  upon  their  degree  of  fineness.  A  fireclay  with  a  coarse 
open  grain  will  probably  prove  more  refractory  than  one  with  a 
close  even  texture. 

Firebrioks  are  made  from  fireclay  by  processes  very  similar  to 
those  adopted  in  making  ordinary  bricks. 

The  clay  is  dug,  weathered,  tempered,  ground  under  rollers, 
passed  through  riddles  to  remove  lumps,  pugged,  moulded,  burnt 
in  cupolas  or  in  Hofi&aann's  kilns  at  a  heat  slowly  increasing 
until  it  attains  a  very  high  temperature,  and  then  allowed 
gradually  to  cooL 

There  are  several  varieties  of  firebrick  in  general  use,  named 
usually  after  the  locality  providing  the  fireclay  from  which  they 
are  made. 

Stourbridge  Firebrieis  are  made  in  a  district  about  twenty  miles  south- 
west of  Birmingham,  which  contains  several  varieties  of  fireclay. 

The  material  used  for  these  firebricks  is  a  black  clay  found  in  a  thick 
seam  under  the  coal-measures. 

The  bricks  produced  are  generally  of  a  pale  brownish  colour,  sometimes 
reddish  or  yellow-grey.  They  are  frequently  mottled  with  dark  spots,  which 
are  stated  by  Dr.  Percy  to  be  due  to  the  presence  of  particles  of  iron  pyrites. 

**  With  Stourbridge  clay  it  is  customary  to  mix  burnt  ordinary  clay.  For 
common  firebricks  the  proportions  of  the  latter  to  the  former  are  often  as 
much  as  two  to  one.  This  gives  a  brick  capable  of  resisting  the  action  of  tlie 
heat  caused  by  a  house  fire,  though  it  would  not  be  sufficiently  refractory  for 
resisting  a  furnace  temperature.  Fireclay  being  expensive,  the  inferior  biick 
is  naturally  cheaper,  and  is  much  used."  ^ 

Kilmarnock  and  Newcastle  furnish  firebricks  somewhat  similar  to  those 
from  Stourbridge. 

Dinoi  Firebricks  are  made  from  a  so-called  fireclay  found  in  Qlamor- 
j,Hinshire. 

It  will  be  seen  from  the  table  of  analyses  on  the  previous  page  that  the 
so-called  "  day ''  consists  nearly  entirely  of  silica.  It  is  found  in  the  state 
of  sand.  About  1  per  cent  of  lime  is  added,  and  enough  water  to  make  it 
cohere.  The  bricks  are  then  moulded  by  machinery  under  pressure,  dried, 
and  burnt  in  a  close  kiln. 

The  bricks  made  from  this  substance  will  bear  a  most  intense  heat,  being 
the  only  description  that  will  resist  the  temperature  (4000**  to  5000*  Fahr.) 
of  a  regenerative  furnace.^ 

They  expand  under  heat,  are  porous,  and  will  not  stand  rough  usage. 

The  fractured  surface  of  a  Dinas  firebrick  '^  presents  the  appearance  of 
coarse  irregular  white  particles  of  quartz,  surrounded  by  a  small  quantity 
of  light  browmsh-yellow  matter.     The  lime  which  is  added  exerts  a  fluz- 

^  Abney's  Notes  on  Chemistry  of  Building  Materials. 
'  Dr.  Siemens,  Chemieal  Sodetfij,  7th  May  1868. 
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ing  action  on  the  surface  of  the  fragments  of  quartz,  and  so  causes  them 
to  agglutinate.  .  .  .  From  their  siliceous  nature  it  is  obvious  that  they 
should  not  be  exposed  to  the  action  of  slags  rich  in  metallic  oxides."  i 

Ouismuyda  Firebricks,  made  near  Swansea,  and  Narberth  Firebricks^  from 
Pembrokeshire,  are  of  the  same  description  as  those  from  Dinas. 

Lee  Moor  Firebricks  are  made  from  the  refuse  of  china  clay  produced 
by  the  disintegration  of  felspathic  granite  (see  p.  1 6),  found  chiefly  in  Corn- 
wall and  Devonshire  granite. 

A  well-known  variety  of  these  bricks  is  manufactured  at  Lee  Moor,  near 
Plympton.  They  have  a  compact  surface  of  a  dull  reddish-brown  ;  are  very 
hard  and  highly  refractory. 

Windsor  or  Hedgerly  Firebricks  are  made  from  the  sandy  slate-coloured 
loam  used  for  the  manufacture  of  rubbers,  and  are  of  a  red  colour  when 
burnt.  These  bricks  consist  chiefly  of  sand ;  they  contain  only  9  per  cent 
of  alumina,  and  a  large  proportion  (4^  per  cent)  of  oxide  of  iron.  They 
are  unable,  therefore,  to  resist  very  high  temperatures. 

The  following  Table  shows  the  Crushing  Strength,  Weight 
when  dry,  and  Absorptive  Power  of  different  classes  of  Fire- 
bricks : — 

Eesistance  to  Compression,  Weight,  and  Absorption  of 

Firebricks. 
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Description  of  Brick. 

DiUBNBIONS  OF  SpKCIMEN, 

in  iDches. 

Area 
exposed 

to 
crush- 
ing. 

Average 
weight 
under 
which 
brick 

Clucked. 

Average 

force 

required 

to  crush 

brick. 

Weight 

when 

dry. 

1 

Per- 
centage 
of  water 
absorbed. 

1 

Autho- 
rity.* 

Length. 

BreadtL 

Thickness. 

Stourbridge  firebrick   . 
Lee  Moor         do. 
Newca-stle         do. 
Dinas              do. 
Welsh              do. 

9-08 
912 
8-91 
8-92 
8-64 

4-4 

4-34 

4-40 

4-32 

4-62 

2-47 
2-54 
2-44 
2-44 
2-66 

8q.  In. 
89-9 

-39-6 

39-2 

38-7 

36-8 

Tons. 
25-0 

14-8 

27-0 

28-0 

14-4 

Tons. 
50-9 

54-9 

45-6 

49-0 

53-3 

Lbs. 
7-2 

7-7 

6  1 

6-9 

6-9 

9-5 
4-9 
9-9 
9-3 
6-2 

L 
L 
L 
L 
L 

TEREA  COTTA. 


Terra  Cotta  is  a  kind  of  earthenware  which  is  rapidly  coming 
into  use  as  a  substitute  for  stone  in  the  ornamental  parts  of 
buildings. 

^  Percy's  Metallurgy,  p.  238. 
'  Mr.  Baldwin  Latham,  Sanitary  Engineering. 
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Many  localities  furnish  clay  from  which  terra  cotta  may  be 
made,  as,  for  example,  Tamworth,  in  Stafifordshire ;  Watcombe, 
in  Devonshire;  Poole,  in  Dorsetshire;  Everton,  in  Surrey,  and 
other  places  in  Northamptonshire  and  Cornwall 

Making  Terra  Cotta. — The  great  difficulty  to  be  overcome 
in  making  terra  cotta  is  the  imcertain  shrinkage  of  the  day. 

To  obviate  this  as  much  as  possible,  difierent  clays  are  mixed 
together,  and  a  large  proportion  of  ground  glass,  pottery,  and,  in 
some  cases,  of  sand,  is  added. 

This  mixture  is  grotmd  into  fine  powder,  thrown  into  water, 
finely  strained,  pugged,  kneaded,  forced  into  plaster  moulds  smeared 
with  soft  soap,  very  carefully  dried,  gradually  baked  in  a  pottery 
kiln,  and  slowly  cooled. 

The  drying  process  requires  to  be  conducted  with  extreme 
care.  If  the  blocks  are  subjected  to  draughts  of  cold  air,  if  they 
are  of  unequal  thickness,  or  if  the  operation  is  conducted  too 
quickly,  they  will  warp,  twist,  and  become  useless. 

Naiwre  of  Clay. — As  before  mentioned,  the  red  clays  contain 
oxide  of  iron.  If  this  is  in  considerable  proportion  (say  from  8 
to  10  per  cent),  it  makes  them  veiy  fusible  and  difficult  to  bum 
successfully. 

This  fusibility  is  aggravated  by  the  presence  of  lime,  magnesia, 
and  other  impurities,  and  the  resulting  terra  cotta  is  not  so  hard 
and  durable  as  that  from  the  more  refractory  white  clays.' 

In  some  cases  the  white  clay  is  used  with  an  admixture  of 
oxide  of  iron  just  sufficient  to  make  it  bum  to  a  good  red  coloiir. 

Fireclays  are  used  for  the  manufacture  of  terra  cotta,  in  some 
instances  with  very  little  preparation. 

Terra  cotta  made  from  fireclays,  when  properly  burnt,  is 
excellent  in  texture,  colour,  and  surface,  but  appears  ragged  and 
porous  directly  the  outer  skin  is  removed.  It  manifestly  suffers 
for  want  of  a  small  proportion  of  some  flux,  such  as  that  afforded 
by  the  lime  and  alkalies  in  the  mixed  clays. 

The  mixed  clays  used  for  terra  cotta  contract  from  -^  ^  -^ 
of  their  linear  dimensions  in  drying  and  baking. 

The  red  clays  shrink  only  about  -i^  lineally,  while  fireclays 
shrink  as  much  as  \,  More  than  half  of  this  shrinkage  is  in 
dr}ring,  and  the  remainder  in  burning. 

Blocks. — ^The  blocks  used  for  building  purposes  should  average 
from  about  1  to  3  cubic  feet  in  bulk,  and  no  block  should  contain 
more  than  4  cubic  feet 
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Such  blocks  are  generally  made  hollow,  the  thickness  of  the 
shell  of  terra  cotta  being  from  1  inch  to  2  inches. 

Large  blocks  should  have  a  diaphragm,  or  partition  of  terra 
cotta  across  them,  to  prevent  their  warping. 

If  required  to  bear  considerable  weight  the  blocks  should  be 
filled  with  broken  brick  bedded  in  good  mortar  or  cement. 

Building  Terra  CoTTi^ The  blocks  should  be  so  shaped  as 

to  iForm  a  good  bond  with  the  brickwork,  or  whatever  material  is 
used  for  the  backing. 

The  blocks  are  usually  made  from  12  inches  to  18  inches 
long,  6  inches  to  15  inches  high,  and  from  4i^  to  9  inches  thick 
on  the  bed.  These  dimensions  are  suitable  for  bonding  into 
brick  backing. 

When  the  blocks  axe  of  the  thicknesses  above  mentioned,  the 
joints  are  made  square  and  flush  as  in  ordinary  ashlar  work 

Advantages. — The  advantages  of  terra  cotta  are  as  follows : — 

DvA^ahUity. — If  properly  burnt,  it  is  unaffected  by  the  atmo- 
sphere, or  by  acid  fumes  of  any  description. 

Lightness, — If  solid  it  weighs  122  lbs.  per  foot  cube;  but 
if  hollow,  as  generally  used,  it  weighs  only  from  60  to  70  lbs. 
per  foot  cube,  or  half  the  weight  of  the  lightest  building  stones. 

Strength, — Its  resistance,  when  solid  to  compression,  is  nearly 
\  greater  than  that  of  Portland  stone. 

Hardness, — ^Mr.  Page  found  by  experiment  that  it  lost  -^ 
inch  in  thickness,  while  York  stone  lost  ^  inch  with  the  same 
amount  of  friction.     It  is,  therefore,  well  adapted  for  floors. 

Cost, — It  is  cheaper  in  London  than  the  better  descriptions  of 
building  stone.  It  is  so  easily  moulded  into  any  shape,  that  for 
intricate  work,  such  as  carvings,  etc.,  it  is  only  half  the  cost  of 
stone. 

Disadvantages. — Terra  cotta  is  subject  to  unequal  shrinkage 
in  burning,  which  sometimes  causes  the  pieces  to  be  twisted. 

When  this  is  the  case  great  care  must  be  taken  in  fixing  the 
blocks,  otherwise  the  long  lines  of  a  building,  such  as  those  of 
the  string-courses  or  cornices,  which  are  intended  to  be  straight, 
are  apt  to  be  uneven,  £uid  the  faces  of  blocks  are  often  ''in 
winding." 

Twisted  and  warped  blocks  are  sometimes  set  right  by  chisel- 
ling, but  this  should  be  avoided,  for  if  the  vitrified  skin  on  the 
surface  be  removed,  the  material  will  not  be  able  to  withstand 
the  attacks  of  the  atmosphere,  etc. 
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Another  drawback  is  the  uncertainty  of  getting  terra  cotta 
delivered  as  required,  whereas  a  stone  may  be  taken  and  fixed  at 
once,  the  carving  being  left,  if  necessary,  to  be  completed  after- 
warda 

Colour. — ^Terra  cotta  is  made  in  several  colours,  depending 
chiefly  upon  the  amount  of  heat  it  has  gone  through. 

White,  pale  grey,  pale  yellow,  or  straw  colour  indicate  a  want 
of  firing. 

Kich  yellow,  pink,  and  buff  varieties  are  generally  well  burnt. 

A  green  hue  is  a  sign  of  absorption  of  moisture,  and  is  a  sign 
of  bad  material 

A  glazed  surface  can  be  given  to  terra  cotta  if  required. 

Porous  Terra  Cotta  is  made  in  America  "  of  a  mixture  of 
clay  and  some  combustible  material — such  as  sawdust,  charcoal, 
cut  straw,  tan  bark,  etc.  When  baked  the  combustible  material 
is  consumed,  leaving  the  terra  cotta  full  of  small  holes.  It  is 
fireproof,  of  little  weight,  great  tenacity,  strong,  can  be  cut 
with  edge  tools,  will  hold  nails  driven  in,  and  gives  a  good 
surface  for  plastering."  ^ 

Interior  Terra  Cotta  is  "  sometimes  made  by  overlaying  a 
coarsely-prepared  conmion  body  with  a  thin  coating  of  a  finer  and 
more  expensive  clay." 

"  Unless  these  two  bodies  have  been  most  carefully  tested  and 
assimilated  in  their  contraction  and  expansion,  they  are  sure  in 
course  of  time  to  destroy  one  another ;  that  is,  the  inequality  in 
their  shrinkage  wiU  cause  hair  cracks  in  the  fine  outer  skin,  which 
will  inevitably  retain  moisture,  and  cause  the  surface  layer  to 
drop  off  in  scales  after  the  winter  frosts." 

"Another  very  reprehensible  custom  is  that  of  coating  over 
the  clay,  just  before  it  goes  into  the  kiln,  with  a  thin  wash  of 
some  ochreish  paint,  mixed  with  finely  ground  clay,  which 
produces  a  sort  of  artificial  bloom,  very  pretty  looking  for  the 
first  year  or  two  after  the  work  is  executed,  but  sure  to  wear  off 
before  long."  ^ 

Conmion  window  sills,  etc.,  have  been  made  of  concrete  covered 
over  with  a  skin  of  burnt  clay  to  look  like  terra  cotta — ^this  skin 
soon  breaks  away. 

Where  vsed. — Terra  cotta  has  been  extensively  used  in  Dulwich 
College,  in  Messrs.  Doulton's  warehouses,  Lambeth,  in  the  Albert 

*  Proceedings  RLB. A,  1886,  p.  129. 
Eq>ort8  on  £xhibiti<m,  1876,  p.  14. 
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Hall,  in  the  new  Constitutional  Club,  in  the  Natural  History 
Museum,  and  in  several  other  of  the  new  buildings  near  the  South 
Kensington  Museum. 

Stoneware  is  the  name  given  to  articles  made  from  the 
plastic  clays  of  the  Lias  formation,  obtained  chiefly  in  the  south 
of  England. 

The  best  comes  from  Poole,  in  Dorsetshire,  or  from  the 
vicinity  of  Teignmouth,  in  Devonshire.  It  contains  about  76 
parts  silica  and  24  of  alumina,  with  a  very  small  proportion  of 
other  ingredients. 

This  clay  contains  very  little  infusible  matter.  It  is  generally 
mixed  with  a  certain  proportion  of  powdered  stoneware,  ground 
and  ctdcined  flints,  ground  decomposed  Cornish  granite  (see  p. 
16),  or  sand,  to  prevent  excessive  shrinkage. 

They  are  burnt  in  domed  kilns  like  fireQlay  goods,  but  at 
a  very  much  higher  temperature. 

A  fractured  surface  shows  that  this  ware  is  thoroughly  vitrified 
throughout  It  is  intensely  hard,  dense  in  texture,  close  in  grain, 
and  rings  well  when  struck. 

This  material  is  admirably  adapted  for  all  purposes  where 
strength  and  resistance  to  atmospheric,  chemical,  or  other  destroy- 
ing influences  are  required. 

Stoneware  articles  are  often  salt  glazed  (see  p.  129),  but  the 
material  is  in  itself  non-absorbent,  and  will  resist  the  effect  of 
moisture  even  when  unglazed. 


PIPES  AND  MISCELLANEOUS  CLAY  WAEES. 

Pipes  and  other  articles  made  in  clay  are  practically  divided 
under  four  heads. 

1.  Unglazed  JEartlienivare,  made  from  ordinary  clays,  similar  to 
those  used  for  common  bricks  and  tiles. 

Earthenware  of  this  description  is  weak,  porous,  liable  to  the 
attacks  of  frost,  and  is  not  adapted  to  resist  the  atmosphere  or 
other  destroying  agents. 

2.  Fireclay  Ware,  made  from  the  fireclays  of  the  coal-measures 
(see  p.  120). 

This  material  has  a  very  open  grain,  is  porous,  except  where 
protected  by  glazing ;  and  is  weak  when  compared  with  terra  cotta 
or  stonewarf* 
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It  is  much  used  for  common  varieties  of  the  dififerent  articles 
about  to  be  described,  especially  in  the  localities  where  the  fire- 
clay is  found ;  but  it  is  inferior  to  stoneware  or  to  terra  cotta 
for  nearly  every  purpose. 

3.  StonevHire  is  made,  as  before  stated,  from  days  of  the  lias  forma- 
tion, mixed  with  sand  and  groimd  pottery,  to  prevent  shrinkage. 

The  characteristics  of  this  material  have  already  been  pointed 
out  (see  p.  128). 

Its  strength,  durability,  imperviousness,  and  resistance  to 
destructive  influences  make  it  an  admirable  material  for  sanitary 
ware,  sewer  pipes,  ornamental  works  exposed  to  the  atmosphere, 
and  for  vessels  to  contain  chemical  compounds. 

4.  Terra  Cotta  is  often  used  for  pipes  and  other  miscellaneous 
articles. 

Its  composition,  and  the  mode  in  which  it  is  manufactured, 
have  already  been  described. 

It  is  inferior  to  stoneware,  inasmuch  as  it  is  more  absorbent 
and  less  dense  in  grain.  It  is  burnt  at  the  same  heat  as  fireclay 
goods,  but  is  superior  to  them  in  strength  and  durability. 

Glazing. — It  is  often  advisable  to  glaze  the  surface  of  articles 
made  in  clay,  sometimes  for  appearance,  but  more  generally  in 
order  to  protect  portions  exposed  to  the  action  of  the  atmosphere, 
to  sewage,  or  other  destroying  agents. 

These  glazes  are  either  transparent — ^merely  a  film  of  glass — 
or  opaque,  like  an  enamel 

Transparent  Glazes  of  several  kinds  are  known  in  the  trade. 
Two  methods,  adapted  to  the  somewhat  rough  articles  used  by 
the  engineer  and  builder,  will  now  be  described. 

Salt  Glazing  is  effected  by  throwing  salt  into  the  fumaxje  when 
the  articles  it  contains  are  at  a  high  temperature.  The  heat  of 
the  fire  volatilises  the  salt  (chloride  of  sodium),  the  vapour  being 
in  the  presence  of  o^gen  and  silica  is  decomposed,  the  chlorine 
goes  off  through  the  top  of  the  furnace,  the  sodium  combines 
with  the  silica  in  the  clay  to  form  siUcate  of  soda,  which  again 
unites  with  the  silicates  of  alumina,  lime,  or  iron  in  the  clay,  to 
form  a  surface  coating  of  glass. 

This  method  of  glazing  has  great  advantages.  The  vapour  of 
the  volatilised  salt  gets  into  every  crevice,  however  smaU,  and 
coats  it  with  an  impenetrable  film  of  glass. 

It  is  used  for  stoneware,  and  also  for  articles  made  from  fireclay. 

Lead  Glaaing  is  carried  out  by  dipping  the  article  to  be  glazed 
B.C. — in  K 
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(after  it  has  been  once  burnt)  into  a  bath  containing  oxide  of 
lead  and  tin — or  borax  with  kelp,  sand,  etc.,  ground  to  powder, 
and  stirred  in  water  to  a  creamy  consistence. 

The  particles  of  these  different  materials  adhere  to  the  surface 
of  the  article  when  it  is  dipped.  It  is  then  withdrawn  and  re- 
burnt.  The  high  temperature  of  the  furnace  causes  the  particles 
Co  run  together  and  to  form  a  film  of  glass  over  the  whole  surface 

This  method  of  glazing  is  used  for  terra  cotta,  and  sometimes 
for  articles  made  from  fireclay. 

.  Lead  glcLzing  is  also  used  for  earthenware  crocks,  etc.,  which 
are  made  out  of  inferior  clays  such  as  would  not  stand  the  high 
temperature  required  for  salt  glazing.  A  lead  glaze  will  generally 
chip  off  easily. 

Opaque  Glazes  are  required  in  cases  where  it  is  wished  to 
give  (to  the  whole,  or  to  any  portion  of  an  article)  an  appearance 
superior  to  that  presented  by  the  ordinary  burnt  material 

The  article  to  be  glazed  is  dipped  before  burning  into  a  dip 
formed  of  superior  clay,  very  finely  worked,  dried,  etc.,  and 
brought  to  the  colour  required. 

Thus  the  pans  of  water-closets  are  often  made  white  inside, 
and  of  a  cream  colour,  or  some  other  tint,  outside. 

Burning. — ^Terra  cotta,  stoneware,  and  fireclay  ware,  are  all 
burnt  in  domed  kihis. 

The  heat  is  applied  gradually,  and  after  it  has  risen  to  its 
height  is  kept  up  for  a  period  varying  from  24  to  72  hours, 
according  to  the  size  of  the  kiln  and  of  the  articles  in  it.  The  kiln 
is  then  allowed  to  cool  down  gradually. 

Terra  cotta  is  burnt  at  a  much  lower  temperature  than  stoneware. 

In  order  to  protect  articles  of  a  delicate  nature  fropi  direct  contact  with 
the  fire,  which  would  discolour  them,  they  are  placed  in  large  fire-clay  jars 
called  Beggars^  or  enclosed  in  a  casing  of  fire-brick  formed  within  the  kiln,  and 
known  as  a  mu) 


Pipes  are  made  from  clay,  very  finely  ground,  washed,  sieved, 
tempered,  pugged,  and  forced  by  machinery  through  a  mould, 
or  dod  as  it  is  called — dried,  and  baked  in  a  circular  kiln. 

Agrioultural  Drain  Pipes  are  made  of  various  sections,  but  the  circular 
and  O  shaped  are  those  in  most  common  use. 

These  pipes  are  sold  in  2-foot  lengths,  and  of  diameters  varying  by  half 
inches  from  1  inch  to  6  inches. 

(hilars  are  short  pieces  of  pipe  sometimes  used  to  cover  the  joints  between 
each  pair  of  lengths  of  the  drain  pipes,  so  as  to  give  the  ends  of  the  pipes  a 
firm  bed. 
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They  are  3  or  4  inches  in  lengthy  and  about  1  inch  greater  in  diameter 
than  the  pipes  they  unite. 

They  are,  however,  generally  omitted  altogether. 

SswER  Pipes  should  be  of  a  vitreous  imperishable  material,  of  sufficient 
strength  to  resist  fracture,  having  toughness  enough  to  withstand  shocks, 
tenacious,  hard,  homogeneous,  impervious,  imiform  in  thickness,  true  in  sec- 
tion, perfectly  straight  longitudinally,  or  formed  to  the  proper  curve,  uniformly 
glazed  both  inside  and  outside,  free  from  fire  cracks  and  flaws  of  all  kinds. 

When  struck  they  should  ring  clearly. 

Porous  substances  are  not  so  good  as  those  that  are  vitreous  throughout, 
and  pipes  burned  at  a  low  temperature  are  inferior  to  those  that  have  been 
subjected  to  a  considerable  heat. 

Sewage  pipes  are  made  both  from  stoneware  and  fireclay.  The  former  is 
the  stronger  material,  and  is  said  better  to  resist  the  decomposing  effect  of 
sewage  and  other  substances  having  a  chemical  action. 

Salt-glazed  pipes  only  should  be  used  ;  if  the  glaze  can  be  picked  off  it  is 
proof  that  the  pipes  are  made  out  of  a  clay  that  would  not  stand  a  high  tem- 
perature ;  in  fact,  that  the  pipes  are  not  stoneware. 

Fireclay  pipes  should  be  made  thicker  than  those  of  the  same  diameter  in 
stoneware. 

DifferetU  Forms  of  Sewer  Pipes. — Several  forms  of  sewer  pipes  have  been 
devised,  but  only  one  or  two  of  the  most  common  need  be  noticed. 

Socket  Pipes. — Pipes  intended  to  convey  sewage  are  generally  made  jrith 
sockets.     Care  should  be  taken  that  this  socket 
is  in  the  same  piece  with  the  pipe,  not  formed 
separately,  as  is  sometimes  the  case. 

Half  Socket  Pipes  have  a  socket  on  the  lower 
half  of  the  circular  section  only,  so  that  a 
broken  length  may  at  any  time  be  taken  out 
and  replaced,  or  a  junction  inserted. 

The  following  Table  gives  the  dimensions  and  thickness  of  stoneware, 
fireclay,  and  other  clay  pipes,  as  laid  down  by  Mr.  Baldwin  Latham  : — ^ 


Fig.  44. 
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*  specification  for  Bideford  Waterworks. — Hwmher. 
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Mr.  Baldwin  Latham  etatea  that  he  "  has  found  in  Bome  cases  that  the 
thicknesa  given  in  the  above  Table  for  fireclay  pipes  is  not  sufficient. "  > 

Socket  pipes  may  readily  be  obtained  as  small  as  2  inches  in  diameter ; 
alao  pipes  of  21,  24,  and  30  inches  in  diameter,  in  2 J^  or  3  feet  lengths. 

Bbndb  are  curved  lengths  of  pipe  which  are  made  to  varying  radii,  and  of 
S,  3,  4,  6,  9,  13,  16,  and  16  inches  bore.  They  should  always  be  segments 
of  circles,  and  shoHld  form  perfect  curves  when  jointed  tt^tber. 

Tapbr  PlPia  (Fig,  45)  are  intended  to  fonn  a  con- 

/-  '^^^™*'^^  neotion  between  two  pipes  of  different  diameter. 

W"****"'*""*^      JuNCTiotra  for  pipes  are  made  in  several  different 
Fig.  i5,  forms.     They  are  usually  in  2  feet  lengths. 

SingU  JuiicCiont  are  those  to  form  the  joint  when 
one  pipe  enters  the  side  of  another.  The  junction  may  either  be  at  right 
angles  to  the  pipe,  aa  in  Fig.  46,  or  joined  to  it  by  a  gradual  bend,  as  in  Fig. 
47.     The  latter  is  the  best  construction. 


Fig.  iS.  Fig.  i7. 

IJoubU  Janttiotu  are  to  fonn  the  joint  where  two  pipes  meet  a 
either  at  the  sides  as  in  Fig.  48,  or  at  one  end  as  in  Fig.  49. 


Fig.  48.  Fig.  49. 

Ur.  Baldwin  Latham  gives  the  following  directioas  for  forming  bends  and  junctions  : — 
"Th«  centre  from  which  >  branch  on  a  main  is  stnick  must  be  upou  a  line  at  riKbt  angles 
to  the  centre  line  of  the  main  pipe,  tbe  inside  of  the  main  pipe  meeting  the  inaide  of  the 
branch  at  a  tangent  on  a  radius  line  Tram  ivhicli  it  is  struck  ;  the  ends  of  all  cuned  pipes 
must  be  in  the  direction  of  the  ndius  of  the  curves  with  which  they  are  descrihed."  * 

Saddles  and  Chaiks  in  earthenware  are  formed  of  such  a  shape  as  to  make 
a  secure  junction  between  the  adjacent  leugtha  of  a  sewer  pipe,  and  yet  to 
enable  the  sewer  to  be  examined  at  any  time,  and  any  obstruction  to  be 
removed  without  breaking  a  pipe. 

'  Latham's  Sanitary  Engintering.         ■  Specification  for  Bidefoid  Waterworks. 
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^Zl 


^gs.  50,  51  show  the  junctions  of  Jenning's  improved  patent  drain  pipes. 


■»w 


Fig.  50. 


Fig.  61. 


The  chair  is  shown  at  C  in  position  supporting  the  end  of  a  pipe  ;  another 
length  would  be  placed  in  the  vacant  half  of  the  chair,  and  then  the  short 
piece  S  placed  between  the  two  lengths  over  the  chair.  The  bottom  of  the 
short  piece  is  flush  with  that  of  the  lengths  of  pipe  united  by  it. 

Some  of  the  saddles  are  plain,  as  at  P,  which  shows  one  in  position.  Others 
have  junctions  attached,  as  at  J. 

Other  saddle  and  chair  junctions  introduced  by  Mr.  Jennings  have  no 
short  piece  attached  to  the  saddle.  The 
chair  and  saddle  are  rebated  at  each  end, 
of  a  depth  equal  to  the  thickness  of  the 
adjacent  lengths  of  pipes,  which  therefore 
fit  into  the  rebates,  and  have  their  inner 
surfaces  flush  with  those  of  the  saddle  and  chair. 

Fig.  52  shows  one  of  these  chairs.  The  saddle  is  exactly  similar  in 
form,  being  made,  however,  with  or  without  junctions,  as  in  Fig.  51. 

The  objection  to  pipes  with  half  sockets,  saddles,  etc.,  is  that  when  the 
sewer  is  more  than  half  full  they  leak  or  overflow. 

Opercular  or  Lidded  Pipes  were  introduced  by  Messrs.  Doulton. 

They  are  similar  in  form  to  ordinary  socket  pipes,  but  are  strengthened  by 
two  ribs  running  lengthways,  shown  at  r  r  in  Fig.  53,  which  is  a  section 
of  the  pipe. 


VmTVR-llNE  WHEN  OPEN 


Fig.  52. 


Fig.  63. 


Fig.  64. 


A  longitudinal  nick  or  furrow  is  made  throughout  the  length  of  the  pipe 
along  these  flanges,  so  that  by  inserting  a  chisel  the  upper  portion  of  the  pipe 
between  r  r  may  easily  be  removed. 

Thus  the  whole  length  of  the  pipe  may  be  opened  up  for  inspection  or  for 
removal  of  obstructions. 

Capped  Pipes  have  circular  or  oval  holes  in  them,  with  loose  covers,  so 
that  they  can  be  examined  without  being  broken  or  taken  up. 

Stphon  Traps  in  stoneware  may  be  obtained  of  almost  any  shape  and 

description,  either  with  or  without  in- 
lets for  examination. 

One  form  is  shown  in  Fig.  55,  with 
the  inlet  dotted.     This  description  may 
be  obtained  of  2,  3,  4,  6,  9,  and  12 
inches  bore. 
Fig.  55. 
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The  position  of  inlet  shown  in  Fig.  55  ia  the  usual  one,  but  a  trap  ao 
formed  ia  liable  to  choke,  and  it  is  better  to  have  the  inlet  at  the  upper  end 
of  the  pipe. 

Texts  for  Seuxr  Pipes. — "  The  impermeability  of  a  pipe  may- 
be tested  by  tying  a  piece  of  bladder  over  one  end,  reversing 
it,  and  iilling  with  water.  If  it  is  not  perfectly  impervious,  the 
water  will  begin  to  ooze  through  the  pores  "  of  the  pipe. 

The  absorption  of  water,  ascertained  by  weighing  a  dry  pipe, 
immersing  it  for  twenty-four  hours,  wiping  dry,  and  reweighing, 
was  found  by  Mr.  Baldwin  Latham  to  vary  from  "429  to  68 9 
per  cent  of  the  weight  of  the  dry  pipe. 

The  power  to  resist  chemical  action  may  be  tested  by  pulver- 
ising a  piece  of  the  pipe  and  boiling  it  in  hydrochloric  acid,  wash- 
ing on  filter,  and  noting  loss  in  weight.  Dr.  Millar  has  shown 
that  in  stoneware  pipes  there  should  be  no  loss. 

Slan/ard^s  Patent  Joint  is  used  in  order  to  get  a  perfectly 
close  joint  between  the  lengths  of 
socket  pipes. 
I  This  ia  ensured  by  casting  upon 
the  spigot  and  in  the  socket  of  each 
pipe,  rings  of'  a  durable  material  (a 
mixture  of  coal-tar,  sulphur,  and 
ground  pipes),  which,  when  put  to- 
\  -gether,  fit  mechanically,  so  as  to  form 
a  water-tight  joint  without  the  aid  of 
cement. 

In  putting  such  a  joint  together, 
the  surface  is  sometimes  greased  with  Russian  tallow  and  resin. 

Misoelianeoufl  Clay  Wares. — The  variety  of  articles  used  by 
the  engineer  and  builder — which  are  made  from  burnt  or  baked 
clay — is  endless. 

A  few  of  the  more  important  may  now  be  mentioned. 

Perforates  Air  Bricks  aie  made  in  stoneware  and  terra  cotta.    Th^are 
pierced  with  different  patterns,  and  are  most 
useful  for  ventilating  courses,  supplying 
Btores,  etc 

They  are  better  for  this  purpose  tian  iron 
gratings,  aa  Ihey  are  cheaper,  more  durable,  do 
not  stain  the  walla  with  rust,  or  require  paint- 


I 


The  pattern  shown  ia  from  Mr.  Jennings'  cir- 
cular.    They  are  made  in  all  aizea,  from  9x3  inches  up  to 


Fig.  67. 
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Damp-proof  Courseb  are  made  in  stoneware  (ot  Bometimes  is  fireclay) 
pierced  with  perforations  of  different  pattema. 


Fig.  58. 

The  slabs  ore  generally  9  inches  lung.  They  vary  from  9  incbee  to  18 
inches  in  width,  to  snit  different  thicknesses  of  brick  wall,  and  their  own 
height  or  thickness  varies  from  1^  to  2^  inches. 

A  damp-proof  course  slab  in  stoneware,  as  made  by  Messrs.  Donlton,  with 
ribbed  snrfaces  and  tongue  and  groove  joints,  is  shown  in  Fig.  58. 

A  thicker  slab,  as  nuide  by  Mr.  Jennings,  is  shown  in  Pig.  59. 

The  method  in  which  these  damp-proof  courses  are  used  is  explained  at 
page  216,  Part  II. 

BoNDiNQ  Bricks. — These  bricks,  introduced  by  Ur.  Jennings,  are  used  for 
uniting  the  opposite  sides  of  hollow 

The  original  bricks  were  straight.    |        ffl        W 

A  sketch  of  one  is  given  in  Fig.  61.    i IWJ r 

The  improved  bonding  bricks  are,  [r;„  gi, 

however,  bent  (see  Fig,  60),  so  that 
water  endeavouring  to  pass  from  the  outer  to  the  inner 
side  of  the  wall  would  have  to  go  up  an  incline. 

An  illiistiation  of  the  use  of  these  bricks  is  given  at 
page  S16,  Part  IL 

These  bricks  are  made  in  four  sizes,  ranging  firom  No.  4  to  No.  7  ;  their 
dimensions  being  as  follows  : — 


be 

2i 

8 

z 

cd 

2i 

ik 

a 

H 

Wall  Facikob  are  made  of  different  patterns,  in  earthenware  and  in  terra 
Atta.  Those  patented  by  the  Broomhall  Company  are  of  an  L  shape,  and 
lie  nsed  to  form  a  superior  facing  to  walls  built  of  concrete. 

Slbefbr  Blocks,  made  in  stoneware,  are  useful  for  carrying  floors  which 
ire  close  to  the  ground  in  damp  situations. 
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Fig.  f>2  Hhowa  a  epedmen  of  one  of  these,  as  made  bj  Mr.  Jentiings, 
They  are  mode  for  9  inch  and  41  inch  walls,  or  wall  plates. 


Fig.  62. 


Fig.  63. 


I'-ig.  61. 


Chimsey-flob  Pipes  ^  are  made  in  terra  cotta,  fireclay,  etc. 

These  pipes  are  intended  for  lining  chimney  flues,  inateod  of  paigetting 
them  (see  Part  II.  page  S43). 

They  are  frequently  cylindrical,  with  plain  butt  jointa,  sometimea  with 
ordinary  sockets,  or  with  the  sides  of  the  sockets  cat  off,  as  in  Fig.  63. 

They  are  made  of  9,  10,  or  12  inches  in  diameter,  and  generally  in  2-feet 
lengths. 

These  pipes  are  sometimes  oval,  or  of  a  section  consisting  of  a  rectangle 
with  the  comers  rounded,  as  in  Fig.  64. 

The   oblong  sections  are  manufactured  bj  Uessis.  Doultou  and  Co.  in 

16  X   10  inches. 
14   X      9       „ 
10   X      6       „ 

Cim^ined  Smoke  and  Air  Flua  are  made  in  the  form  shown  in  Fig.  65. 

These  pipes  are  intended  to  be  built  into  cfainmey 
breasts.  The  smoke  ascends  the  flue  S,  while  the  foul 
ax  is  drawn  off  through  the  flues  marked  //. 

The  blocks  containing  these  flues  are  mode  in  differ- 
ent forma  and  sizes.  In  some  patterns  the  smoke  floe 
is  cireular,  12  inches  in  diameter,  the  whole  block  occu- 
pying 18  X  14  inches.  In  others  there  is  only  one  air 
flue,  and  the  whole  block  takes  up  only  14  x  9l  inches 
in  plan. 

Chimney  Pots  of  every  mi^inable  design  are  made  in 
terra  cotta.     Any  attempt  to  illustrate  them  in  detail  would  be  useless. 

Silling'i  Gliiiancy  TerminaU,  with  partitions  similar  to  those  described  in 
Fart  IL  page  243,  are  made  in  tena  cotta  by  MessiB.  Doulton  and  Co. 

Invert  Blceis  of  stoneware  for  sewers  have  been  mentioned  in  Part  II,,  and 
their  advantages  described. 

The  best  of  these  are  provided  with  a  projecting  lip,  as  shown  i 
which  covers  the  joint  between  two  adjacent  blocks. 

Sometimes   two   or   three   blocks  are   combined  to  form  an  in'' 
Fig.  66. 

JcKCTioN  Blocks  (Pig,  69)  a 
receive  pipe  drains. 


Fig.  flB. 


n  Fig.  67, 


intended  to  be  built  into  brick  aewers  to 


PiPES  AND  MISCELLANEOUS  CLA  Y  WARES. 


Fig.  66. 


Fig.  67. 
IB  at  S,  tc 


Buit  the  pou- 


Tbey  are  made  either  direct  aa  at  A,  or  oblique  Bi 
tiou  of  the  drain. 

The  blocks  vary  in  pattern  bo  aa  to  fit  drains,  of  any  eize,  pUced  at  diffe- 
rent angles  of  inclinatiou. 


Fig.  « 


Fig.  69. 


SEaiiEHTAL  Sewers  are  made  in  stoneware  of  pieces  formed  to  the  shape 
of  aegmenta  of  the  circle,  and  united  by  groove  and  tongue  joints. 

Galiey  TViyx  for  streets  and  yards,  Sewer  Gai  InUroeptart,  Trapi,  Sluice 
Valves,  Valvt  Traps,  CKanTul  Pipes  for  sewage,  Ctrndiiita,  and  sanitary  apparatus 
of  every  form  and  variety,  are  made  in  stoneware,  but  any  detailed  description 
of  them  is  necessarily  omitted  here  for  want  of  space. 

The  same  reason  makes  it  necessary  to  exclude  any  description  of  the  various 
ornamental  articles  executed  in  terra  cotta,  such  as  dental,  dog-tooth,  and 
moulded  cornices,  trusses,  medallions,  cornices,  moulded  arch  blocks,  lintels, 
jambs,  capitals,  pier  caps,  parapet  fittings,  terminals,  etc.  etc 

Stoneware  is  also  made  of  every  form  and  colour  for  wall  decoration,  both 
external  and  intenial. 
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TILEa 

The  tiles  used  in  connection  with  buildings  may  be  divided 
into  two  great  classes. 

1.  Common  tiles  of  different  shapes  used  for  roofing  and 
paving. 

2.  Encaustic  tiles  used  for  decorative  purposes. 

Common  Tiles  are  made  out  of  somewhat  the  same  material 
as  ordinary  bricks,  but  they  should  be  purer  or  stronger  clays — 
well  worked  so  as  to  bear  "  thwacldng,"  or  they  will  be  liable  to 
lose  shape  in  burning. 

The  clay  is  weathered  either  by  exposure  to  frost  or  sun — 
allowed  to  mellow  in  pits — tempered — ^pugged,  cleared  from  stones 
— ^moulded,  trimmed  with  a  knife — ^thwacked  (that  is  beaten  when 
half  dry  with  a  wooden  bat  to  correct  warping)  and  burned  in  a 
domed  kiln. 

.Common  tiles  are  made  in  a  great  variety  of  shapes,  for  roofing, 
paving,  and  other  purposses. 

Paving  Tiles — for  common  purposes — are  made  in  different 
shapes,  such  as  squares,  hexagons,  etc.,  and  in  sizes  varying  from 
6x6  inches,  to  about  12  x  12  incheg,  and  about  1  inch 
thick 

Flooring  tiles  are  sometimes  known  as  Quarries. 

EooFiNG  Tiles. — Of  these  there  are  several  different  kinds,  a  few 
of  which  will  now  be  described. 

Tile  roof  coverings  are  heavy ;  moreover  they  are  apt  to  absorb 
water,  and  to  keep  the  roof  wet. 

To  prevent  this  they  should  be  glazed,  which  involves  rebum- 
ing  and  makes  them  expensive. 

Many  descriptions  of  roof  tiles  do  not  fit  together  very  closely, 
and  therefore  require  pointing  to  make  a  tight  roof. 


Plain  Tilti  aie  flat,  either  lectangular, 
Fig.  7a 


r  cut  to  variona  patteiua.     See 


Fig.  71. 


Fig.  70. 

Each  tile  is  pierced  with 
two  holes  near  its  npper  edge, 
through  which  Bmall  oak  pegs 
nre  driven,  by  which  the  tile 
is  bung  on  to  battens  or  laths, 
nailed  opart  at  the  proper 
gauge,  as  described  in  Part  IL  - 

SometiiiieB  the  holes  are 
omitted,  or  two  little  pro- 
jections at  the  back  of  the  tile 
are  provided  to  take  the  place 
of  the  oak  pins. 

Figs.  70  and  7 1  are  from  page  364,  Part  II.,  where  the  method  of  lajing 
these  tiles  is  described.  ^ 

PantSnt^  are  moulded  flat,  and  afterwards  bent  to  the  form  ^^^jij- 
shown  in  Fig.  72,  over  another  mould.  H    'jlH 

Each  tile  has  a  itvh,  projecting  about  J-inch  from  the  centre  of  K  ;„  H 
the  back  of  the  upper  edge  of  the  tile,  by  which  it  is  hooked  on  to  K  1,9 
the  laths.  PMjH 

The  method  of  lajing  these  tiles  ia  desmbed  at  page  266,  »,  Z^ 
Part  IL  ^' 

JDotibU  Boll  TiUt  are  like  two  pantiles  joined 
tt^ther,  side  by  side.  They  have  three  stubs  on  the 
back. 

Comtgattd  TiU»  are  similar  to  pantiles,  but  each 
tile  contains  three  or  four  comigationa,  as  in  Fig.  73- 


Improwd  Coirvgated  TiUt  have  flat  pieces  alternating  between  the  cor- 
rogations. 

'  Sometimes  called  Flanith  Tilet. 
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Taylot'i  Patent  Jlcojing   Tiles,  now  knowD  as  the  Broam}ia3l   Companfi 
Patent  Roofing  Tiltt,  form  a  handsome  roof  covering. 

The  form  of  the  tiles  is  shown  in  Fig.  75.     They  are  laid  alteniately  as 


Fig.  75. 


capping  and  channel  tiles,  as  ahown  in 
Fig.  76,  in  which  T  T  are  laid  as  channel 
tilea,  while  U,  being  a.  tile  of  the  same  form 
as  the  others,  is  reversed  to  fit  over  them 
as  a  capping  tile. 

A  description  of  the  method  of  laying 
these  tiles  has  been  given  at  page  266, 
Part  II. 

Venetian  or  Italian    Tilea  are  of  the 


fonn  shown  in  Fig.  77,  which  is  from  page  268,  Part  II. 


Fig.  77. 


The  snow  is  rather  apt  to  lodge  upon  these  tiles,  and  when  it  thaws  to  past 
through  the  roof. 

Wade  and  Ckerrg't  TiUt. — These  tiles  are  each  shaped  something  like  the 
ace  of  spades,  bo  that  their  form  renders  the  amount  of  lap  smaller  than  in 
ordinary  tiles. 


u 


A  flange,  or  raised  rim,  of  dovetailed  or  under-cut  section  is  formed  on  1 
top  half  of  the  uppermost  side  of  each  tile  (see  Figs.  79,  80),  and  on  the  \<n 


TILES.  14, 

half  of  the  imdermoflt  aide  (the  latter  is  dotted  in  Fig.   78).     The  upper 
flanges  correspond  to  r  r.     Of  course  B  in  the  figure  hooks  on  to  the  lower 
flanges  s  «.     This  holds  them  firm,  and  it  is  said  to  exclude  wind  and  rain 
and  to  render  pointing  unnecessary. 

Ridg^  Tiles  are  made  of  various  forms :   Plain,  as  in  Figs.  81,  82  ;  with 
a  grooved  roll  to  contain  detached /gwr*,  as  in  Fig.  70  ;  or  with  a  plain  roll. 

The  various  lengths  may  be  joined  by  pegs,  holes  for  which  are  left  in  the 
rolls,  as  in  Fig.  71,  or  they  may  be  made  to  lap,  as  in  Fig.  82. 


Fig.  81.  ^1^1^  Fig.  82. 

In  some  varieties  fleurs  or  other  ornaments  are  made  in  one  piece  with  the 
tile. 

Other  kinds,  such  for  example  as  the  Broomhall  tiles  above  mentioned, 
require  special  ridges. 

Hip  and  Valley  Tiles  are  made  of  special  shapes,  to  fit  the  hips  and  valleys 
of  tiled  roofs.  Their  form  necessarily  varies  according  to  the  pattern  of  tile 
and  tha  pitch  of  the  roof  to  which  they  are  to  be  fitted. 

Wall  Tilbs. — HcUPs  Hanging  TUes  are  glazed  of  different  colours  and 
fixed  to  walls  by  a  nail  in  each  tile  driven  into  the  joints  of  the  brickwork, 
and  are  used  to  cover  walls  where  light  is  important,  as  in  areas,  or  for 
cleanliness,  as  in  dairies. 

Enoaustio  Tiles  are  those  in  which  the  colours  are  produced 
by  substances  mixed  in  with  the  clay — not  printed  on  after  the 
tile  is  made. 

Such  tiles  may  be  made  from  ordinary  clays  and  mark  carefully 
prepared — sometimes  mixed  with  finer  clays,  and  also  with  different 
colouring  substances,  such  as  manganese  for  black,  cobalt  for  blue. 

Those  tiles  which  are  ornamented  by  inlaid  patterns  of  different 
colours  are  made  in  the  following  manner : — 

The  clay  used  is  first  very  carefully  prepared — mixed  with  the 
colouring  matter,  and  " slipped"  that  is  passed  through  fine  muslin 
or  silk  sieves ;  boiled  in  the  slip-kiln  until  it  becomes  plastic, 
wedged,  that  is  cut  up  into  pieces,  which  are  dashed  against  one 
another  to  drive  out  the  air  and  consolidate  them ;  and  aged,  that 
is  kept  for  several  months,  during  which  fermentation  goes  on 
and  organic  matters  disappear.  During  this  time  the  wedging 
should  be  repeated  at  intervals.  After  this  the  clay  is  slapped, 
that  is,  cut  up  by  means  of  a  wire  into  long  pieces,  which  are 
kept  always  in  the  same  direction.  This  consolidates  the  mass 
and  preserves  the  grain. 

Each  tile  generally  consists  of  three  layers : — The  face,  which 
is  a  slab  of  very  pure  clay  of  the  colour  required  for  the  ground 
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of  the  pattern ;  the  body,  which  is  of  coarser  clay ;  and  the  back, 
to  prevent  warping,  which  is  fonned  with  a  thin  layer  of  clay  dif- 
ferent from  the  body. 

The  clay  for  the  face  is  cut  into  a  pat  about  \  inch  thick,  and 
as  much  larger  in  area  as  will  allow  for  contraction  in  burning. 
It  is  then  placed  upon  a  plaster-of-Paris  slab,  upon  which  the 
form  of  the  inlaid  pattern  is  left  in  relief.  The  face  clay  pressing 
upon  this  receives  an  indentation  corresponding  to  the  form  of  the 
pattern  required. 

It  is  then  backed  up  with  the  body  of  coarser  clay,  and  the 
thin  layer  to  foim  the  back. 

At  this  stage  the  maker's  name  is  stamped  on  the  beu^k,  and  also 
a  few  holes  to  make  the  cement  adhere  to  the  tile  when  it  is  set. 

Slip  clay  of  the  different  colours  required,  according  to  the 
design,  is  then  poured  into  the  different  parts  of  the  indented 
pattern  on  the  face. 

After  this  has  become  hard,  the  superfluous  clay  is  carefully 
scraped  off,  leaving  it  only  in  the  parts  originally  indented  so  as 
to  form  the  pattern. 

The  raw  clay  tiles  are  then  trimmed,  carefully  dried,  baked 
in  ovens,  protected  from  smoke,  etc.,  by  being  arranged  in  large 
fireclay  jars  called  seggars. 

The  burnt  tiles  may  then,  if  required,  be  glazed  by  dipping  them 
into  a  mixture  of  powdered  glass  and  water,  and  reheating. 

Inferior  Encaustic  TUes. — "  A  class  of  pseudo-encaustic  tiles  is 
now  being  largely  made,  in  which  the  colour,  which  should  be 
burnt  in  along  with  the  clay,  is  merely  applied  as  a  transfer 
printed  pattern  on  the  surface. 

"Such  tiles  are  jfrequently  coated  in  the  glass  oven  with  a 
transparent  fritted  glaze,  and  serve  for  flower  boxes,  wall  tiles, 
and  such  like  purposes. 

"  To  give  them  the  appearance  of  having  true  inlaid  colours, 
the  edges  of  these  tiles  have  frequently  a  little  colour  applied 
to  them  to  represent  the  depth  of  the  insertion  of  the  coloured 
clay."^ 

Dry  Tiles. — These  tiles,  each  of  which  is  of  the  same  colour 
throughout,  are  made  by  the  dry  process. 

The  clay  having  been  very  carefully  prepared  is  mixed  with 
the  colouring  matter,  " dipped**  dried,  and  reduced  to  fine  powder. 

It  is  then  placed  in  a  press  and  subjected  to  enormous  pressure 

>  Report  on  International  Eidiibition  1871  ;  by  Gilbert  Redgraye,  Esq. 
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from  a  steel  die.  This  reduces  the  powder  to  a  third  of  its  bulk 
and  thoroughly  consolidates  it;  at  the  same  time  the  pattern,  if 
any,  is  impressed  upon  the  tile  by  means  of  the  die. 

They  are  then  carefuUy  dried  in  a  hot  room,  glazed,  and  fired. 

There  are  several  places  in  which  encaustic  tiles  are  made, 
but  the  most  celebrated  manufactory  in  the  country  is  that  of 
Messrs.  Minton,  Hollins,  &  Co.,  at  Stoke-upon-Trent ;  the  founder 
of  which,  Mr.  Herbert  Minton,  brought  the  art  to  its  present  state 
of  perfection. 

There  are  other  manufacturers  at  Stoke,  Staffordshire,  at  Poole 
in  Dorsetshire,  also  at  Broseley,  near  Hereford. 

Tess&roB  are  tiles  sometimes  made  by  the  dry  process  just 
described,  and  are  so  accurate  in  form  that  they  can  be  laid  as 
mosaic  work  in  pavement  without  any  rubbing  or  injury  of  the 
face. 

They  are  sometimes  made  out  of  moist  clay,  and  cut  into 
various  shapes  by  wires. 

Majolica  Tiles  have  raised  patterns,  and  their  colour  "  applied 
in  the  form  of  an  enamel  or  coloured  opaque  glaze.  They  have 
not  therefore  the  same  amount  of  durability,  and  are  only  used 
for  walls  and  similar  ornamental  purposes."^ 

Mosaic  Favirig  Slais  are  made  by  arranging  tesserae  in  the 
pattern  required.  Strips  of  wood  are  placed  round  the  whole 
so  as  to  form  a  rough  frame. 

Portland  cement  is  then  run  in  over  the  backs  of  the  tesserae, 
and  the  whole  strengthened  and  formed  into  a  slab  by  two  layers 
of  common  tiles  set  in  cement* 

Uses. — Flat  encaustic  tiles  made  by  either  process  may  be  used 
for  paving  or  wall  decoration,  but  those  with  raised  patterns 
must  of  course  be  restricted  to  the  latter  purpose. 

In  some  cases  the  tiles  for  wall  decoration  are  put  together  in 
panels  before  being  glazed.  A  picture  is  painted  upon  the  panel, 
the  tiles  composing  it  are  then  separated,  burnt  at  a  high  tem- 
perature, and  glazed. 

Chemical  Analysis. — In  order  to  make  these  Notes  more  complete,  and 
as  a  matter  of  interest  to  those  who  possess  the  necessary  chemical  knowledge, 
a  description  of  the  analysis  of  a  brick  earth  or  brick  is  appended.^ 


^  Report  on  the  International  Exhibition,  1871 ;  by  Gilbert  Redgrave,  Esq. 

'  Qwilt'B\EneyclqpcBdia. 
>  From  NoUs  on  the  Chemistry  of  Building  McUerialB,  by  Captain  Abney,  R.E., 
F.R.S. 
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**  The  analysis  of  a  brick  or  brick  earth  is  conducted  in  a  very  similai 
manner  to  that  of  a  lime  or  a  cement  (see  p.  239).. 

/'  To  find  the  constituents,  a  small  portion  of  the  finely  powdered  brick  is 
taken  and  treated  with  dilute  HCl,  and  digested  with  it  until  nothing  more  is 
dissolved.  The  solution  is  then  filtered  and  tested  in  the  same  manner  as 
directed  when  treating  on  cements. 

'^  The  insoluble  residue,  after  being  dried,  is  mixed  with  about  three  times 
its  bulk  of  a  mixture  of  the  carbonates  of  soda  and  potash,  in  the  proportion 
of  5^  parts  of  the  sodium  to  7  of  the  potassium  carbonate,  and  placed  in  a 
platinum  crucible  containing  a  little  of  the  fluxing  mixture  at  the  bottom,  and 
heated  over  a  strong  flame.  The  mass  will  melt  and  a  decomposition  take 
place,  owing  to  the  silicic  acid  of  the  brick  having,  when  heated,  a  stronger 
affinity  for  the  soda  and  potash  of  the  fluxing  mixture  than  for  the  bases 
with  which  it  was  combined  in  the  brick. 

"  The  crucible  should  be  allowed  to  remain  over  the  flame  till  no  more 
bubbling  is  observed,  caused  by  the  escape  of  CO,,  which  will  generally  be 
in  about  five  or  ten  minutes ;  it  should  then  be  carefully  removed  and 
allowed  to  cool,  and  the  contents  as  far  as  possible  detached  from  the  sides  of 
the  crucible,  and  the  whole  placed  in  a  dish  with  some  dilute  HCl  which  will 
dissolve  the  fused  mass.  The  crucible  should  be  removed  from  the  dish,  and, 
after  washing  it,  the  solution  should  be  evaporated  to  complete  dryness,  re- 
dissolved  in  acid,  and  the  SiO„  which  by  the  process  of  drying  has  become 
insoluble,  be  filtered  out  The  examination  of  the  solution  should  be  pro- 
ceeded with  as  the  one  originally  obtained,  after  treating  the  brick  with  acid. 

"  The  common  constituents  of  bricks  are 


Silicfl 

Iron. 

Manganese. 

Alumina. 

Lime. 

Magnesia. 

Soluble  Salts. 

Sulphur. 

The  sulphur  may  exist  in  the  brick  in  one  or  two  states,  either  as  sulphuric 
acid,  or  combined  with  iron  as  sulphide  of  iron.  If  contained  in  the  acid 
state  it  may  be  detected  by  boiling  some  in  water  and  adding  barium  chloride, 
which  produces  a  white  precipitate  insoluble  in  acids.  As  a  sulphide  it  may 
be  detected  by  fusing  a  portion  with  a  little  of  the  fluxing  mixture,  detaching 
the  fused  mass  and  moistening  it  on  a  silver  plate  or  coin.  The  sulphide  of 
soda  formed  by  the  fusion  will  blacken  or  stain  the  silver. 

"  Quantitative  Analysis. — 25  grains  are  very  carefully  weighed  out  and 
transferred  to  a  porcelain  dish  into  which  dilute  hydrochloric  and  nitric  acids 
are  poured,  and  the  whole  heated  ;  the  portion  remaining  undissolved  is 
filtered  out,  dried,  and  weighed.  The  nitric  acid  acts  upon  any  sulphur 
which  the  brick  may  contain  and  converts  it  into  sulphuric  acid." 


Chapter  ITL 

LIMES,  CEMENTS,  MORTAR, 
CONCRETE,   PLASTERS,  AND  ASPHALTES. 

LIMES  AND  CEMENTS. 

THEEE  are  hardly  any  materials  used  by  the  engineer, 
architect,  or  builder,  on  which  so  much  depends  as  upon 
mortar  and  concrete. 

There  are  diBFerences  of  opinion  on  many  points  connected  with 
the  preparation  and  use  of  these  materials,  and  there  is  still 
much  prejudice  existing  in  favour  of  exploded  notions  and  of  old- 
fashioned  ideas. 

These  prejudices  are  the  more  difficult  to  overcome,  because 
tha  old-fashioned  methods  of  preparing  mortar  and  concrete  were, 
as  a  rule,  less  troublesome  than  those  of  more  recent  introduc- 
tion. 

In  order  to  clear  the  way  for  a  proper  understanding  of  this 
important  subject,  it  will  be  well,  first,  to  explain  the  meaning  of 
some  of  the  commonest  terms  used  in  connection  with  it. 

Terms  in  Use. — ^The  natural  Liinea  and  Cements  used  for  build- 
ing are  produced  by  the  calcination  of  limestones  or  other  cal- 
careous minerals,  the  effect  of  which  is  to  drive  off  the  carbonic 
acid  and  moisture  they  contain. 

Calcination  is  heating  to  redness  in  air. 

QuickliTne  or  Caustic  Lime  is  the  resulting  lime  as  left  imme- 
diately after  calcination. 

Slaking  is  the  process  of  chemical  combination  of  quicklime 
with  water.  This  gives  rise  to  various  phenomena  which  will  be 
more  particularly  described  hereafter.     (See  p.  146.) 

Slaied  Zims  is  the  substance  remaining  after  slaking,  and  is 
chemically  known  as  the  "  hydrate  of  lime'*  ^ 

^  Calcium  hydrate.  The  ordinary  chemical  nomenclature  has  been  adopted 
throcighont  these  Notes  as  being  more  familiar  to  readers  generally  than  the  now 
nomenclatOTB.    The  modem  names  are  given  in  footnotes. 

B.  C. — m  L 
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Setting  is  the  hardening  of  lime  which  has  been  mixed  into  h 
[»aste  with  water. 

This  is  quite  a  diflferent  thing  from  mere  drying.  During  dry- 
ing  the  water  in  the  paste  evaporates,  but  no  setting  action 
takes  place. 

JBydraulicity. — Lime  or  cement  is  said  to  be  more  or  less 
hydraulic,  according  to  the  extent  to  which  paste  or  mortar  made 
from  it  will  set  under  water,  or  in  positions  where  it  is  free  from 
access  of  air. 

Limestones  and  other  minerals  from  which  limes  and  cements 
are  produced  differ  greatly  in  their  composition,  ranging  from 
pure  carbonate  of  lime,^  such  as  white  chalk  or  marble,  to  stones^ 
containing  from  10  to  30  per  cent  of  clay,  in  addition  to  other 
foreign  constituents,  such  as  magnesia,  oxide  of  iron,^  etc. 

As  the  properties  of  the  resulting  lime  or  cement  depend  very 
greatly  upon  the  composition  of  the  stone  from  which  it  is  pre- 
pared, it  will  be  instructive  briefly  to  note  the  characteristics  of 
the  most  common  constituents  of  such  stones  before  proceeding 
further;  especially  distinguishing  those  which  produce  hydrau- 
licity  from  those  which  have  not  that  effect. 


CONSTITUENTS  OF  LIMESTONE. 

ConBtituents  of  Iiimestones  'whioli  do  not  produce  Hydraulioity. 
— Carbonat£  of  Lime.^ — Ab  already  noticed,  some  Umestones,  such  as  chalk 
and  marble,  consist  entirely  of  this  substance,  and  in  all  it  plays  an  important 
part 

When  pure  carbonate  of  lime  is  calcined,  the  carbonic  acid  and  water  con- 
tained in  it  are  driven  off,  and  "  quicklime ''  results.^ 

Slaking, — If  the  quicklime  is  treated  (either  by  sprinkling  or  dipping)  with 
as  much  water  as  it  will  easily  absorb,  it  almost  immediately  cracks,  swells, 
and  falls  into  a  bulky  powder  with  a  hissing  crackling  sound,  slight  ex- 
plosions, and  considerable  evolution  of  heat  and  steam  ; — ^this  is  the  process 
of  '^  slaking.*'  By  it  pure  lime  is  increased  in  volume  from  2  to  3^  times 
its  original  bulk, — the  variation  depending  both  on  the  density  of  the  original 
carbonate  and  on  the  manner  of  conducting  the  process. 

Air-slaking. — If  the  pure  quicklime  be  exposed  to  the  air,  it  will  gradu- 
ally absorb  moisture,  and  fall  into  a  powder  with  increase  of  volume,  but 
without  perceptible  heating ;  it  is  then  said  to  be  ''  air-slaked."  Some  car- 
bonic acid  is  also  absorbed  in  '^  air-slaking." 

Setting, — If  a  small  pat  be  made  of  paste  from  the  slaked  lime  and  placed 

*  Calcium  carbonate,  '  Ferric  oaside, 

'  Called  also  '*  anhydrous"  or  " caustic''  lime. 
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nnder  water,  it  will  slowly  dissolve,  until  (if  the  quantity  of  water  be  suffi- 
cient, or  is  changed  often  enough)  it  entirely  disappears. 

In  air  the  surface  of  the  pat  will  absorb  carbonic  acid,  which  reconverts  it 
into  a  carbonate  of  lime.  This  action  continually  decreases,  and  practically 
ceases  after  forming  a  surface  crust  less  than  half  an  inch  thick — the  in- 
terior remaining  pulpy  or  friable,  according  as  the  situation  is  damp  or  dry, 
and  undergoing  no  further  change  of  any  kind. 

Sand,  of  an  ordinary  description  (such  as  that  from  flint  or  grains  oi 
quartz)  occurring  as  an  impurity  in  the  limestone,  has  by  itself  no  chemi- 
cal  action  with  the  quicklime,  when  forming  part  of  a  limestone  calcined 
at  the  temperature  ordinarily  reached  in  a  kiln,  but  constitutes  with  it  a 
mere  mechanical  mixture ;  forming  what  is  called  a  **  Poor  Lime,*'  and 
having  the  effects  described  at  page  152. 

Constitueiits  of  Idmestone  which  produce  HydrauUoity. — The  sub- 
stances above  noticed  give  the  lime  no  hydraulic  properties  whatever. 

It  is  most  important  to  .understand  distinctly  what  constituents  are 
necessaiy  in  a  limestone  to  confer  upon  it  the  characteristic  of  hydrau- 
licity. 

These  will  now  be  shortly  referred  to. 

Clat  is  the  most  important  constituent  of  those  which  produce  hydraulicity 
in  limestones,  indeed  the  great  majority  of  hydraulic  limes  owe  their  pro- 
perties to  the  clay  they  contain. 

The  effects  produced  by  the  presence  of  clay  in  a  limestone  are  as  follows : — 

a.  It  greatly  modifies  the  slaking  action.  When  a  large  proportion  of  day 
is  present,  such  action  does  not  take  place  at  all. 

5.  It  confers  the  power  of  setting,  and  remaining  insoluble  under  water,  or 
in  other  positions  where  the  air  has  no  access. 

In  order  that  the  clay  may  properly  fulfil  its  functions,  it  is  necessary — 

1.  That  the  amount  of  day  should  be  properly  proportioned  to  that  of  the 
remaiidng  constituents. 

fThe  effects  above  mentioned  are  more  marked  as  the  proportion  of  day  is 
greater,  up  to  a  certain  limit  when  the  excess  of  clay  becomes  injurious.) 

2.  That  the  stone  should  be  calcined  at  the  proper  temperature. 

fThis  is  a  very  important  and  very  intricate  portion  of  the  subject  The 
same  stone  will  give  very  different  results  according  to  the  degree  of  calcina- 
tion to  which  it  is  subjected.) 

The  nature  of  the  changes  undeigone  by  the  clay,  and  the  evils  caused  by 
over-burning  or  under-burning  the  stone,  are  explained  at  page  230. 

These  changes  are  of  a  somewhat  complicated  nature,  and  it  will  be  suf- 
fident  at  present  to  note  the  fact  that  after  proper  calcination  of  a  limestone 
containing  clay,  the  result  is  a  substance  contcdning  a  proportion  of  free 
quidclime  together  with  compounds  (formed  by  the  day  and  lime)  which  have 
the  property  of  becoming  hard  when  formed  into  a  paste,  even  if  secluded 
from  the  air  or  placed  under  water. 

Soluble  Silica. — ^There  are  several  forms  of  silica,  such  as  sand,  flint,  etc., 
which,  as  already  noticed,  are  useless  in  lime,  for  they  are  only  in  a  state  of 
mechanical  mixture  with  it.  The  silica  must  be  in  combination  with  other 
substances  and  in  a  peculiar  soluble  state,  or  it  will  not  combine  with  the 
lime  ;  in  such  a  state  it  is  found  in  clay. 

Unfortunately,  in  most  analyses  of  limestones  the  soluble  or  usefully  active 
form  of  silica  is  not  distingnidied  from  the  sand,  or  silica  in  an  inert  state  ; 
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this  leads  to  some  confusion,  and  renders  the  analyses  less  useful  than  they 
would  otherwise  be. 

Carbonate  of  Maoxesia  ^  combined  with  lime  reduces  the  energy  of  the 
slaking,  and  increases  that  of  the  setting  processes ;  when  other  substances  are 
present,  its  behaviour  and  combination  with  them  are  similar  to  those  of  lime. 

When  carbonate  of  magnesia  is  present  in  sufficient  quantity  (about  30  per 
cent),  it  renders  lime  hydraulic  independently  of  and  in  the  absence  of  clay. 

Alkalies  and  Metallic  Oxides. — ^These  if  exposed  to  a  great  heat  become 
fused  and  quite  inert ;  but  when  subjected  only  to  lower  temperatures 
sometimes  tend  to  produce  soluble  silicates,  and  thus  to  cause  hydraulicity. 

Sulphates  in  small  quantities  tend  to  suppress  the  slaking  action,  and  to 
increase  the  rapidity  of  setting. 

The  introduction  of  these  is  the  basis  of  a  class  of  cements  which  will  be 
considered  presently.     (See  p.  179.) 


CLASSIFICATION  OF  LIMES  AND  CEMENTS. 

The  calcined  limestone  is  divided,  according  to  its  action  in  slaking  and 
setting,  into  the  following  classes  : — 

1.  Rich,  Fat,  or  Pure  Limes. 

2.  Poor  Limes. 

3.  Hydraulic  Limes. 

.    r\         i.    f  Natural. 

4.  Cements  {  ^  ^.r.  .  ^ 

\  ArtinciaJ. 

These  classes  merge  gradually  the  one  into  the  other,  without  sharp  distinc- 
tions, the  difference  between  them  depending  upon  the  nature  and  amoimt  of 
the  foreign  constituents  associated  with  the  lime,  and  upon  the  degree  of 
calcination  to  which  the  stone  has  been  subjected. 

The  physical  characteristics  of  the  raw  stone  are  no  index  to  the  properties 
of  the  lime  or  cement  produced  from  it  These  properties  may  however  be 
inferred  from  the  nature  and  proportions  of  the  chemical  constituents  of  the 
stone.  A  general  composition  has  been  assigned  to  the  materials  yielding 
each  of  the  classes  above  mentioned,  but  it  must  be  borne  in  mind  that  thi& 
is  only  an  approximate  indication  of  quality,  and  that  the  behaviour  when 
calcined  and  treated  with  water  is  the  only  safe  means  of  classification. 

The  following  Table  shows  the  composition  of  a  number  of  limestones 
and  cement  stones,  chosen  as  characteristic  examples,  and  intended  to  give 
some  idea  of  the  varieties  actually  met  with. 

In  comparing  these  analyses  with  others,  it  must  be  borne  in  mind  that 
these  show  the  composition  of  the  raw  stone,  or  raw  material  from  which  the 
lime  or  cement  is  produced.  Analysis  of  the  burnt  lime  or  cement  would  in 
each  case  have  given  a  higher  percentage  of  clay  and  sand,  and  the  lime  and 
magnesia  would  not  appear  as  carbonates.  (The  carbonic  add  would  have 
been  expelled  during  calcination.) 


^  Magnesium  carbowUe, 
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TABLE 

GivixG  THE  Composition  of  Various  Limestones,  Cement  Stones,  etc., 

BEFORE  Calcination. 


Cou POSITION  OF  Raw  Btone  ob  Raw  Material. 

Nature 
of  Lime 

or 

Cement 

produced. 

Description. 

Carbonate  of  Lime 

and  Carbonate 

of  Magnesia. 

Clay,  Sand,  Iron, 
etc 

Water 

and 
Loss. 

Analyst  or 
Authority. 

' 

1 

Carram  Marble  (see 
p.  55) 

100  carb.  lime 

•  • 

•  • 

Vicat. 

u 

White  Cbalk  . 

98*6  carb.  lime 
-4  carb.  magnesia 

'2  iron,  manganese 
and  phosphates 
'8  silica  and  alumina 

•  • 

Schweitzer  (Reid). 

Limei 

y9-0 

ro 

Bath  Oolite  (see  p. 
60) 

94*5  carb.  lime 
2*5  carb.  magnesia 

1  '2  iron  and  alumina 

Rich( 

Portland  Oolite  (see 

p.  60) 

97  0 

95*2  carb.  lime 
1*2  carb.  magnesia 

1-2 

'5  iron  and  alumina 
1-2  silica 

1-8 

Professors     Daniel 
and  Wheatstonc; 
Commi.ssion     on 
Stone  for  Houses 
of  Parliament. 

I 

96-4 

1-7 

1-9 

Do. 

.  /■ 

S 
E 
3  - 

Siliciferoos   Oolite, 
Chilmark  Stone  (see 
p.  63) 

79  0  carb,  lime 
S'7  carb.  magnesia 

2*0  iron  and  alumina 
10-4  silica  (nearly  all 
sand) 

1 

82-7 

12-4 

4-2 

Do. 

II' 

ta4 

Grey  Chalk,  Hailing 
(seep.  165) 

92  carb;  lime  . 

8  clay    . 

•  • 

CoL  Scott,  R.E. 

Roach  Abbey,  Dolo- 
mite (see  p.  69) 

57-5  carb.  lime 
39.4  carb.  magnesia 

'7  iron  and  alumina 
-8  BlUca 

A 

96-9 

1-6 

1-6 

Professors     Daniel 
and  Wheatstone ; 
Commission     on 
Stone  for  Houses 
of  Parliament 

1 

•0  - 

Bolaoyer,  Dolomite 
(seep.  69) 

61*1  carb.  lime 
40-2  carbi  magnesia 

1  '8  iron  and  alumina 
.^-6  siUca 

fi^ 

91-3 

5-4 

3-3 

Do. 

Carboniferona, 
Aberthaw  (see  p. 
155) 

86 '2  carb.  lime 

11-2  clay  . 

2-6 

Phillips     (Captain 
Smiths  VicatX 

>>. 

Gzey  (Hialk,  Sussex 
(see  p.  155) 

88  carb.  lime  . 

17  clay     . 

•  • 

Col.  Scott,  RE. 

ISO 
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Composition  of  Limestones,  etc. — Continued. 


CoMFosmoH  or  Raw  Stone  or  Raw  Matuiial.^ 


Nature 
of  Lime 

or 

Cement 

produced. 

Description. 

Carbonate  of  Lime 

and  Carbonate 

of  Magnesia. 

Clay,  Sand,  Iron, 
etc 

Water  i 
and 
Loss. 

Analyst  or 
Authority. 

p 

Blue     Lias,   Lyme 
Regis  (see  p.  155) 

70*2  carb.  lime 

17*3  silica  and  alu- 
mina 

3-5 

Reid. 

Some  varie- 
ties contain 
less  clay. 

• 

Carboniferous, 
Holvwell,    Wales 
(Halkin  Mountain 
Limestone),  see  p. 
155 

71*55  carb.  lime 
1-35  carb.  msgnesia 

8-5  alumina 
2*2  iron. 

•8  alkalies 
20-1  sUica 

26-6 

•5 

Mospiatt 

Avenge 
about    12*5 
percent 

72-90 

1 

Arden,  near  Glas- 
gow (see  p.  155) 

68-0  carb.  Ume 
'8  carb.  magnesia 

25-8  clay 
2-4  iron 
*6  chlorides 

68*8 

28-8 

2*4 

Ingram. 

« 

•4-> 

'  Heavy  English     . 

Portland 

3  White  Chalk  and 
1  Clay  dried,  but 
unbumt   (see    p. 

100) 

•  • 

•  * 

77*   carb.  lime 
77*0 

2-7  alumina 
S-5  iron 
15*8  silica 
1*0  alkalies 

230. 

•    m 

Reid. 

^- 

C 
00 

Portland    Cement, 
good 

Kimmeridge    Clay 

(Boulogne) 
(Natural  Portland) 

unlyumt 

58  to  63  carb.  lime 

76'6  carb.  lime 
*8  carb.  magnesia 

77*4 

21  to  24  silica 
5  to  9    alumina 
3  to  6    oxideinm 
0*5  to  1*5  sulphuric 

acid 
9*2  iron   and  alu- 
mina 
13*4  silica 

22-6 

m    • 

Specification      of 
I'Administration 
desPontetChaus- 
sees. 

Oilmore. 

Currie     9c 
Co.'s  cir- 
cular 

Xatire     Magnesia 
(Madras) 

99  carb.  magnesia . 

-5  silic 

*5 

Dr.  Malcomson 
(Captain  Smith's 
Vicat) 

' 

Dolomite,  Portgyfu, 
North  Wales 

21*4  carb.  lime 

61 '15  carb.  magnesia 

6-68  silica 
2-07  alumina 
8 -76  iron 

1 

i- 

82-55 

16-41 

1-1 

Professor  Cabutt 
(Upowltz). 

Rosendale   Cement 
Stone,  Layer  No. 
9.  Hifh  Falls,  Ul- 
ster, New  Tork 

43-3  carb.  lime 
26  0  carb.  magnesia 

20'7  silica  and  alu- 
mina 
1*9  iron 

2*0  sulphuric  acid 
4*2  alkaline  chlo- 
rides 

1 

09*3 

28*8 

1*9 

Professor  Boynton 
(OilmoxeX 

Medina       Cement 
Stone  (see  p.  158) 

47'80  carb.  lime 

25*09  iron  and  alu- 
mina. 
1*60  sulphuric  acid 
24*50  siUua       . 

v. 

47-80 

51-69 

•51 

Ingram. 

'  For  analyses  of  the  burnt  Portland  cement  see  p.  227. 
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Composition  of  Limestones,  etc. — Continued, 


Composition  of  Raw  Btonb  or  Raw  Material.^ 


Nature 
of  liime 

or 

Cement 

produced. 


s 


s 

•8 
•3 
or 


Description. 


Roman  Cement  Stone  54*0  carb.  lime 


fh>m  Calderwood 
(ScotUmd),  see  p. 
159 


Medina  Cement 
Stone  from  Ports- 
mouth, Isle  of 
Wight  (see  p.  158) 


Roman  Cement 
Stone  fkom  Bou- 
logne Septaria 


Roman  Cement 
Stone  flnom  Sheppy 
Septaria 


Carbonate  of  Lime 

and  Carbonate 

of  Magnesia. 


Rosendale  Cement 
Stone,  Layer  No. 
16,  High  Falls, 
New  York 


14*2  carb.  magnesia 


68-2 

45 -S2  carb.  lime 
•50  carbi  magnesia 


45*82 


61*6  carb.  lime 


616 

65*7  carb.  lime 
'5  carb.  magnesia 


66-2 

46'0  carb.  lime 
17*8  carb.  magnesia 


Clay,  Sand,  Iron, 
etc. 


Water 
and 
Loss. 


63-8 


8*4  alumina 
13*81  iron 
8*8  silica 
2*6  phosphates 

28*1 


14*15  iron  and  alu- 
mina 
1*70  sulphuric  acid 
37-65  siUca 

58-50 


4-8  alumina 
15-0  silica 
9*0  iron 


28-8 

6*6  alumina 
6*8  iron 
1*9  manganese 
18-0  siUca 

82*5 


80-0 


alu- 


silica  and 
mina 
1*8  iron. 

*2  sulphuric  acid 
4*1   alkaline   chlo- 
rides 

35*6 


3*7 


•68 


Analyst  or 
Authority. 


Professor   Penny 
(Gilmore). 


9*6 


1*30 


Drapping  (Captain 
Smiths  Vicat). 


Do. 


Professor  Boynton 
(Gilmore). 


Rough  Tests, — A  few  rough  testa  may  be  applied  to  a  limestone  to  see  if  it 
is  likely  to  fomisli  a  hydraulic  lime  or  cement 

Such  a  stone  will  generally  have  an  earthy  texture,  and  will  weather  to  a 
brown  surface. 

Acid  will  not  cause  upon  it  so  great  an  effervescence  as  upon  purer  lime- 
stones. 

When  breathed  upon  or  moistened  a  clayey  odour  is  emitted  from  the 
stone. 

The  best  plan,  however,  is  to  bum  a  little  of  the  stone  in  a  small  experi- 
mental kiln,  to  judge  by  the  slaking,  and  by  the  behaviour  of  pats  made  from 
the  paste. 


*  For  analyses  of  the  burnt  Roman  cement  see  p.  241. 
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LIMES. 

Bioh  or  SV^t  Limes  are  those  calcined  firom  pure,  or  very  nearly 
pure,  carbonate  of  lime,  not  containing  sufficient  foreign  con- 
stituents to  have  any  appreciable  effect  upon  either  the  slaking  oi 
setting  actions. 

The  phenomena  attendant  upon  these  actions  and  the  charac- 
teristics of  the  resulting  paste  exactly  resemble  those  described 
for  pure  carbonate  of  lime  (see  p.  146),  and  need  not  be  repeated. 

Uses. — ^The  solubility  and  want  of  setting  power  of  fat  lime 
render  it  unsuitable  for  making  mortar,  except  for  the  walls  of  out- 
houses and  for  other  similar  positions.  It  is  nevertheless  fre- 
quently used  for  the  mortar  in  structures  of  a  much  more  imposing 
character. 

It  is  however  better  than  hydraulic  limes  for  semitary  purposes 
(being  purer),  and  is  very  useful  for  plasteriog  and  for  white- 
washing. It  is  also  extensively  employed  in  the  manufacture 
of  artificial  hydraulic  limes  and  cements. 

Precautions  in  Using, — ^Fat  lime  requires  to  be  mixed  with  a 
great  deal  of  sand  to  prevent  excessive  shrinkage,  but  this  addi- 
tion does  not  materially  injure  it,  as  it  attains  no  strength  wortli 
mentioning  under  any  circumstances. 

The  only  setting  that  takes  place  in  it  is  the  formation  of  a 
thin  surface  crust,  bearing  a  small  proportion  to  the  whole  bulk  ; 
mortar  made  from  such  lime  may  therefore  be  left  and  re-worked 
repeatedly  without  injury. 

Stained  Fat  Ldibs. — Some  of  the  lime  which  finds  its  way  into  the 
Tjondon  market,  under  the  assumed  names  of  Dorking,  Hailing,  and  Mers- 
tham,  is  merely  fat  lime  tinged  with  iron  sufficiently  to  give  it  the  buff  colour 
characteristic  of  the  hydraulic  lime  made  out  of  the  grey  chalk  from  the 
localities  above  mentioned  (see  p.  155). 

Of  conrse,  this  stained  lime  makes  mortar  of  the  same  inferior  descrip- 
tion as  would  be  obtained  from  a  common  fat  white  lime,  and  has  no 
hydraulic  properties  whatever. 

Poor  Limes  are  those  containing  from  60  to  90  per  cent  of  car- 
bonate of  lime,  together  with  useless  inert  impurities,  such  as  sand, 
which  have  no  chemical  action  whatever  upon  the  lime,  and  there- 
fore do  not  impart  to  it  any  degree  of  hydraulicity. 

These  limes  slake  sluggishly  and  imperfectly,  the  action  only 
coromences  after  an  interval  of  from  a  few  minutes  to  more  than 
an  hour  after  they  are  wetted,  less  water  is  required  for  the  pro- 


UMES.  153 

cess,  and  it  is  attended  with  less  heat   and  increase  of  volume 
than  in  the  case  of  the  fat  limes. 

If  they  contain  a  large  proportion  of  impurities,  or  if  they  are 
over-burnt,  they  cannot  be  depended  upon  to  slake  perfectly 
unless  first  reduced  to  powder. 

The  resulting  slaked  lime  is  seldom  completely  pulverised — is 
only  partially  soluble  in  water,  leaving  a  residue  composed  of  the 
useless  impurities,  and  without  consistence. 

The  paste  formed  from  the  slaked  lime  is  more  incoherent,  and 
shrinks  less  in  drying,  but  behaves  in  other  respects  like  that 
made  from  fat  Ume — ^in  fact,  it  is  like  a  fat  lime  mortar  contain- 
ing a  certain  proportion  of  sand. 

Mortar  made  from  poor  lime  is  less  economical  than  that  from 
fat  lime,  owing  to  the  former  increasing  less  in  slaking,  bearing 
less  sand  (as  the  lime  already  contains  some  in  the  form  of 
impurities),  and  requiring  a  more  troublesome  manipulation  than 
the  latter.  It  is  in  no  way  superior  as  regards  setting,  and 
should  therefore  only  be  used  when  no  better  can  be  had. 

Hydraulic  Limes  are  those  containing,  after  calcination,  enough 
quicklime  to  develope  more  or  less  the  slaking  action,  together 
with  suf&cient  of  such  foreign  constituents  as  combine  chemi- 
cally with  lime  and  water  to  confer  an  appreciable  power  of 
setting  without  dr3dng  or  access  of  air. 

Their  powers  of  setting  vary  considerably.  The  best  of  the 
class  set  and  attain  their  full  strength  when  kept  immersed  in 
water. 

They  are  produced  by  the  moderate  calcination  of  stones  con- 
taining from  73  to  92  per  cent  of  calcium  carbonate,  combined 
with  a  mixture  of  foreign  constituents  of  a  nature  to  produce 
hydraulicity. 

Different  substances  have  this  effect,  as  already  mentioned  (see 
p.  147),  but  in  the  great  majority  of  natural  hydraulic  limes  com- 
monly used  for  making  mortar,  the  constituent  which  confers 
hydraulicity  is  day} 

The  phenomena  connected  with  the  slaking  of  limes  varies 
greatly  according  to  their  composition.  With  none  is  it  so 
violent  as  with  the  pure  carbonate  of  lime  (see  p.  146),  and  the 
more  clay  the  limes  contain  the  less  eneigy  do  they  display,  until 
we  arrive  at  those  containing  as  much  as  30  per  cent  of  clay, 

^  In  some  varieties,  as  before  mentioned,  a  portion  of  the  carbonate  of  lime  is  re- 
placed  by  carbonate  of  magnesia,  which  increases  the  rapidity  of  setting. 
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when  hardly  any  effect  at  all  is  produced  by  wetting  the  calcined 
lime,  unless  it  is  first  ground  to  powder. 

The  setting  properties  of  hydraulic  lime  also  diCTer  very  con- 
siderably in  proportion  to  the  amount  they  contain  of  the  clay  or 
other  constituent,  which  gives  the  lime  its  power  of  setting  with- 
out drying  or  the  access  of  air. 

This  led  to  their  being  subdivided  by  Vicat  into  three  classes, 
as  shown  in  the  following  Table : — 


CLASSIFICATION  OF  HYDRAULIC  LIMES. 


Name  of  Class. 

Percentage  of  Clay, 

associated  with 
Carbonate  of  Lime 

only,  or  with 

Carbonate  of  Lime 

and  Carbonate  of 

Magnesia. 

BehaTloor  in  slaking  after 
being  wetted. 

Behavionr  In  setting 
under  Water. 

Feebly 
Hydraulic 

5  to  12  p.  C. 

Pauses  a  few  minutes, 
then  slakes  with  de- 
crepitation,,   develop- 
ment of  heat,  crack- 
ing, and  ebullition  of 
vapour. 

Firm  in  15  to  20  days. 
In  12  months  as  hard 
as  soap — dissolves  with 
f^reat  difficulty,  and 
m  frequently  renewed 
water. 

Ordinarily 
Hydraulic 

15  to  20  p.  c. 

Shows  no  sign  of  slaking 
for  an  hour,  or  perhaps 
several  hours — ^finally 
cracks  all  over,   with 
slight  fumes,  develop- 
ment of  heat,  but  no 
decrepitation. 

Resists  the  pressure  of 
the  finger  in  6  or  8 
days,  and  in  12  months 
as  hard  as  soft  stone. 

Eminently 
Hydraulic 

20  to  30  p.  c. 

Very  difficult  to  slake — 
commences  after  long 
and  uncertain  periods 
— ^very  slight  develop- 
ment of  heat,  sensible 
only   to    touch — ^very 
often  no  cracking,  or 
powder  produced. 

Firm  in  20  hours — ^hard 
in  2  to  4  days — ^very 
hard  in  a  month — ^in  6 
months  can  be  worked 
like  a  hani  limestone, 
and  has  a  similar  frac- 
ture. 

Varieties  of  Lime  in  Common  XTse. — Fat  LniEa — ^White  chalk,  marble, 
the  Oolitic  limestones,  and  shells,  when  calcined,  furnish  the  fat  limes  in 
ordinary  use.  A  great  variety  of  fat  limes  is  found  in  England,  Scotland,  and 
Ireland. 

Oysters  and  other  shells  require  burning  at  a  high  temperature.  They 
contain  gelatine,  which  is  converted  into  charcoal,  and  bums  with  difficulty  ; 
the  result  is  a  tendency  to  produce  a  badly  slaking  lime. 
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Htdraulio  Limbs. — Orey  Chalk  Lime  (called  '^  stone  lime  "  in  London)  ia 
of  a  feebly  hydraulic  character. 

It  is  obtained  from  the  lower  chalk  beds  in  the  South  of  England,  the 
present  supplies  coming  from  Hailing,  Dorking,  Lewes,  Petersfield,  Mers- 
tham,  etc 

This  lime  is  usually  of  a  light  buff  colour,  and  slakes  very  freely.  When 
used  with  two  parts  of  sand  in  brickwork,  a  good  sample  should  sensibly 
resist  the  finger-nail  at  a  month  old. 

Lias  Lime  varies  greatly  in  its  properties  according  to  the  locality  of  the 
beds  from  which  it  is  procured,  some  being  only  moderately  hydraulic,  and 
others  eminently  so. 

The  raw  stone  is  of  a  dark  blue  colour  (hence  the  lime  is  called  "  blue 
lias ''),  and  the  burnt  lime  a  pale  grey. 

It  slakes  veiy  sluggishly,  and  should  set  well  in  wet  situations  (according 
to  its  composition)  in  from  one  or  two  to  several  days. 

This  lime  is  sold  both  in  lump  and  ground.  The  latter  is,  as  a  rule,  the 
best,  as  the  softer  stones,  containing  more  clay,  are  selected  for  grinding, 
but  it  may  be  adulterated  with  sand,  or  be  air-slaked  (see  p.  202). 

The  lime  is  ground  to  nearly  the  same  fineness  as  Portland  cement  (see  p. 
162),  and  sold  in  sacks,  or,  for  export,  in  casks. 

Mr.  Beid  says  that  limestones  which  approach  nearest  to  the  analysis  given 
in  the  Table,  p.  150,  "  should  have  the  preference." 

Lias  lime  is  procured  chiefly  from  the  Midland  and  South-western  counties — 
the  best  known  being  that  from  Barrow-on-Soar,  in  Leicestershire ;  from 
Watchet,  in  Somersetshire  ;  Lyme  Regis,  in  Dorset ;  Whitby,  in  Yorkshire  ; 
and  Rugby,  in  Warwickshire. 

The  Oarhcnif&rous  Limestonei  yield  very  valuable  hydraulic  limes,  among 
which  may  be  mentioned  the  Hal  kin  Mountain  limestone,  from  Holywell,  in 
Flintshire  ;  the  Aberthaw  lime,  found  near  Cardiff ;  lime  found  near  Berwick, 
in  Northumberland,  etc 

The  Arden  lime,  found  in  this  formation  near  Glasgow,  is  of  an  eminently 
hydraulic  character,  and  has  been  much  used  for  docks  and  other  important 
work.  It  partakes  rather  of  the  character  of  a  Roman  cement,  and  will  not 
stand  a  large  proportion  of  sand. 

The  Milton  or  Hurlett  lime,  and  the  Kilbride  lime,  from  the  same  neigh- 
bourhood, are  of  a  similar  description. 

Hydraulic  lime  is  found  also  in  Fifeshire,  at  Dunbar,  etc  etc 

The  Magnesian  LimestoneSy  found  in  Durham,  Yorkshire,  Derbyshire,  Don- 
caster,  and  Notts  (see  p.  57),  also  furnish  hydraulic  limes,  which  are  sometimes 
of  a  powerful  character. 

In  Ireland  the  ealp  limestone  yields  a  hydraulic  lime,  but  it  is  very  vari- 
able in  quality.^  A  good  hydraulic  Hme  is  obtained  from  the  Gillogue  quarry 
in  the  carboniferous  formation  near  Limerick. 

The  lias  has  not  been  met  with  to  any  extent  in  Ireland,  and  is  usually 
imported. 

Artifloial  Hydraxilio  lame  may  be  made  by  moderately  cal- 
dning  an  intimate  mixture  of  fat  lime  with  as  mnch  clay  as  wiU 
give  the  mixture  a  composition  like  that  of  a  good  natural  hydraulic 
limestone,  of  which  the  product  should  be  a  successful  imitation. 

A  soft  material  like  chalk  may  be  ground  and  mixed  with 

^  Wilkinson's  Practical  Geology  of  Ireland, 
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the  clay  in  the  raw  state.  Compact  limestone,  on  the  other  hand, 
is  more  commonly  burnt  and  slaked  in  the  first  instance  (as 
being  the  most  economical  way  of  reducing  it  to  powder),  then 
mixed  with  the  clay  and  burnt  a  second  time. 

lime  so  treated  is  called  ''twice  kilned"  lime. 

The  mixture  may  be  made  by  violently  agitating  the  materials 
together  in  water  by  machinery,  or  by  grinding  them  together  in 
a  dry  state,  afterwards  adding  water  to  form  them  into  a  paste. 

The  paste  in  either  case  is  moulded  into  bricks,  which  are  dried 
calcined,  and  otherwise  treated  like  ordinary  lime. 

Artificial  hydraulic  limes  are  not  much  manufactured  or  used 
in  this  country. 

CEMENTS. 

The  cements  used  in  building  and  engineering  works  are  cal- 
careous substances,  similar  in  many  respects  to  the  best  hydraulic 
limes,  but  possessing  hydraulic  properties  to  a  far  greater  degree. 

They  may  be  divided  into  two  classes — 

1.  Natural  Cements. 

2.  Artificial  Cements. 

They  are  distinguished  from  limestones  by  not  slaking  or 
breaking  up  when  mixed  with  water  after  calcination. 

Cements  are  used  chiefly  in  foundations  in  wet  places;  in 
subaqueous  work  of  all  kinds;  for  important  structures,  where 
great  strength  is  required,  such  as  dock  walls  and  lighthouses , 
also  for  making  concrete  and  cement  mortar. 

The  more  exposed  parts  of  ordinary  structures,  such  as  the  copings 
of  walls,  are  frequently  built  in  cement,  also  the  tops  of  chimneys. 

Cements  are  also  used  in  the  walls  of  cesspits,  the  joints  of 
drains,  etc. ;  for  protecting  the  outer  faces  of  walls  and  buildings 
from  the  weather ;  for  thin  walls  where  extra  strength  is  required ; 
for  pointing,  filleting,  and  many  minor  purposes. 

NATURAL  CEMENTS. 

Natural  cements  are  burnt  direct  from  stones  containing  from 
20  to  40  per  cent  of  clay,  the  remainder  consisting  chiefly  of 
carbonate  of  lime  alone,  or  of  carbonate  of  lime  mixed  with 
carbonate  of  magnesia. 

Carbonate  of  Magnesia  by  itself,  when  calcined,  yields  anhy- 
drous magnesia,  which  does  not  slake  like  quicklime,  but  if 
powdered    and    made   into  paste  sets  through  its   whole    maaa. 
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permanently  expanding,  but  not  breaking  up.  It  is  soluble  in  water, 
but  not  so  readily  as  lime. 

Cement  Stones  or  Nodules  are  frequently  found  in  thin 
strata,  amongst  those  of  hydraulic  limestone.  They  are  usually 
brown  or  fawn-coloured,  of  compact  texture,  and  with  an  earthy 
fracture. 

Those  met  with  in  this  country  generally  contain  a  large  pro- 
portion of  clay  (about  30  or  32  per  cent),  are  burnt  at  a  low 
temperature,  and  yield  a  quick-setting  cement  of  no  great  ultimate 
strength. 

These  stones  will  not  bear  much  heat  without  fusing,  as  they 
contain  a  large  proportion  of  iron  (see  p.  236). 

Stones  containing  a  lower  proportion  of  day  (about  22  per 
cent)  are  strongly  burnt,  and  yield  a  heavy  slow-setting  cement. 

The  natural  cement  found  at  Boulogne  (see  Table,  p.  151)  is  of 
this  character,  and  a  similar  description  has  been  met  with  at 
^^gl^y ;  hut  slow-setting  natural  cements  are  rare  in  this  country. 

More  than  40  per  cent  of  clay  injures  the  cement.  If  the 
stone  is  half  clay,  it  should  be  used  as  a  ''  pozzuolana''  (see  p.  196); 
if  there  is  more  than  two-thirds  clay,  it  will  not  set  under  water. 

Slaking  and  Setting. — Lumps  of  burnt  cement  stones  are  hardly 
affected  by  water;  when  ground  to  powder  and  wetted,  they 
produce  a  paste  which,  without  any  preliminary  slaking  action, 
sets  under  water  in  from  five  minutes  to  as  many  hours,  and 
acquires  within  a  year  a  strength  varying  from  that  of  soft  brick 
to  that  of  the  stronger  kinds  of  stone ;  the  differences  in  setting 
powers  and  strength  depending  upon  the  composition  of  the 
stone. 

The  shrinkage  of  cements  setting  in  air  is  veiy  slight,  the  paste 
being  much  denser  than  that  made  from  lime,  in  consequence  of 
the  absence  of  the  expansion  caused  by  slaking. 

Boman  Cement  (originally  called  Parker's  Cement)  is  made 
by  calcining  nodules  found  in  the  London  clay.  These  con- 
tain from  30  to  45  per  cent  of  clay ;  before  being  burnt  they 
have  a  fine  close  grain,  pasty  appearance,  and  greasy  surface 
when  broken. 

The  burning  is  conducted  at  a  low  temperature  and  requires 
great  care. 

The  colour  of  the  calcined  stone  is  generally  a  rich  brown,  and 
is  no  guide  to  the  quality  of  the  cement. 

Weight  and  Strength, — ^Oood  Boman  cement  should  not  weigh 
more  than  75  lbs.  per  bushel,  and  should  set  very  quickly  (within 
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about  15   minutes  of  being  gauged  intx)  paste),  but  attains  so 
great  ultimate  strength  (see  Table,  p.  159). 

Specifications  should  mention  a  minimum  weight  for  these  and 
similar  cements,  for  a  heavy  cement  is  likely  to  be  over-burnt,  and 
moreover  a  stale  cement  will  have  become  heavier  by  absorption 
of  carbonic  acid  from  the  air. 

The  little  strength  possessed  by  Roman  cement  rapidly  dimin- 
ishes on  the  addition  of  sand. 

1  or  1\  part  of  sand  to  one  of  cement  is  the  greatest  propor- 
tion that  should  be  added. 

Storing, — Roman  cement  is  sold  in  a  ground  state,  and  kept  in 
casks,  which  must  be  kept  carefully  closed  and  dry,  otherwise  the 
cement  will  absorb  carbonic  acid  and  become  inert.  For  the 
same  reason  it  is  important  to  examine  this  cement  carefully 
before  using  it. 

Uses, — It  should  be  mixed  in  very  small  quantities  and  used  at  once, 
and  on  no  account  beaten  up  again  after  the  setting  has  commenced. 

The  properties  of  Roman  cement  make  it  valuable  for  tem- 
porarily pointing  joints  in  work  to  be  done  and  set  between  tides, 
and  for  other  purposes  where  quick  setting  is  desirable,  and  no 
great  ultimate  strength  is  required. 

It  is  also  used  for  external  rendering  or  stucco,  but  is  liable  to 
efflorescence  on  the  surface,  which  presents  an  unsightly  appear- 
ance (see  p.  238). 

Market  Forms. — Roman  cement  is  usually  sold  in  casks  ;  sometimes,  if  it 
18  to  be  used  at  once,  in  sacks. 

The  inside  dimensions  of  the  casks  are  2  feet  4  inches  high,  1  foot  4^ 
inches  diameter  at  middle,  1  foot  3|  inches  diameter  at  ends. 

Each  cask  usually  contains  3^  trade  bushels  ^  of  70  lbs.  each — i.e.  246  lb& 

The  sacks  measure  3  feet  7  inches  by  2  feet,  and  contain  3  trade  boshebi 
— i.e.  210  lbs. 

Medina  Cement  is  made  from  the  septaria  found  in  Hampshire  and  the 
Isle  of  Wight,  and  from  those  dredged  up  out  of  the  bed  of  the  Solent 

It  sets  very  rapidly,  is  of  a  light  brown  colour,  and  resembles  Roman  cement 
in  its  characteristics,  but  is  stronger  for  the  first  three  months  (see  Table,  p.  159). 

It  is  sold  in  casks  containing  3^  trade  bushels  of  68  Iba  each,  or  sacks 
containing  3  bushels. 

Harwich  and  Sheppt  Cements  are  similar  materials  made  from  nodules 
found  in  the  London  clay  at  Harwich  and  Sheppy. 

^  There  are  two  kinds  of  bushel  used  in  connection  with  cements  : — (1)  The  **ttrik0d 
bushel,"  being  a  measure  containing  1  '28  cubic  feet,  lightly  filled,  and  struck  smooth  at 
the  top  with  a  straight  edge  (see  p.  168) — 21  of  these  bushels  go  to  a  cubic  yard  ;  (2) 
The  trade  bushel,  which  is  a  given  weight  established  by  practice,  and  varying  for  each 
cement.     The  weights  of  trade  bushels  of  different  kinds  of  cement  are  given  at  p.  256. 

Unless  cement  is  ordered  by  weight,  there  is  likely  to  be  some  confusion  between  the 
two  kinds  of  bushel  above  mentioned.  It  is  desirable  where  possible  to  order  cement  by 
the  ton  net. 


ARTIFICIAL  CEMENTS. 


159 


Whitby,  MuLQiu.VE'Sy  or  Atkinson's  Cement  is  made  from  the  septaria 
of  the  Wliitby  shale  beds  of  the  Lias  formations  in  Yorkshire.  It  is  some- 
thing like  Portland  cement  in  colour,  takes  slightly  longer  to  set  than  Roman 
cement,  and  absorbs  more  moisture,  but  resembles  it  in  its  characteristics 
generally. 

Calderwood  Cement  is  a  variety  of  Roman  cement  of  a  dark  colour  from 
nodules  found  in  Scotland. 

E<Mt  Kilbride  in  Lanarkshire  furnishes  a  very  similar  cement 

The  following  Table,  compiled  from  different  sets  of  experiments  by  Mr.  Grant,  ^  shows 
the  strength  of  two  different  samples  of  Roman  cement,  and  of  one  of  Medina  cement, 
and  also  the  weakening  effect  of  sand  when  added  to  one  of  the  former : — 


Roman  Ccmekt. 

Medika 

Cemekt. 

Neat 

Age  and  Time 

immersed  in 

Water. 

Sample  A. 
Neat 

Sample  B. 
Neat 

1  Cement 

(B) 
ISand. 

1  Cement 
(B) 

2  Sand. 

1  Cement 

(B) 
8  Band. 

7  Days   . 
H    „      . 

21     „      . 

1  Month 
3  Months 
6      ,,    . 
9       ,,    . 

12      „    . 

2  Years  . 

1 
1 
1 
I 
9 
1 
I 
t 
1 

202 

173 

186-5 

260-8 

322-5 

472-7 

471-1 

643  1 

646-3 

120-6 
169-9 
156-2 
358-2 
220-4 
262-6 
261-5 
268-6 

■  ■  • 

47-5 
65-6 
74-2 
81-2 
121-9 
314-3 

•  •  • 

•  •  • 

•  •  • 

7-0 
42-8 
46-9 
41-9 
91-75 

■  •  • 

•  •  • 

•  •  • 

•  •  • 

10-0 
19-2 
17-4 

•  •  • 

•  ■  ■ 

•  •  • 

•  •  • 

•  •  • 

iillO 
303-4 
298-0 
806-0 
448-8 
412-4 
457-2 
476-9 
276-0 

^•i^.— The  secUoual  area  of  the  briquette  was  8^  square  inches. 

ARTIFICIAL  CEMENTS. 

Hydraulic  cement  is  made  artificially  by  a  process  similar  to 
that  already  described  for  artificial  hydraulic  limes  (see  p.  155), 
a  higher  proportion  of  clay  being  added  to  make  the  mixture 
resemble  the  composition  of  a  natural  cement  stone. 

The  twice-kilned  lime  is  not  however  used,  but  the  raw  lime- 
stone or  chalk  is  if  necessary  crushed  by  machinery  before  mixing. 

The  cements  usually  manufactured  are  of  a  heavy  slow-setting 
character,  and  require  to  be  calcined  at  a  high  temperature,  which 
produces  incipient  vitrification.  As  it  is  impossible  to  maintain 
a  perfectly  uniform  temperature  aU  through  the  mass,  the  result 
is  a  mixture  of  products  of  different  degrees  of  calcination,  includ- 
ing half-raw  under-burnt  portions  of  light  yellow  cement,  and 
dense  heavy  clinker  (see  p.  193). 

A  judicious  selection  of  them  for  grinding,  and  more  especially 
the  rejection  of  the  under-burnt  portions,  is  essentifil  to  the  pro- 
duction of  good  and  uniform  cement. 

*  Afin.  Proceedings  OivU  Engineers,  Tola.  xxr.  and  zxzii 
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As  the  best  of  the  cements  are  burnt  to  the  state  of  clinkers 
the  subsequent  breaking  and  grinding  are  tedious  and  costly  opera- 
tions. Fine  grinding  is  however  most  essential  to  properly 
develope  the  strength  of  the  cement  when  used,  as  it  commonly 
is,  with  sand. 

Portland  Cement  is  so  called  from  a  fancied  resemblance  in  its 
colour  to  Portland  stone. 

It  is  by  far  the  most  valuable  of  all  the  cements,  and  is  made 
by  intimately  mixing  and  calcining  together  substances  of  different 
kinds,  so  as  to  obtain  a  material  containing,  as  a  general  rule,  when 
burnt  some  58  to  63  per  cent  of  lime  combined  with  about  22 
per  cent  of  soluble  siKca — 7  to  12  per  cent  of  alumina — and 
small  percentages  of  oxide  of  iron,  magnesia,  etc.  (see  p.  241).^ 

The  materials  used  may  be  either  chalk  and  clay — ^which  are 
mixed  by  the  wet  process — or  limestone  and  clay  or  shale  mixed 
by  the  dry  process. 

Manufacture  from  Chalk  and  Clay. — The  cement  best  known  in  this 
country  is  made  on  the  banks  of  the  Thames  and  Medway,  from  chalk  and 
clay  mixed  by  the  wet  process. 

The  proportion  of  chalk  and  day  mixed  together  depends  upon  the  com- 
position of  the  chalk  before  burning.  The  result  required  is  to  obtain  a 
mixture  containing  before  burning  some  23  to  26  per  cent  of  day.^ 

With  white  chalk  (which  itself  contains  no  clay)  3  volumes  of  chalk 
are  mixed  with  1  volume  of  alluvial  clay  or  mud  from  the  lower  Thames 
or  Medway. 

If  the  chalk  itself  contains  clay,  the  proportion  of  clay  added  is  modified 
accordingly. 

For  example,  with  grey  chalk,  4  parts  of  chalk  are  used  to  1  of  clay. 

The  chalk  and  clay  are  mixed  in  water  to  the  condition  of  a  creamy 
liquid,  which  is  called  "  slurry,"  the  fine  particles  in  suspension  are  allowed 
to  settle  in  large  tanks,  reservoirs,  or  ^  backs,"  for  several  weeks,  and  when 
the  deposit  becomes  nearly  solid,  the  water  is  run  ofl^,  the  residue  is  dug  out, 
sometimes  pugged,  dried  on  iron  plates  over  coking  ovens,  or  over  the  flues 
from  the  kiln,  burnt  in  intermittent  kilns  (see  p.  189),  at  a  very  high  tem- 
perature, and  then  ground  to  a  fine  powder. 

This  method  of  manufacture  is  of  course  applicable  only  when  the  mate- 
rials  to  be  mixed  can  easily  be  liquefied  in  water. 

The  above  is  the  wet  process  as  ordinarily  practised  on  the  Thames  and  Medway, 
bnt  in  very  modem  works  modificationa  have  been  introdaced,  some  of  which  may  be 
mentioned. 

Under  the  patents  of  Messrs.  I.  C.  Johnson  &  Ck>.  of  Greenhithe  the  undermentioned 
processes  have  been  adopted  at  their  various  works,  and  some  of  them  have  been  intro- 
duced at  other  works. 

The  chalk  and  clay  are  mixed  with  much  less  water  (only  about  10  per  cent)  to  the 
consistency  of  batter  pudding.  The  slurry  thus  formed  is  passed  through  gratings  into 
a  pit,  whence  it  is  lifted  l^  buckets  fixed  to  the  circumference  of  a  vertical  revolving 
whed,  and  passed  through  millstones  which  grind  it  to  a  minute  degree  of  fineness. 

^  For  very  light  quick-setting  cements  the  proportion  of  lime  is  considerably  less 
(see  p.  241). 

'  28  or  even  80  per  cent  of  day  may  be  used  for  light  quick-setting  cements  used 
for  stuccoing. 
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The  mixture  is  then  pumped  up  and  spread  over  the  floor  of  a  lai^e  arched  chamber 
which  branches  out  firom  tiie  kiln  at  a  height  of  about  15  feet  above  the  flre  bars. 
The  top  of  the  kiln  is  closed,  so  that  the  waste  heat  and  gases  have  to  pass  through  this 
chamber  and  over  the  surface  of  the  slurry,  which  is  thus  quickly  and  thoroughly  dried. 
It  is  then  burnt  in  the  usual  manner. 

It  will  be  seen  that  by  this  system  the  hacks  are  rendered  unnecessary.  This  is  a 
great  advantage,  for  they  take  up  much  room ;  moreover,  when  slurry  is  allowed  to  sub- 
side in  a  deep  back  the  heavier  particles  have  a  tendency  to  separate  from  the  other, 
so  that  the  resulting  material  is  not  uniform  in  composition ;  and  lastly,  in  using  this 
system,  any  slurry  found  by  analysis  to  be  defectiye  can  more  easily  be  dealt  with  than 
It  can  in  the  large  mass  contained  in  a  reservoir. 

The  method  of  dr3ring  the  slurry  is  effective  and  also  economical.  It  utilises  the 
whole  heat  from  the  kiln,  a  large  proportion  of  which  in  ordinary  kilns  escapes  at  the  top. 

Ita7i8omt*s  tysttm  condsts  in  burning  the  dried  slurry  in  a  revolving  iron  chamber  lined 
with  fire-brick,  and  fed  with  waste-gases  on  the  same  system  as  in  a  regenerative  fbmace  • 
(see  p.  305).  By  this  process  it  is  produced  in  the  form  of  a  coarse  powder,  thoroughly 
burnt  through,  in  the  course  of  about  half  an  hour,  instead  of  spending  seven  days  in  a 
kUn.  Among  the  advantages  claimed  for  this  system  are,  economy  in  space,  fuel,  grinding, 
and  time,  and  improvement  in  quality  by  the  exclusion  of  the  fuel  from  the  cement.^ 

Manufacturi  FBOic  LiMBSTONBS  AND  Clat  OB  Shalb. — lu  somo  parts  of  the  country 
the  denser  limestones  are  used  in  the  absence  of  chalk  for  the  manufEUSture  of  Portland 
cement :  hard  shales  have  also  often  to  be  used  instead  of  clay. 

Thus  the  Warwickshire  (Rugby  and  Stockton),  Somersetshire  (Bridgwater),  Dorset 
(Poole  and  Wareham),  Portland  cements  are  made  from  Lias  limestone  and  clay,  and  in 
Cheshire  (Doveholes)  the  limestones  of  the  Carboniferous  formation  are  used  for  the  same 
purpose. 

When  dense  limestones  are  used  for  the  manufacture  of  Portland  cement,  they  must 
be  crushed  by  machinery.  The  shale  or  clay  is  roughly  burnt  to  ballast  (see  p.  193), 
the  two  are  then  mixed  in  the  proper  proportion  (according  to  their  composition)  to  give 
the  percentage  of  clay  and  lime  required — and  are  ground  to  a  fine  powder. 

IJus  powder  is  passed  into  the  pug-mill  of  a  brick -making  machine — thoroughly 
mixed—slightly  moistened,  and  then  moulded  semi-dry  into  bricks.  These  bricks  are 
then  dried  upon  hot  plates  to  drive  off  any  remaining  moisture — burnt  in  kilns  as  here- 
inafter described — and  then  ground  to  powder. 

The  process  of  manufsuiture  just  described  is  adapted  for  hard  limestones  and  shaly 
clays,  which  cannot  be  reduced  to  liquid  and  thus  mixed  together.  The  dry  process  is 
stated  by  Mr.  Beid  to  be  very  efficient  and  economical.  He  says,  moreover,  ''The 
carbonate  of  lime  is  in  so  finely  comminuted  a  state,  and  so  accurately  blended  with  the 
silica  and  alumina,  that  no  injurious  development  from  this  source  can  possibly  arise,  at 
all  events  in  the  direction  of  the  cracking  or  blowing  danger." 

The  plant  required  for  a  Portland  cement  manufcu^ry  is  so  extensive  that  it  can 
hardly  ever  be  worth  while  for  an  engineer  or  builder  to  manufacture  for  himsell  This 
branch  of  the  subject  will,  therefore,  not  be  pursued  further ;  but  any  one  who  is 
interested  in  it  will  find  frill  details  of  the  processes  of  manufaisture,  wi^  much  other 
useful  information,  in  Mr.  Beid's  works :  A  Pnxdical  Treatise  on  the  Manvfactwre  of 
Portland  Cement;  The  Pradieal  Mant^faeture  of  Portland  Oementf  translated  from 
lipowitz ;  and  The  Science  and  Art  of  the  Manufacture  of  Portland  Cetnent;  also  in 
a  paper  by  General  Scott  and  Mr.  Bedgrave,  in  the  Minutes  of  the  Proceedings  of  Civil 
Engineers,  vol.  IxiL  p.  67. 

Portland  Cbmbwt  made  from  Slag. — Ordinary  blast  furnace  slag  (see  p.  259)  contains 
nearly  the  same  constituents  as  Portland  cement,  but  not  in  the  same  proportions — ^the 
proportion  of  lime  being  too  smalL  Mr.  Bansome  runs  the  molten  slag  into  water,  so  that 
it  forms  a  sort  of  sand,  grinds  this  with  the  required  extra  proportion  of  lime  in  the  form 
of  chalk,  and  then  by  burning  the  mixture  in  a  revolving  kiln  produces  good  Portland 
cement.  The  writer  has  no  experience  of  this  material,  but  it  is  said  to  attain  the  same 
strength  as  ordinary  Portland  cement,  and  in  a  shorter  time.^  The  process  is,  of  course, 
useful  only  in  blast-furnace  districts,  for  it  would  not  pay  to  transport  slag  to  other  places 
for  the  purpose. 

"Great  caution  is  necessary  in  adopting  a  cement  of  this  nature,  more  especially 
when  it  is  recollected  that  blast-furnace  slags  differ  materially  in  iJieir  composition. 
...  It  would  appear,  however,  that  when  care  is  taken  to  see  that  the  constituents 

^  Engineer,  4th  March  1887. 
B.  C. m  M 


i62  NOTES  ON  BUILDING  CONSTRUCTION, 

of  the  cement  exist  in  soitable  proportions,  a  very  senriceable  article  is  capable  of  being 
produced."  ^ 

Pordand  cement  differs  very  considerably  in  its  characteristics  and  action. 

It  can  be  manufeictured  more  cheaply  when  nnder-bumt,  because  then  a 
greater  bulk  of  cement  is  produced  with  a  given  quantity  of  material,  and  it 
requires  less  fuel  and  less  grinding;  it  also  sets  more  quickly,  but  never 
arrives  at  the  same  ultimate  strength  as  a  properly  burnt  cement  Under- 
burnt  cement  contains,  moreover,  an  excess  of  free  quicklime,  which  is  apt 
to  slake  in  the  work  and  cause  great  mischiel  This  may  be  remedied  by 
exposing  the  cement^  and  allowing  these  particles  to  become  air-sLaked, 

Tests  of  Quality. — A  very  slight  diflference  in  the  mamifac- 
ture  may  make  a  great  difference  in  the  character  of  the  material, 
and  rigid  testing  is  necessary  in  order  to  secure  the  best  cement 

Before  using  Portland  cement  for  important  work,  the  under- 
mentioned points  should  be  inquired  into : — 

Fi7i,e7ie88  of  OrU. — ^The  cement  should  be  ground  to  a  fine 
powder. 

This  can  be  roughly  tested  by  rubbing  it  between  the  fingers, 
or,  accurately,  by  passing  it  through  a  sieve  with  meshes  of  known 
size. 

With  regard  to  the  exact  degree  of  fineness  that  is  advan- 
tageous, there  is  some  difference  of  opinion. 

There  seems,  however,  to  be  no  doubt  that  properly  burnt 
cement,  when  ground  extremely  fine,  is,  as  compared  with  one 
coarsely  ground,  much  strouger  when  used  with  sand,  and  also 
safer,  for  there  are  none  of  the  coarse  particles  which  exist  in 
well  burnt  and  coarsely  ground  cements,  especially  when  they 
have  any  tendency  to  excess  of  lime. 

A  heavy  well  burnt  cement  is  diflBcult  to  grind  properly,  and 
it  will  often  contain  a  considerable  proportion  of  coarse  particles 
which  ought  to  be  separated  and  reground. 

The  experiments  by  Messrs  Grant,  Colson,  Mann,  and  others 
show  that  when  used  neat  (i.«.  without  admixture  of  sand)  a 
coarse-grained  cement  is  stronger  than  one  finely  ground. 

When  mixed  with  sand,  however,  as  it  generally  is  in  actual 
use,  the  finely  ground  cement  makes  stronger  mortar  than  the 
other,  the  difference  in  its  favour  being  greater  as  the  proportion 
of  sand  in  the  mortar  is  greater. 

A  lightly  burnt  cement  is  easily  ground  fine,  and  "  at  7  or  even  28  days 
may  appear  to  be  superior  to  heavy,  which  is  with  difficulty  ground  as  fine  as 

^  Dent's  Cantor  Lectures 
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the  lightly  burnt,  but  in  the  long  run  the  heavy,  if  not  too  coarsely  ground, 
will  surpass  the  lightly  burnt,  and  if  the  heavily  burnt  were  as  finely  ground 
as  the  light  it  would  be  a  great  deal  stronger  from  the  beginning,  the  time 
of  setting  being  of  course  the  same.  Fine  cement,  as  it  takes  more  sand,  goes 
farther  than  coarse,  it  is  also  much  safer  when  it  verges  on  the  blowing  point 
from  excess  of  Hme."  ^ 

Grinding  is  better  than  sifting,  ^  Heavy  clinker  ground  fine  will  when 
tested  give  higher  results  than  lighter  cement  of  equal  fineness  obtained  by 
sifting."! 

Mr.  Mann,  in  his  experiments  on  the  adhesive  strength  of  cement,  found 
that  with  cement  sifted  through  a  sieve  having  176  meshes  to  the  Hneal  inch, 
— t.e.  30,976  to  the  square  inch,  the  so-called  "coarse  "  grains  stopped  even 
by  this  fine  mesh  influenced  the  cement  as  follows  : — 

Adhesive  strength  after  7 
days ;  In  lbs.  per  sq.  inch. 

The  fine  particles  only 91 

Ditto  with  25  per  cent  of  t^e  coarse  grains  .  .63 
Ditto  with  75  per  cent  of  coarse  grains  •  .  .26 
Coarse  grains  only      ......       8 

^fr.  Mann,  says  that  this  fine  sieve  was  found  to  "  afford  more  definite  and 
reliable  results  than  those  having  larger  meshes." 

The  experiments  of  the  late  Mr.  Grant,  Mr.  Mann,  and  others,  have  shown 
that  the  larger  grains  in  a  coarsely  ground  cement,  besides  being  in  many 
cases  a  source  of  danger,  are  almost  useless,  sometimes  quite  useless,  as  cement, 
being  more  or  less  inert,  so  that  even  if  safe  thcjy  play  no  other  part  than 
that  of  additional  sand. 

Mr.  Grant  found  that  "  coarser  cement  than  would  pass  through  the  sieve 
of  2580  to  the  square  inch,  was  at  least  no  better  than  sand,  and  that  when 
it  contained  free  lime  it  was  a  source  of  weakness  if  not  of  danger."  ^ 

There  is  no  general  consensus  of  opinions  or  practice  among  engineers 
with  regard  to  the  degree  of  fineness  which  it  is  best  actually  to  require  in 
specifications  for  Portland  cement. 

At  first  the  cement  used  for  the  Metropolitan  Main  Drainage  Works  was 
specified  to  be  ground  "  extremely  fine,"  but  the  exact  size  of  mesh  it  should 
pass  is  not  fully  determined. 

In  1876' Mr.  Mann  said,  "l-50th  inch  square  (2600  holes  per  square 
inch)  is  as  fine  a  mesh  as  can  be  conveniently  used  in  practice,  smaller  ones 
clc^ging  very  easily ;  on  the  other  hand,  cement  reduced  to  this  fineness  has 
a  very  appreciable  superiority  with  sand,  as  compared  with  even  slightly 
coarser  samples."  ^ 

In  the  second  series  of  very  elaborate  and  useful  experiments  made  by  the 
late  Mr.  Grant,  the  resident  engineer  of  the  MetropoHtan  Main  Drainage 
Works,  the  cement  tested  had  all  been  passed  through  a  sieve  of  only  400 
holes  to  the  square  inch,  the  weight  of  the  sifted  cement  being  110*56  lbs. 
per  bushel. 

1  Grant,  M,PJ,C.E.,  vol.  Ixii.  p.  102. 

«  M.P.LC.E,,  vol.  Ixii.  p.  243. 

•  Captain  Innes,  E.E,,  KE,  Corps  Papers^  vol.  xxi.  p.  4. 
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Of  late  years,  however,  manufacturers  in.  Germany  and  Austria  have  intro- 
duced cements  ground  to  a  much  greater  degree  of  fineness. 

Cements  are  easily  procurable  which  will  entirely  pass  sieves  of  2680 
meshes  to  the  inch  (400  to  the  square  centimetre),  leaving  only  10  per  cent 
on  sieves  of  6806  meshes  to  the  inch  (900  to  the  square  centimetre),  and  it 
has  been  stated  that  cement  can  be  procured  of  which  only  3  to  10  per  cent 
is  rejected  by  a  sieve  of  32,000  meshes  to  the  inch.  ^ 

These  German  cements  are  not  much,  if  at  all,  used  in  engineering  works 
in  England,  but  they  are  used  by  the  manufacturers  of  patent  cement  paving 
and  similar  materiak. 

With  regai*d  to  ordinary  English  cements,  Mr.  Mann  found,  that  of  the 
cement  received  from  nine  makers,  from  38  to  50  (average  45*6)  per  cent  was 
stopped  by  a  sieve  with  30,976  meshes  per  square  inch,  and  with  eight 
varieties  Mr.  Grant  found  the  residue  to  average  49 '5  per  cent. 

There  seems  to  be  no  reason,  except  the  extra  cost,  why  all  the  cement 
should  not  be  ground  to  go  through  the  finer  mesh,  but  at  present  a  per- 
centage to  be  stopped  is  allowed  in  most  specifications. 

Experiments  mude  by  a  friend  of  the  writer's  showed  that  a  cement  which 
left  10  per  cent  core  on  a  2500  mesh  sieve,  left  20  per  cent  on  the  30,976 
mesh  sieve.  A  cement  which  left  only  10  per  cent  core  on  the  30,976 
mesh  sieve  cost  about  4&  a  ton  more  for  grinding  than  the  other.  It  appears 
therefore  that  to  obtain  10  per  cent  more  cement  cost  4s.,  and  that  the  extra 
grinding  is  not  economical,  except  for  cements,  which  cost  more  than  40&  a 
ton  delivered  on  the  works,  as  they  do  sometimes  abroad. 

Where  fineness  of  grit  is  alluded  to  in  specifications,  as  it  always  should 
be,  2500  meshes  to  the  square  inch  is  frequently  specified,  though  the 
Metropolitan  Board  of  Wo'rks  and  a  few  engineers  specify  that  not  more  than 
10  per  cent  by  weight  shall  be  rejected  by  a  sieve  of  5800  meshes  to  the 
square  inch,  and  there  seems  no  doubt  that  this  requirement,  which  is  estimated 
to  add  only  ^  to  the  cost  of  the  cement,  is  a  very  desirable  one  to  enforce 
until  still  finer  grinding  can  be  obtained. 

Great  care  must  be  taken,  however,  that  finely  ground  cement  is  not  lightly 
burnt,  to  prevent  which  the  weight,  or  better  still  (see  i\  167)  the  specific 
gravity,  of  the  cement  should  be  specified  too. 

Where  cement  is  to  be  sent  abroad,  and  thus  rendered  expensive  by  the 
addition  of  freight,  or  it  seems  especially  desirable  to  have  a  material  which 
gives  the  maximum  strength  with  the  minimum  bulk. 

The  table  (page  169)  shows  the  degree  of  fineness  and  other  particulars 
specified  by  various  public  departments  and  on  various  works. 

Gauge  of  Wire  of  Sieves. — It  is  a  curious  thing  that  though  many  engineers  specify 
the  number  of  meshes  to  the  square  inch  in  the  sieves  to  be  used,  very  few  mention  the 
gauge  of  the  wire  of  which  the  sieves  are  to  be  made,  although  it  is  manifest  that  the 
size  of  the  orifice  of  the  mesh  in  the  sieve  must  depend  upon  the  thickness  of  the  wire  ; 
two  sieves  with  the  same  number  of  meshes  to  the  inch,  but  of  different  gauges  of  wire, 
must  pass  cements  quite  different  as  to  fineness. 

It  is  therefore  necessary  to  state  the  gauge  of  the  wire  to  be  used,  and  as  uniformity 
in  this  is  desirable,  the  author  has  obtained  from  Messrs.  Currie  and  Co.  of  Leith  a 
list  of  gauges  appropriate  for  sieves  of  the  meshes  stated  below. 

These  are  shown  in  the  second  column  of  the  following  table — the  gauges  shown  in  the 
third  column  are  those  used  by  Messrs.  Adie  in  making  sieves  for  the  Metropolitan 
Board  of  Works. 

1  M.RLC.E.  1880,  vol.  Ixii.  p.  242. 
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Gauge  of  Wire. 

Gauge  of  Wire 

BWG. 

BWG. 

29 

34 

87 

36 

89 

•  •  • 

89 

87 

39 

•  •  ■ 

40 

89 

43 

41 

*48 

•  ■  ■ 

Meshes  per  sq.  inch. 

400  . 

900  . 

1,600  . 

2,500  . 

8,600  . 

5,800  . 

14,400  . 

82,000  . 


Weight. — This  particular  is  generally  carefully  ascertained. 
It  used  to  be  considered  that  a  good  weight  per  bushel  was  a 
sign  of  thorough  burning,  but  it  is  now  realised  that  the  weight 
is  greatly  influenced  by  the  degree  of  fineness  to  which  the  cement 
is  ground,  upon  the  degree  to  which  it  has  been  aerated,  and 
upon  the  way  in  which  the  measure  is  filled. 

The  weight  is,  however,  generally  specified  in  connection  with 
the  degree  of  fineness  required. 

The  weight  of  the  Portland  cement  in  the  market  varies  from 
95  lbs.  to  about  120  lbs.  per  striked  bushel 

The  heavier  cements  are  slow-setting,  but  as  a  general  rule,^ 
they  ultimately  have  a  greater  tensile  strength  than  those  of  small 
specific  gravity. 

A  heavy  cement  is  likely  to  be  thoroughly  burnt  throughout, 
but  care  must  be  taken  to  ascertain  that  its  weight  is  not  caused 
by  its  containing  a  large  proportion  of  coarse  unground  particles. 

In  some  cases  a  heavy  cement  contains  a  large  proportion  of 
over-burnt  particles,  and  unless  these  are  most  carefuUy  ground  to  a 
fine  powder,  they  slake  very  slowly,  frequently  not  till  they  have 
been  used  in  the  work,  in  which  case  they  cause  serious  injury. 

In  very  heavy  cements  there  is  some  danger  of  an  excess  of 
lime,  which,  if  left  in  a  free  state,  that  is  uncombined  with  the 
silicic  acid  of  the  clay,  is  liable  to  cause  disintegration  in  the  work. 
It  also  renders  the  cement  unfit  for  the  joints  of  sewers,^  or  for 
any  position  where  it  would  be  liable  to  the  attacks  of  chemical 
agents,  which  would  destroy  the  carbonate  of  lime. 

As  above  mentioned,  the  weight  of  a  given  balk  of  cement  depends  to  a 
great  extent  upon  the  fineness  of  its  grit ;  a  coarse  cement  is  heavier  than 
one  equally  well  burnt  which  is  finely  grouncL 


^  The  experiments  of  Messrs.  Grant,  Oolson,  and  Mann  show  that  this  rale  does  cot 
always  hold  good. 
'  Mr.  Baldwin  Latham,  Min,  Froc,  Inst.  Civ,  Eng.,  vol.  xxxii.  p.  63. 
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The  weight  depends  also  upon  the  amount  of  aeration  the  cement  has  received, 
sometimes  after  weighing  one  hushel  it  will  be  found  that  the  next  bushel 
weighs  1  lb.  or  1^  lbs.  less.  In  testing  the  weight  of  large  quantities,  there- 
fore, the  sample  bushels  should  be  taken  from  different  parts  of  the  heap. 

Lastly,  the  weight  depends  upon  the  method  in  which  the  measure  is  filled 
— one  sample  must  not  be  more  tightly  packed  than  another. 

To  ensure  this  the  cement  should  be  i>oured  into  the  measure  as  described 
at  p.  168. 

The  effect  of  fine  grinding  •upon  weight  is  shown  in  the  following  results, 
obtained  by  Messrs.  Currie  and  Co.  of  Leith.  The  figures  will,  however,  vary 
considerably  with  different  cements. 


Menhes  per  square 
inch  of  sieve. 

Percentage  retained 
by  sieve. 

Weight  of  Cement 
per  Dushel  in  lbs. 

Weight  of  Cement  per 
cubic  foot  in  lbs. 

2,500 

3,600 

5,500 

14,400 

32,000 

10 
10 
10 
10 
10 

115 
112 
109 
104 
98 

90 
87 
85 
81 
76 

It  is  evident  from  the  above  that  the  weight  test  ought  never  to  be  used 
without  the  sieve  test  or  it  would  be  a  direct  incentive  to  coarse  grinding. 

On  the  other  hand,  to  use  the  sieve  test  only  would  lead  to  being  supplied 
with  light  easily  ground  cements  of  no  great  tensile  strength. 

The  practical  difficulty,  however,  of  accurately  comparing  the  weights  of 
cements  makes  the  weight  test  unreliable,  and  engineers  therefore  sometimes 
require  the  cement  to  be  of  a  given  specific  gravity,  which  cannot  vary 
with  the  different  degrees  of  fineness  of  grit. 

The  weight  of  the  Portland  cement  originally  used  on  the  Metropolitan  Main 
Drainage  Works  was  specified  to  be  at  least  110  lbs.  per  striked  bushel. 

The  cement  actually  supplied  averaged  114*15  lbs.  per  bushel  in  weight. 

The  cement  for  the  later  series  of  experiments  by  Mr.  Grant  was  specified 
to  weigh.  112  lbs.  per  striked  bushel.  It  weighed  113'2  lbs.,  including 
the  coarser  particles,  but  only  that  portion  of  it  was  used  which  passed  through 
a  mesh  of  400  holes  to  the  inch,  and  weighed  110*56  lbs.  per  bushel,  as  above 
stated. 

In  a  few  cases  a  cement  weighing  123  lbs.  per  bushel  was  experimented 
upon.  It  does  not  seem  desirable,  as  a  rule,  to  specify  a  weight  for  cement 
of  more  than  from  110  to  115  lbs.  per  bushel.  Mr.  Grant  recommends  that 
when  a  weight  is  specified  it  should  not  be  more  than  112  lbs.  a  busheL 

The  weight  is  generally  stated  in  lbs.  per  bushel;  21  bushels  (each  con- 
taining 1*283  cubic  foot)  make  a  cubic  yard.  Sometimes  it  is  stated  in  lbs. 
per  cubic  foot. 

A  very  heavy  and  strong  cement  is  required  in  important 
engineering  works ;  but  for  ordinary  purposes  of  building  great 
tensile  strength  is  not  of  the  first  importance,  and  in  some  cases^ 
t,g,  for  rendering  walls,  a  lighter  and  more  quickly-setting  cement 
may  be  used  with  advantage. 
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Specific  Gravity, — Mr.  Mann  found  ^  that  the  specific  gravity  of  cement  supplied  by  the 
hest  English  manufacturers  slightly  exceeded  3'0. 

The  particles  rejected  by  a  sieve  of  2900  meshes  to  the  square  inch  had  a  specific  gravity 
from  8*08  to  3 '13,  and  the  fine  particles  passed  by  that  sieve  a  specific  gravity  of  from 
2*97  to  3*06,  but  in  some  cases  the  coarse  and  fine  particles  of  the  same  cement  had  the 
same  specific  granty. 

In  an  inferior  cement  he  found  the  specific  gravity  2 'SO,  and  that  of  the  finely  sifted 
portion  only  2*55. 

Grant's  experiments  ^  show  the  specific  gravity  of  differently  burnt  cements  to  be  as 
follows : — 


Light  burnt 
Hard      „ 
Medium,, 


3-130 
3  134 
8-131 


Q 


Mr.  Grant's  specification  for  specific  gravity  is  '*not  less  than  3*1." 

The  apparatus  described  in  the  next  paragraph  is  recommended  by  Mr.  Grant  for 
ascertaining  the  specific  gravity  of  cement. 

KeaU^a  Specific  OravUy  Bottle, — ^This  bottle  consists  of  two  bulbs,  the  lower  somewhat 
exceeding  the  upper  in  capacity.  The  exact  capacity  of  the  lower  bulb  is  of  no  im- 
portance. On  the  neck  between  the  bulbs  is  a  file  nuusk  6,  on  the  neck  of  the  upper  bulb 
is  a  similar  mark  a. 

The  capacity  of  the  upper  bulb  between  the  marks  a  and  h  must  be 
accurately  determined,  and  may  conveniently  be  either  500  or  1000 
grains  in  water  measure  at  60**  Fahr. 

In  ascertaining  the  specific  gravity  of  a  solid  in  small  fragments —  1 ^ 

small  shot,  for  example — ^the  following  is  the  mode  of  procedure  :  fill 
the  bottle  with  distilled  water  up  to  the  mark  d,  accurately  counter- 
poise the  bottle  so  filled  in  a  balance,  drop  the  substance  (of  which 
the  specific  gravity  is  to  be  taken)  carefully  and  gradually  into  the 
bottle  until  the  water  rises  from  ft  to  a.  Ascertain  exactly  the  weight 
of  the  material  so  added.  If  the  capacity  of  the  upper  bulb  be  1000 
grains  of  water,  the  weight  of  the  matericd  required  to  raise  the  water 
from  5  to  a  is  its  si)ecific  gravity  ;  if  the  capacity  of  the  bulb  be  500 
grains  of  water,  the  weight  of  the  substanoe  added  must  be  multiplied 
by  2,  which  will  give  the  specific  gravity. 

The  principle  of  the  apparatus  is  very  simple  ;  the  capacity  of  the 
upper  bulb  is  an  exact  measure  of  distilled  water,  and  when  the  water 
is  raised  from  d  to  a  by  dropping  a  solid  into  the  bottle,  the  bulk  of 
that  solid  equivalent  to  the  given  volume  of  distilled  water  is  ascer- 
tained and  the  relation  between  the  weights  of  the  two  is  given  by  the 
weights  of  the  substances  added,  which  is  either  the  specific  gravity 
direct,  if  the  capacity  of  the  bulb  is  1000  grains,  or  it  can  be  ascertained  Yig.  82a. 

by  multiplying  the  weight  of  the  solid  by  the  number  which  represents 
the  part  of  1000  represented  by  the  capacity  of  the  bulb,  etc 

If  the  solid  be  soluble  in  water,  any  convenient  liqiud  can  be  used  in  the  place  of  water 
in  making  the  experiment,  the  only  thing  necessary  being  carefully  to  counterpoise  the 
bottle  filled  with  the  liquid  up  to  6  in  this  manner.  Petroleum,  oil,  turpentine,  or  any 
liquid  suitable  to  the  nature  of  the  material  to  be  tested,  may  be  used,  all  other  things 
remaining  the  same. 

The  only  precautions  to  be  observed  are  that  the  air,  which  is  apt  to  cling  somewhat  to 
the  solid  matter  when  drojiped  into  the  liquid,  is  carefully  removed,  and  that  if  a  very 
volatile  liquid  be  used  in  the  place  of  water  the  bottle  should  be  stopped  or  corked  to 
prevent  evaporation.' 

Method  2f  Weighing.  —  In  order  that  the  cement*  may  be 
accurately  weighed,  great  care  must  be  taken  in  filling  the 
measure. 


1  M.LCE.,  vol.  Ixii.  p.  224.  »  M,I.C.E„  vol.  Ixii.  p.  130. 

•  Taken  verbatim  from  Appendix  iv.  p.  129,  M.I.CE.^  vol.  bdL  (Grant). 
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This  may  be  done  by  allowing  the  dry  cement  to  run  down  a  board  oz 
shoot,  inclined  at  an  angle  of  45**,  into  the  measure,  any  superfluity  being 
carefully  struck  off  with  a  light  straight-edge. 

A  vessel  with  holes  in  it  is  sometimes  used  for  filling  instead  of  the  shoot 
An  accurate  method  is  to  fill  the  measure  through  a  sieve  of  about  -^  inch 
mesh  held  a  short  distance  above  it,  or  the  cement  may  be  poured  through  a 
hopper  placed  about  two  feet  above  the  measure.  A  drawing  of  the  hopper 
is  sometimes  supplied  in  connection  with  the  specification. 

COLOUB. — This  point  should  be  examined,  though  it  is  not  of 
Tery  great  importance.     Bad  cement  may  be  of  a  good  colour. 

Good  Portland  cement,  as  received  from  the  manufacturers,  should  be  of  ■ 
a  grey  or  greenish-grey  colour. 

A  brown,  or  earthy  colour,  indicates  an  excess  of  clay,  and  shows  that 
the  cement  is  inferior — likely  to  shrink  and  disintegrate. 

A  coarse  bluish-grey  powder  is  probably  overlimed  and  likely  to  blow. 

The  colour  may  best  be  observed  by  rubbing  the  cement  on  the  hand  or 
on  a  piece  of  white  paper. 

Test  fob  Tensile  Stbength. — This  is  the  most  important  test 
in  most  cases,  and  it  should  be  made  with  the  aid  of  a  proper 
machine,  as  hereinafter  described  (see  p.  182). 

Seven  Dayi  Test, — ^The  tensile  strength  of  Portland  cement,  as  required  by 
the  original  specification  for  the  Metropolitan  Main  Drainage  Works,  was  400 
lbs.  on  the  briquette  area  of  2^  inches  after  six  days'  immersion. 

Shortly  after  this  the  specified  breaking  weight  was  raised  to  600  lbs.  per 
area  of  2^  square  inches. 

The  average  strength  of  the  cement  supplied  under  this  specification 
during  five  years  was  806*63  lbs.  on  the  briquette  area. 

The  standard  breaking  weight  specified  on  these  works  was  afterwards 
raised  to  787  lbs.  on  the  briquette  area,  or  350  lbs.  per  square  inch  after 
seven  days'  immersion,  the  specification  being  as  follows : — 

"  The  whole  of  the  cement  shall  be  Portland  cement  of  the  very  best  qnality,  gronnd 
extremely  fine,  weighing  not  less  than  112  lbs.  to  the  striked  bnshel,  and  capable  of 
maintaining  a  breaking  weight  of  350  lbs.  per  sqnare  inch  seven  days  after  beii^;  made 
in  a  mould  and  immersed  in  water  during  the  interval  of  seven  days." 

The  rigid  testing  on  these  and  other  engineering  works  has  raised  the 
tensile  strength  of  the  best  cement  manufactured  since  that  date. 

The  breaking  weights  specified  on  the  works  mentioned  below  are  shown 
in  the  following  Table  (page  169). 

The  tensile  strength  of  Portland  has  been  increased  qf  late  years, 
besides  which  improvements  in  the  methods  of  testing,  and  the  increased 
care  with  which  they  are  carried  out,  cause  higher  results  to  be  shown  with 
cements  similar  to  those  of  former  years. 

Cements  can  be  obtained  which  will  stand  a  tensile  stress  of  560  lb& 
per  square  inch,  even  higher. 
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There  is,  however,  great  danger  in  raising  this  test  too  higL  A  cement 
having  great  tensile  strength  after  a  short  interval  of  setting  can  only  be 
obtained  by  using  a  maximum  amount  of  lime  in  the  manufacture,  and  an 
excess  of  lime  in  the  cement  may  cause  it  to  expand  in  the  work  months 
or  even  years  after  it  is  used. 

It  is  better,  therefore,  to  require  a  moderate  tensile  strength,  such  as  from 
300  to  350  lbs.  per  square  inch. 

Thirty  Days*  Test. — It  will  be  noticed  that  most  of  the  tests  above  mentioned  are  ap- 
plied seven  days  after  the  cement  is  ganged  and  fonned  into  a  briquette. 

It  has,  however,  often  been  suggested  that,  especially  in  the  case  of  a  heavy  slow- 
setting  cement,  seven  days  is  too  short  a  period  for  its  properties  fully  to  develop,  and 
a  period  of  thirty  days  has  been  suggested  as  one  which  would  give  the  cement  a  fairer 
trial. 

There  would  be  a  practical  disadvantage  in  having  to  keep  a  consignment  of  cement 
thirty  days  before  it  is  accepted  or  rejected,  otherwise  the  longer  period  might  be  prefer- 
able.    If  it  were  adopted,  of  course  a  fdx  higher  tensile  test  would  be  necessary. 

Mr.  Mann  found  the  increase  in  strength,  in  samples  kept  under  water  thirty  days,  to 
be  about  20  per  cent  as  compared  with  those  kept  only  seven  days. 

Mr.  Grant  says  that  cement  required  to  bear  350  lbs.  per  square  inch  after  seven  days 
should  bear  450  lbs.  after  thirty  days. 

It  has  also  been  suggested  that  as  the  cement  has  generally  to  be  used  in  the  form  of 
mortar,  it  should  be  mixed  with  sand  before  being  tested.  Such,  however,  is  not  the 
common  practice  in  this  country. 

Testing  vfith  Sand. — For  many  years  Portland  cement  was  always  tested  neat,  ue. 
without  admixture  of  sand,  and  this  practice  is  still  almost  universal  among  engineers. 

It  has,  however,  £requently  been  pointed  out  by  Mr.  Grant,  Mr.  Colson,  and  others, 
that  as  Portland  cement  is  nearly  always  used  with  a  mixture  of  sand,  it  would  be  better 
to  test  it,  as  far  as  possible,  under  the  condition  in  which  it  is  used  in  practice,  as  it  is 
thus  that  its  probable  behaviour  when  in  use  can  best  be  ascertained. 

The  Germans  have  for  some  time  made  their  tests  on  briquettes  of  1  Portland  cement 
and  8  sand  after  twenty-eight  days'  setting. 

It  is  found  that  the  testing  of  neat  cement  forms  but  little  guide  to  their  behaviour 
when  mixed  with  sand,  thus,  "coarsely  ground  cement  will,  as  a  rule,  give  somewhat 
higher  results  when  tested  neat  than  finely  ground,  but  when  mixed  wiUi  sand,  say  in 
the  proportion  of  1  to  8,  the  superiority  of  the  finely  ground  cement  becomes  apparent."^ 

Sand,  however,  retards  the  hardening,  and  it  is  found  that  briquettes  fonned  of  1 
Portland  cement  to  8  sand  must  be  left  at  least  twenty-eight  days  before  being  tested. 

The  length  of  time  required  for  this  test  with  sand  renders  it  very  difficult,  indeed 
almost  impossible,  to  carry  out  on  oidinary  works  for  want  of  storage  room — and  it  has 
also  other  disadvantages. 

It  is  impossible  to  compare  tests  made  with  mixtures  of  cement  and  sand,  unless  the 
sand  is  always  of  exactly  uniform  composition  and  quality  as  regards  size,  sharpness,  and 
surface  of  grains,  degree  of  dampness,  etc.,  and  sand  so  imiform  in  quality  would  be 
very  difficult  to  obtain. 

The  practical  difficulties  involved  in  testing  cement  mixed  with  sand  have  prevented  it 
from  being  universally  adopted ;  there  can  be  no  doubt,  however,  that  for  laige  works 
where  ample  storage  exists  and  sand  of  uniform  quality  can  be  ensured,  more  informa- 
tion about  the  future  behaviour  of  the  cement  can  be  obtained  by  this  test  than  by 
testing  the  cement  neat. 

TssTiNa  BT  Compression. — ^Again  it  has  been  pointed  out  that  cement  when  in  actual 
use  is  generally  subjected  to  compression — ^very  rarely  to  tension — and  that  it  would  be 
more  useful  to  test  its  resistance  to  a  compression  than  to  a  tensile  stress. 

The  apparatus  for  testing  cement  by  compression  is,  however,  cumbersome  and  ex- 
pensive, and  tests  of  compressive  strength  are  never  specified  by  engineers. 

Many  experiments  have,  nevertheless,  been  made  on  the  resistance  of  Portland  cement 
to  compression.  Mr.  Grant  found  the  measure  of  the  "  compressive  strength  to  be  about 
twenty  times  that  of  the  tensile  strength,"*  but  Herr  Bauschinger  considers  that  "there 
is  no  fixed  relation  between  the  crushing  and  tensile  strength  of  cement."' 

*  Grant,  M.PJ.G.E,  1880,  vol.  Ixii.  p.  104. 
«  M,KLO,K,  voL  Ixil  pp.  108,  208. 
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Adhbsite  Strength. — Yet  another  objection  is  made  to  the  method  of  testing  hitherto 
and  still  adopted  by  most  engineers. 

It  is  pointed  out  that,  as  the  principal  function  of  cement  is  to  produce  adherence 
between  portions  of  the  materials  used,  its  capacity  to  do  this  should  be  ascertained, 
that  the  strength  of  its  adherence  to  the  materials  should  be  tested  ;  i.e,  its  adhesive 
strength,  not  merely  its  cohesive  strength,  that  is,  the  strength  with  which  its  own 
particles  cohere. 

Mr.  Mann  has  made  a  great  many  valuable  experiments  on  the  cohesive  strength  of 
cement  forming  it  as  a  joint  between  two  pieces  of  limestone  and  finding  what  weight 
was  necessary  to  tear  them  apart 

The  following  table  gives  the  results  of  some  of  his  exi^eriments,  and  he  points  out  that 
it  tends  to  show  that  under  the  ordinary  cohesive  tensile  test  a  really  good  cement  may 
be  rejected.  For  example,  in  experiment  No.  9  the  cement  had  a  very  low  cohesive 
strength  after  twenty -eight  days — only  309  lbs.  per  square  inch — which  might  have 
caused  its  rejection,  whereas  its  adhesive  strength — 110  lbs.  per  square  inch — was  greater 
than  any  of  those  tried  with  it. 

Comparison  of  Adhesive  and  Cohesive  Strength.^ 


No. 

Dbscriftiok. 

Average  strengths  in  lbs. 
per  square  inch. 

Adhesive. 

Cohesive. 

1  ■ 

2 

3 

4 
5 
6 

7 

8 

9 

10 

Ordinary  cement.     Age  7  days 

fit*                  i»                ... 

Fine  cument  sifted  through  sieve,  1  a  «o  7  .1     0 

30,976  meshes  to  square  inch    J  ^^  '  ^^^^ 

}>                    >>                       )f 

t»                   tt                      it 

„                    ,,               Age  28  days 

>i                    >i                       1* 
ft                   *»                       If 
i*                   tt                      }» 
>»                   »»                       tt 

59 
51 

94 

57 

65 
105 
109 

84 
110 

85 

532 
336 

428 

345 
500 
500 
387 
428 
809 
820 

He  found  also  that  "  vdth  one  or  two  exceptions,  the  quick-setting  cements  manifested 
a  greater  development  of  adhesive  strength  than  the  slow,  while,  in  the  case  of  cohesive 
strength,  quick-setting  seems  generally  to  produce  an  opposite  efTect."  ^ 

In  the  experiments  tabulated  below,  Mr.  Mann  shows  very  clearly  that  the  adhesive 
strength  of  a  very  finely  ground  cement  is  much  greater  than  that  of  one  coarsely  ground.' 

Comparative  Cementitious  Strengths  of  Sifted  and  Unsifted  Cements.' 


Averages  in  lbs.  fkr  Square  Inch. 

Age  7  days. 

Age  28  days. 

Age  13  weeks. 

Cement  with  coarse  particles  re- 
moved by  sieve  with  30,976 
meshes  to  square  inch     . 

Ordinary  cement,  as  received  from 
the  manufacturers  . 

•    78 
57 

93 

78 

116 
98 

In  the  next  Table  Mr.  Mann  shows  the  strength  of  adhesion  of  Portland  cement  to 
various  materials. 


^  M.P.LC.R,  vol.  Ixxi.  p.  262.  «  M.P.LC.K,  vol.  Ixxi.  p.  262. 

'  3f.P,LC.E,,  vol.  Ixxi.  p.  260. 
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Strength  of  Adhesion  of  Portland  Cement  to  Various  Materials.* 

In  lbs.  per  square  inch. 


Material. 

Average  Aobesite  Strength. 

Remarks. 

7  days. 

28  days. 

18  wks. 

6  mntlifl 

Bridgwater  brick    . 

19 

■  •  • 

•  •  • 

Ordinary  cement. 

»»             >i       • 

24 

66 

•  •  • 

Sifted  through  No.  176  sieve. 

Slate  (sawn)  . 

49 

•  •  ■ 

■  •  > 

Ordinary  cement 

»f         »>       •        • 

53 

82 

.62 

Sifted  throngh  No.  176  sieve. 

Portland  stone 

26 

50 

•  •  • 

Ordinary.  Fragments  torn  out  of  sur- 
Ikce. 

>i          >» 

29 

62 

•  •• 

55 

Sifted  through  No.  176  sieve.  Frag- 
ments torn  out  of  surface. 

Ground  plate  glass 

•  •  • 

102 

118 

•  •  • 

Ordinary  cement. 

If            11 

•    B   • 

■  •  • 

145 

•  •  • 

Sifted  through  No.  176  sieve. 

Plate  iron 

28 

68 

•  •  • 

•  •  • 

Ordinary. 

»i       i»         •        • 

44 

66 

•  •  • 

•  •  • 

Sifted  through  No.  176  sieve. 

Sandstone 

■  •  • 

49 

•  •  • 

• «  • 

Ordinary.  Fragments  torn  out  of  sur- 
face. 

Polished  marble 

38 

•  •  • 

•  ■  • 

•  •  • 

Ordinary  cement. 

»i          If 

52 

71 

•  •  • 

75 

Sifted  through  No.  176  sieve. 

Polished  plate  glass 

47 

40 

70 

■  ■  • 

Ordinary  cement. 

}»              »> 

56 

49 

51 

■  •  • 

Sifted  through  No.  176  sieve. 

Granite  (chiselled) 

41 

•  •  • 

•  ■  ■ 

•  •  • 

Ordinary. 

M                          ft 

78 

97 

158 

■  •  • 

Sifted  through  No.  176  sieve. 

Limestone  (sawn)  . 

57 

78 

98 

•  ■  • 

Ordinary  cement 

»»            If       • 

78 

93 

116 

•  •  • 

Sifted  through  No.  176  sieve. 

N,B.—^o.  176  sieve  was  made  of  silk  and  had  80,976  meshes  per  square  inch. 

The  Briquette. — ^The  tensile  stress  that  a  cement  will  bear 
depends  greatly  upon  the  manner  in  which  the  test  is  made,  the 
form  of  briquette,  the  method  in  which  the  cement  is  gauged,  the 
amount  of  water  used,  etc.  etc. 

Method  of  making  Briquettes. — The  briqnettes,  whether  of  neat  cement  or  of  cement 
and  sand,  are  made  in  brass  moulds  of  the  form  shown  in  Fig.  86. 

The  following  directions  are  taken  chiefly  from  Mr.  Grant's  papers,  the  circulars  of 
Messrs.  Currie  and  Sons,  Messrs.  Gibbs  and  Co.,  and  Mr.  Faija. 

Briquettes  of  Neat  Cement — Supposing  the  briquettes  are  to  be  made  of  neat  cement, 
and  of  the  1-inch  square  section,  Uie  procedure  would  be  as  follows  : — 

The  cement  from  the  different  casks  or  sacks  should  be  turned  well  over,  samples  f^ra 
different  parts  of  the  heap  should  be  mixed,  and  if  hot  should  be  spread  out,  especially 
in  hot  weather,  so  as  to  become  thoroughly  cool,  and  water  should  be  carefully  added, 
noting  the  proportion  required  to  bring  the  mixture  into  such  a  condition  that  repeated 
pats  with  the  trowel  will  bring  the  moisture  up  to  the  surface. 

Two  cakes  of  about  2  or  8  inches  diameter  and  ^-inch  thickness  should  be  made,  and 
the  time  noted  in  minutes  that  they  take  to  set  sufficiently  to  resist  the  finger  nail. 

*'  If  after  two  hours  the  cake  is  soft  enough  to  take  the  impression  of  a  finger  nail,  it 
may  be  considered  slow-setting."' 

If  the  cement  should  be  slow-setting,  all  the  briquettes  may  be  made  at  once,  but  if 
quick -setting,  only  three  or  four  at  a  time,  and  if  very  quick  only  one  should  be  made 
at  a  time. 

The  moulds  should  be  cleaned  with  a  greasy  cloth,  and  a  number  of  pieces  of  tliin 
blotting-paper  each  rather  larger  than  a  mould  are  then  placed  upon  a  marble,  glass,  or 
slate  slab,  and  on  these  the  moulds  are  placed. 

Then  about  4  lbs.  cement,  or  enough  for  ten  briquettes,  are  weighed  and  placed  upon 
the  non-absorbent  slab  in  a  heap ;  in  the  centre  of  this  a  hole  is  made,  into  which  from 

1  M.PJ.CE.,  vol.  Ixxi.  p.  266.  »  Grant,  M.RLC.E.,  vol.  Ixii.  p.  104. 
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a  graduated  glaas  is  gradually  poured  the  quantity  of  -water  previonsly  determined,  the 
mixture  being  worked  with  a  trowel  until  it  becomes  a  short,  harsh  paste,  the  water  is 
then  discontinued,  but  the  working  with  the  trowel  continued  until  the  paste  becomes 
pat  and  smooth. 

With  this  paste  the  brass  moulds  are  filled  as  quickly  and  solidly  as  possible,  a  small 
trowel  being  used,  and  the  mortar  beaten  or  lightly  rammed  and  gently  shaken  until  all 
the  air  has  been  driven  out  of  it  and  the  mortar  has  become  elastic  llie  surplus  should 
be  cut  off  level,  and  the  surface  left  smooth. 

The  whole  operations  of  making  the  paste  and  filling  the  moulds  until  the  briquettes  are 
placed  on  one  side  should  not  take  more  than  five  minutes.  The  quicker  it  is  done, 
provided  it  is  done  properly,  the  better,  for  it  is  most  important  that  the  cement  should 
be  at  rest  before  the  setting  action  commences. 

When  the  moulds  have  been  filled  they  should  be  numbered  and  laid  aside,  in  some 
place  where  they  will  be  secure  against  shaking  or  vibration  in  a  wet  damp  atmosphere,  or 
covered  with  a  damp  cloth  till  they  have  set  sufficiently  to  be  taken  out  of  the  moulds. 

This  will  probably  be  in  less  than  twenty-four  hours,  the  time  varying  according  to 
the  rate  of  setting  of  the  cement,  but  it  must  be  done  with  great  care  to  avoid  flaws,  and 
not  too  soon,  or  the  briquettes  will  lose  their  shape  and  be  difficult  to  fit  into  the  clips 
of  the  machine. 

The  briquettes  should  then  be  placed  upon  "sheets  of  glass  or  on  slabs,  and  laid  in  a 
flat  box  having  a  cover  lined  wltii  several  layers  of  linen,  woollen,  or  cotton  cloth,  kept 
damp.  In  this  box  they  are  kept  until  they  have  hardened  sufficiently  to  be  put  into 
water.  This  will  vary  from  one  or  two  hours  to  a  day  or  more,  but  for  uniformity, 
unless  in  the  case  of  specially  slow-setting  cements,  briquettes  of  neat  cement  may  be  kept 
for  twenty-four  hours  before  being  transferred  firom  this  box  to  the  shallow  tanks  in 
which  they  are  to  remain  until  the  moment  of  testing. 

"  The  numbers  on  the  neat  cement  briquettes  may  be  made  with  a  sharp  point  or  with 
a  strong  penciL  * 

''The  water  in  the  testing  room  should  be  kept  at  a  temperature  as  nearly  uniform  as 
possible,  say  from  60**  to  70"*  Fahr.,  but  if  the  boxes  in  which  the  briquettes  be  kept 
are  covered,  moderate  changes  of  temperature  will  not  materially  affect  the  results."^ 

BriqtieUet  of  Cement  and  Sand  are  made  in  a  similar  manner.  About  1  lb.  of  cement 
and  3  lbs.  carefully  washed  standard  sand  will  make  ten  of  the  1-inch  briquettes. 
The  proportions  of  water  required  will  be  from  8  to  10  per  cent,  and  the  mixture  must 
be  beaten  into  the  mould  with  a  spatula  or  light  wooden  mallet,  so  as  to  be  as  solid  as 
possible. 

The  briquettes  are  treated  like  those  made  with  neat  cement,  except  that  they  should 
not  be  removed  from  the  moulds  until  at  least  forty-eight  hours  after  they  are  made,  and 
should  be  kept  in  the  boxes  another  forty-eight  hours  before  they  are  numbered. 

Nature  and  Proportion  of  Water  in  Cement  Mortar. — No  more  water  should  be  used 
than  is  necessary  to  make  the  cement  fit  for  use,  an  excess  produces  porosity  and  retards 
the  process  of  hardening. 

Grant's  experiments  show  that  with  19  per  cent  of  water,  making  the  briquettes  into  a 
stiff  paste,  they  stood  from  28  to  40  per  cent  more  tensile  stress  than  when  25  per  cent  of 
water  was  used,  making  the  cement  of  the  consistency  of  stiff  grout.^ 

9  oz.  of  water  to  40  oz.  of  cement,  or  about  22  per  cent,  is  recommended  by  Messrs. 
Gibbs  and  Co. 

With  hot  or  quick-setting  cements  neat  more  water  will  be  required  than  with  cool  or 
slow-setting  cements.' 

With  mixtures  of  1  cement  and  8  sand,  about  11  to  12  per  cent  may  be  used  for  those 
which  set  in  less  than  thirty  minutes,  and  10  per  cent  for  those  that  take  longer. 

Briquettes  mixed  with  salt  water  are  rather  stronger  than  those  with  fresh  water, 
but  salt  water  should  not  be  used  in  cement  intended  for  building  or  rendering  the  walls 
of  houses  to  be  inhabited,  because  it  tends  to  keep  them  damp.  Dirty  water  would  of 
course  ii^ure  the  cement  by  introducing  impurities  which  would  prevent  proper  adhesion, 
and  hot  water  should  not  be  used  except  for  experiments  to  make  the  cement  set  more 
quickly. 

Shape  of  Briquette. — The  cement  to  be  tested  is  formed  into  a  briquette 
shaped  in  one  of  the  fonns  shown  in  section  in  Figs.  83  to  86. 

»  Grant,  M.P.I.C.E.,  vol.  Ixii.  p.  124. 
•  Grant,  M.P.l.C.E.    1880,  vol.  Ixii.  p.  158. 
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The  briquette  i£  plac«d  in  the  clips  of  a  testing  machine  (see  p.  183),  and 
broken  by  Blow  tension.  Each  of  the  figures  shows  the  briquette  in  the  clips 
ready  to  he  attached  to  the  mochinea. 

There  is  no  douht  tliat  the  shape  of  the  briquette  has  an  important 
influence  upon  its  strength. 

The  transition  from  the  thicker  parts  of  the  briquette  to  the  minimum  or 
breaking  eection  should  be  gradual — all  angles  avoided— the  shoulders  should 
he  BO  shaped  that  the  hearing  of  the  cUps  upon  them  is  uniform — the  clips 
hung  BO  that  the  stress  shall  pass  through  their  central  points. 

The  form  first  used  in  this  country  is  shown  in  Fig.  83 ;  the  priudpal 
angles  were  afterwards  rounded  off  as  shown  in  Fig.  84,  which  is  not  a 
good  form,  for  it  generally  breaks  as  shown  by  the  dotted  hne,  and  not  at 
the  minimum  section. 

Whenever  the  clips  bear  upon  a  considerahle  part  of  the  surface  of  the  bri- 
quette, as  in  FigB.  83, 84,  it  is  very  difficult  to  prevent  them  from  pressing  more 
at  one  point  than  another,  and  thus  causing  want  of  uniformity  in  the  stress. 

To  avoid  thifl  the  clips  are  sometimes  done  away  with,  and  the  briquette 
is  suspended  by  pins  with  knife-edges  passed  througli  holes  in  its  ends,  as  in 
Figs.  85,  86,  which  reprcEent  one  of  the  forms  used  by  Mr.  Grant  in  liis 
experiments. 

The  last  form  adopted  hy  the  Board  of  Works  is  shown  in  Figa.  86,  86a, 
The  change  of  form  in  the  briquette  is  very  gradual ;  the  clips  are  rounded  so 


Fig.  U. 


Fig.  S5a. 


Fig.  83. 

as  to  bear  on  it  at  only  four  points,  are  hung  on  knife-edges  kk,  and  have 
loose  jointa  at  BB,  so  that  the  stress  may  pass  through  their  centre  points. 
This  fonn  of  briqtiette  seems  to  be  the  beat  that  has  been  introduced. 

It  will  he  understood  that  the  briquettes  shown  in  the  figures  are  all  I J 
inchxlj  inch=2j  square  inches,  at  the  wabt  or  part  intended  to  be 
broken.  This  is  clearly  seen  in  Figs.  85,  850.  In  many  cases  the  weakest 
section  of  the  briquette  is  made  only  1x1  square  inch  (see  p.  183),  and 
briquettes  of  this  size  are  said  to  give  a  higher  resistance  per  square  inch  than 
the  larger  ones.      In  testing,  the  mean  of  six  briquettes  should  he  taken. 

Test3  for  Coolness. — In  some  cases  cement  which  appears 
perfectly  good  in  every  way  has  a  tendency  to  crack  and  swell 
when  placed  under  water.  This  action,  which  is  commonly 
known  as  "  hlowing,"  is  caused  by  the  cement  heing  under-bnnit, 
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by  its  containing  an  excess  of  lime,  or  by  its  not  being  properly 
"  cool,"  that  is,  free  from  unslaked  particles. 

In  order  to  detect  this  tendency  to  blow,  the  briquette  placed 
under  water  should  be  carefully  watched. 

If  it  is  inclined  to  blow,  it  will  show  signs  of  expansion  after 
a  day  or  two  under  water;  in  extreme  cases  the  samples  will 
entirely  break  up,  but  a  few  cracks  about  the  edges  are  the 
commonest  indications. 

Pats  should  also  be  made  about  3  inches  in  diameter  and  \  inch  thick, 
gauged  in  neat  cement  with  thin  edges,  and  placed  upon  pieces  of  glass  or 
other  non-porous  material 

One  is  placed  under  water  and  watched  ;  if  twenty-four  hours  after  its 
immersion  there  are  no  fine  cracks  round  the  edges,  the  cement  may  be  con- 
sidered safe. 

With  slow-setting  cements  surface  cracks  commencing  at  the  centre  are 
merely  the  result  of  the  surface  drying  too  rapidly.^ 

The  other  pat  is  left  in  the  air,  and  should  remain  of  a  dark  grey  colour. 
If  it  is  yellow  or  ochrey,  the  cement  contains  too  much  clay,  and  it  is  likely 
to  be  deficient  in  tensile  strength. 

Additional  Tests  for  Portland  Cement. — Besides  the  ordinary 
tests  above  mentioned,  the  following  rough  tests  will  give  an  in- 
dication as  to  some  important  qualities  of  the  cement  before  using  it. 

1.  A  bottle  is  filled  with  paste  made  from  the  neat  cement  If,  after  the 
cement  has  been  set  some  days,  the  bottle  remains  uncracked,  it  may  be  con- 
sidered that  the  cement  is  not  too  hot 

If  the  cement  has  shrunk  within  the  bottle  it  is  probably  under-burnt ; 
the  shrinkage  can  be  detected  by  pouring  in  a  little  coloured  water. 

2.  Another  test  is  to  fill  a  piece  of  glass  tubing  with  neat  cement  paste, 
and  to  note  whether  there  is  any  shrinkage. 

3.  A  rough  method  of  ascertaining  whether  the  cement  is  cool  enough  for 
use,  is  by  plunging  the  bare  arm  into  the  cement. 

If  it  feels  hot  the  cement  has  not  been  sufficiently  weathered,  and  requires 
further  turning  over. 

Hardening  and  SirrriNa. — It  is  important  to  know  how  long  a  cement 
takes  to  harden  and  set.  This  is  generally  roughly  ascertained  by  the  im- 
pression of  the  finger  naU  upon  the  cakes  of  cement,  as  described  on  page  172, 
but  as  a  rule  no  means  are  used  for  ascertaining  this  in  a  more  accurate 
manner. 

Tirm  for  Setting. — It  is  extremely  difficnlt  to  define  the  time  required  for  the 
setting  of  different  classes  of  cements,  samples  from  the  same  lot  may  take  five  minutes 
or  five  hours  to  set,  according  to  its  age,  temperature,  the  quantity  of  water  used,  etc. 
As  a  rough  guide,  however,  the  following  times  for  setting  may  be  taken  under  normal 
circumstances : — 

Quick  Setting  Cements  .  .  •  .15  minutes 

Slow  ff        »i  •  •  •  .2  hours 

Very  Slow  ,f        ,1         .  •  •  .6  hours 

1  Grant  M,P,LC.E„  vol.  Ixii 
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■iltait  !fetdU  Apparaiia. — Pig.  87  shows 

•scBTtaining  the  time  of  hardeniag  and  setting 

Currie's  circular,  together  with  the  following  directions  for  iU  aae. 

"To  an  this  apparatus,  gauge  14  oz.  of  neat  cement 
with  the  requisite  quantity  of  water,  mix  quickly  into 
a  stilF  paste,  and  with  this  fill  the  circular  brass  mould 
renting  on  the  glass  plate,  and  vhioh  haa  a  height  of  4 
c«Dtinietres  and  a  diainet«r  of  8  centimetres.  The 
motneDt  at  which  the  needle  baring  I  aq.  mtUinietre  sec- 
tion and  300  grammes'  weight  is  not  able  to  penetrals 
completely  to  the  bottom  of  the  paste,  marks  the  cam- 
mencemeat  of  hardening.  The  interval  ^m  the  time 
of  gauging  till  the  beginning  of  tiie  hardening  process 
it  Iht  time  the  cement  ihotdd  be  vorked  and  vjed,  if  (he 
ttTength  0/  the  vKrrk  u  io  correspond  to  the  quaiity  of 
Ute  cement.  As  soon  as  the  paale  haa  become  so  haiil 
that  the  needle  does  not  leave  an  observable  impresaiou, 
it  is  set,  aud  is  the  time  that  should  be  noted  as  letting 

"The  same  apparatus  may  be  used  for  ascertaining 
the  correct  consistency  of  cement ;  only  the  point  of  1 
•q.  millimetre  is  replaced  by  a  cylinder  of  1  centimetre 
in  diameter.  The  circular  mould  is  fiUed  as  quickly  as 
possible,  aud  the  piston  immediately  let  down  gently 
into  the  paste,  liie  consistency  of  the  paste  may  he 
considered  correct  when  the  piston  sticks  at  a  height  of 
„,  about  6  millimetres  fEom  the  bottom  of  the  mould.     lu 

rig.  67.  j^g  manner  the  exact  quantity  of  water  required  may 

be  ascertained." 

Storing.- — Portland  cement  is  generally  received  in  sacks  in  this 
country,  in  casks  abroad;  these  should  at  once  be  eiiiptied,the  cement 
spread  out  for  a  month  or  so  on  a  wooden  or  concrete  floor,  to  a  depth 
not  exceeding  3  or  4  feet,  in  a  large  weather- tight  room,  and  occasion- 
ally turned  over,  so  that  it  may  become  thoroughly  air-slaked  and 
cooled.  (See  tests  for  coolness,  p.  174.)  During  the  time  it  is 
thus  exposed  the  cement  if  fresh  will  increase  considerably  in  bulk.' 

Sometimes  cement  which  if  tested  when  new  would  crack  or 
"  blow,"  will  be  found  after  this  cooling  to  have  lost  the  tendency 
to  do  so. 

This  air-slaking  or  "cooling"  is  of  the  very  greatest  importance, 
particularly  with  cements  which,  on  account  of  their  very  high 
tensile  resistance,  may  be  suspected  of  containing  an  excess  of  lime. 

Stbekoth. — The  strength  of  Portland  cement  varies,  as  has 
already  been  mentioned,  according  to  its  original  composition  as 
regards  the  percentage  of  chalk  and  clay  used  in  its  manufacture, 
with  the  degree  of  burning  to  which  it  has  been  subjected,  and 
according  to  the  fineness  to  which  it  has  been  ground. 

The  strength  of  gauged  Portland  cement  rapidly  increases  with 
age,  the  breaking  weight  on  a  sectional  area  of  2^  square  inches 

'  In  some  moist  climates  abroad  cement  wonld  be  deadened  by  this  treatment,  so 
that  when  sending  cenieot  to  such  climates  it  should  be  thorougbly  coolod  before  it 
is  packed  into  the  casks. 
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being  as  shown  in  Ihe  second  column  of  the  foUomog  Table  for 
neat  cement  weighing  112  lbs.  per  bushel.^ 

The  strength  of  Portland  cement  mortar  decreases  as  the 
proportion  of  sand  is  greater,  which  will  be  seen  by  the  remaining 
columns  of  the  Table. 


A^  and  time 
Immersed. 

Fbofobtion  of  Cleak  Pit  Saud  to 

1  Oemsnt. 

Keat 
Cement. 

Itol 

2tol 

Stol 

4tol 

5tol 

1  Week   .     . 

445-0 

152-0 

64-5 

44-5 

22-0 

1  Month .    . 

679-9 

326-5 

166-5 

91-5 

71-5 

49-0 

3  Months     . 

• 

877-9 

549-6 

451-9 

805-8 

158-0 

128-5 

6  Months     . 

978-7 

639-2 

497-9 

804-0 

275-6 

218-8 

9  Months 

995-9 

718-7 

594-4 

383-6 

12  Months.     . 

10757 

795 '9 

607*5 

424-4 

817'6 

216-6 

The  following  Table  ^  shows  the  strength  of  Portland  cement  at  different 
periods  of  time  with  different  degrees  of  fineness  and  with  different  propor- 
tions of  sand. 

TABLE  '  showing  the  Cement  coarsely  ground  and  sifted  through  a  fine  sieve 

neat  and  mixed  with  sand. 

The  German  mould  used  =  5  square  centimetres  in  section. 


AoB  or 
Bbiquxttb. 

Neat. 

Thrsb  or  Sakd. 

Five  of  Sakd. 

10*2  per  cent 
reaidue  on  a 
sieve  of  2580 
meshes  per 
square  inch. 

Sifted  80  as 

to  pass  all 

through  sieve 

of  82,257 

meshes  per 

square  inch. 

10'2  per  cent 
left  on  sieve 

of  2580 
meshes  per 
squue  inch. 

All  passed 

through  sieve 

of  82,267 

meshes  per 
square  inch. 

10*2  per  cent 
left  on  sieve 

of  2580 
meshes  per 
square  inch. 

All  passed 

through  sieve 

of  82,257 

meshes  per 

square  inch. 

Weeks. 

1 

4 

8 

25 

Lbs.  per 
square  inch. 

353 

533 

585 

701 

Lbs.  per 
square  inch. 

346 

380 

469 

495 

Lhs.  per 

square  Inch. 

75 

171 

206 

282 

Lbs.  per 
square  inch. 
252 
830 
358 
897 

Lbs.  per 
square  inch. 

81 

97 
118 
166 

Lbs.  per 
square  inch. 

136 

208 

223 

272 

R&narks. — This  Table  sho^s  (1)  that  the  coarsely  ground  cement  broke  at  a  higher 
point  when  used  neat  than  when  finely  ground  or  sifted,  but  at  a  much  lower  point  when 
mixed  with  sand  ;  (2)  that  at  25  weeks  with  3  of  sand  the  gain  was  equal  to  41  per  cent, 
and  with  5  of  sand  equal  to  64  per  cent ;  (3)  that  the  strength  of  the  fine  cement  with 
5  of  sand  was  equal  to  a  greater  strain  than  that  of  coarse  with  3  of  sand,  especially  at 
the  earlier  stages.  Tlie  proportion  remaining  on  a  sieve  of  5000  per  square  centimetre 
(32,257  per  sq.  inch)  was  49-5  per  cent. — J.  G. 

The  resistance  of  Portland  cement  to  crushing  after  nine  months 
is  greater  than  that  of  most  building  materials,  being  3  tons  per 
square  inch. 

^  Grant's  Experiments. 
»  From  M,P,LC.E,t  voL  Ixii.  p.  149  (Grant). 
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Limit  to  Increase  of  Strength  with  age. — Mr.  Grant's  expeiiments  with  a 
cement  weighing  123  lh&  per  bushel  led  him  to  the  conclusion  that  it 
attained  its  maximum  strength  after  constant  immersion  for  two  years,  and 
that  there  is  no  reason  to  fear  that  a  good  cement  ever  deteriorates.  The  period 
at  which  the  maximum  strength  is  attained  varies,  however,  with  the  class  of 
cement — in  the  case  of  a  light  cement  it  would  probably  be  much  shorter. 

Market  Forms.— Portland  cement  is  sold  in  casks  or  in  sacks  for  home 
consumption,  and  in  casks  for  export 

The  inside  dimensions  of  the  casks  are  sometimes  as  follows,  but  they 
vary.  Length,  27^  inchea  Diameter  at  middle,  19  inches.  Diameter  at 
ends,  16  inches. 

Each  cask  usually  contains  400  lbs.  (net). 

Those  for  export  should  be  well  hooped  and  nailed,  and  lined  with  stout 
brown  paper. 

The  sacks  measure  22  inches  x  38  inches,  and  each  usuallv  contains  2 
trade  bushels  or  200  lbs.  of  cement,  but  sometimes  is  filled  so  as  to  contain  2  cwt. 

Good  Portland  cement  is  slow-setting  as  compared  with  the 
cements  made  from  most  natural  cement  stones,  but  surpasses 
them  in  ultimate  strength ;  and  is  more  extensivelj  used  than  any 
other,  for  all  kinds  of  work  for  which  cement  is  suitable.  It  is 
particularly  well  adapted  for  making  concrete. 

Scott's  Processes. — Qeneral  Scott's  two  processes  depend  upon  an  in- 
timate admixture  with  the  lime  of  a  small  quantity  of  a  sulphate,  usuaUy 
Sulphate  of  lime,^  before,  or  at  the  same  time  that,  the  water  is  added. 

All  limes  are  improved  by  them,  and  converted  into  a  kind  of  cement,  the 
slaking  action  being  suppressed,  and  the  lime  setting  without  expansion,  thus 
forming  a  denser  and  harder  mortar. 

The  quickness  of  setting  is  greatly  increased  by  these  processes  for  all 
limes,  and  their  ultimate  strength  is  also  improved. 

Scott's  Cbment  is  prepared  by  passing  the  fames  of  burning  sulphur  through  lumps 
of  quicklime  placed  on  gratings,  and  raised  almost  to  a  red  heat,  by  which  about  5  per 
cent  of  it  is  turned  into  a  sulphate. 

The  calcined  stone,  if  properly  burnt,  wlQ  be  found  to  have  lost  all  power  of  slaking ; 
upon  being  ground  it  becomes  a  fine  homogeneous  powder,  of  a  tint  similar  to  that  of  the 
unslaked  lime  fh)m  which  it  is  prepared. 

Good  Scott's  cement  should  be  finely  ground,  and  contain  not  less  than  10  per  cent  of 
soluble  silica  ;  it  should  weigh  fully  60  lbs.  per  striked  bushel,  and  when  mixed  with  two 
parts  of  sand  should  be  strong  enough  to  come  out  of  the  mould  in  twenty-four  hours. 
After  being  left  for  seven  days  in  a  dry  place,  the  weight  required  to  break  it  should  be 
not  less  than  66  lbs.  i^er  square  inch. 

This  material  was  coming  into  considerable  use  some  years  ago  for  making  mortar,  but 
especially  for  plastering.  It  is  not  now  in  the  market,  having  been  superseded  by  selenitic 
cement,  in  which  the  same  qualities  and  characteristics  are  obtained  by  a  much  simpler 
process  of  manufacture.  It  has,  however,  been  described  here,  as  there  is  sometimes  a 
confusion  between  the  two. 

Seleiotio  Cement,^  sometimes  known  as  selenitic  lime,  is  also  an  inven- 
tion of  General  Scott's. 

This  cement,  like  the  other,  contains  a  small  proportion  of  sulphate  of  lime, 

^  Calcium  sulphate, 

^  So  called  from  Selenitic^  the  scientific  name  for  gypsum  which  is  sulphate  of  lime^ 
and  forms,  when  burnt  and  ground,  plaster  0/ Paris, 
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which  is  added  in  the  fonn  of  plaster  of  FariiB,  mechanically  mixed  and 
ground  with  lime.  Lime  may,  however,  be  selenitised  by  adding  a  small 
proportion^  of  any  sulphate,  or  by  mixing  it  with  sulphuric  acid. 

The  sulphate  begins  to  take  effect  directly  water  is  added.  Its  presence 
arrests  the  slaking  action,  causes  the  cement  to  set  much  more  quickly,  and 
enables  it  to  be  used  with  a  much  larger  proportion  of  sand  than  ordinary 
lime  without  loss  of  strength. 

Nature  of  Lime. — This  cement  may  be  made  from  any  lime  possessing 
hydraulic  properties.  The  limes  from  the  magnesian  limestones  are  much 
used  for  the  purpose,  also  those  from  the  grey  chalk.  But  the  best  limes  for 
selenitising  are  those  from  the  Lias  formation  and  grey  chalk. 

Fineness  of  Orit. — ^The  cement  should  be  finely  ground  so  as  to  pass  through 
a  sieve  of  900  meshes  to  the  inch. 

Proportion  of  Sulphate. — The  quantity  of  sulphate  the  cement  should  contain 
depends  upon  the  quality  and  description  of  the  Hme  used  for  its  manufacture, 
and  varies  from  4  to  7  per  cent,  the  usual  proportion  being  about  6  per  cent. 

When  more  than  7^  per  cent  of  sulphate  is  required  to  stop  the  slaking 
action,  the  lime  may  be  considered  not  suitable  for  making  selenitic  cement. 
In  this  case,  however,  the  lime  may  be  rendered  suitable  by  mixing  it  with 
one  containing  more  clay. 

Where  used. — ^Thls  cement  has  been  used  at  the  New  Law  Courts;  Grosvenor 
Mansions ;  Chesterfield  Mansions,  etc. ;  and  for  plastering  at  the  Alexandra 
Palace,  Manchester  New  Town  Hall,  and  several  of  the  principal  new 
buildings  in  London,  and  other  large  towns. 

Strength. — The  Table  on  the  opposite  page  is  taken  from  a  circular  issued 
by  the  Selenitic  Cement  Company. 

It  shows  the  comparative  strength  of  selenitic  and  Portland  cement^  with 
different  proportions  of  sand,  and  also  the  increase  of  strength  which  accrues 
to  the  lime  when  it  is  prepared  by  the  selenitic  process. 

Ordinary  lime  tnay  he  selenitised  during  the  process  of  mixing  it  into  mortar. 
The  method  of  doing  this  is  described  at  p.  207. 

Selenitic  Clay  is  a  preparation  of  clay  and  sulphate  of  lime,  which,  when 
added  to  a  pure  or  nearly  pure  lime,  confers  upon  it  hydraulicity,  and  also 
the  quick-setting  properties  of  selenitic  cement. 

Methoda  of  artifloially  produoing  Hydraulicity. — In  addition  to  the 
manufacture  of  hydraulic  limes  and  cements  by  the  intimate  mixture  and 
calcination  of  the  necessary  ingredients,  hydraulic  properties  are  sometimes 
conferred  upon  mortars  mad^  from  fat  lime  by  adding  to  them  such  sub- 
stances as  are  known  to  produce  hydraulicity. 

PozzuoLANA  Mortars. — These  are  formed  by  adding  to  ordinary  fat  lime 
or  feebly  hydraulic  mortars  such  a  proportion  of  pozzuolana  (see  p.  196)  as 
will  make  good  their  deficiency  in  clay.  This  proportion  depends  upon  the 
composition  of  the  lime  in  the  mortar  to  be  improved. 

The  success  of  pozzuolana  mortar  depends  upon  the  intimate  mixture  of  the 
ingredients,  which  should  be  reduced  to  a  fine  powder,  and  ground  in  a  mill 
for  20  to  30  minutes. 

Good  pozzuolana  mortar  behaves  like  that  made  from  eminently  hydraulic 
lime. 

Alkaline  Silicates,  produced  by  boiling  flints  in  an  alkali,  may  be  added 
to  mortar  in  the  form  of  a  thin  syrup. 

They  are  found  to  greatly  quicken  the  setting  of  fat  lime  mortars,  making 
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them  to  resemble  hydraulic  limes  and  cements  in  this  respect,  according  to 
the  quantity  used,  but  they  do  not  nuterially  increase  their  strength. 

Means  for  testing  Tensile  Strengtli  of  Cement. — It  has  already 
been  mentioned  that  the  tensile  strength  of  Portland  cement  for 
important  works  should  always  be  tested  by  direct  experiment. 

There  are  several  different  machines  by  means  of  which  this 
test  can  be  accurately  applied. 

A  few  of  these  ■will  now  be  described. 

Adit's  Testing  Bfaohines  were  unong  the  first  adopted  for  this  pmrpoee, 
and  are  still  widelj  known' and  estensivelj  used. 


Fig.  88.     AdU't  i\o.  1  CemetU-Taliiig  itaekine. 

Adie'a  TSo.  1  Maohine. — This  machine,  by  means  of  a  straight  lever, 
applies  a  known  strwn  to  a  briquette  of  cement  (see  p.  1 72),  until  the  latter 
breaks  across  at  the  narrow  central  part,  the  area  of  wliich  is  accoralely  known. 

Fig.  SS  gives  an  elevation  of  the  machine. 

Fig.  S8a  is  a  eplil  mould  for  tbe  briquette.     It  is  arranged  to  divide  longi- 
tudinallj  into  two  parts,  so  that  the  briquette  may  easily  b 
liberated  without  tbe  aid  of  a  press.    Split  moulds  are  sometimes 
hinged  at  one  end. 

These  figures  and  the  following  instructions  are  from  the 
circular  of  tbe  maker  (Ur.  Adie,  It  Pall  Mall). 

Maktr't  Imlnicli'mi. — To  set  up  the  niKhine,  drop  the  spindle  1 
its  place  in  the  table,  then  put  the  pilUr  O  in  position  iind  insert  the  Yi„_  gg^^ 
notched  plate  in  groove  of  spindle,  bolting  down  G  so  that  tha  beam  when  splU  Mould. 
BtrBined  [by  putting  s  moulded  brick  of  cement  into  the  clips  B  and  C. 
»nd  then  tightening  by  meana  of  the  wheel  R]  may  tnke  its  position  freely  in  the  centre 
of  fork  H.  Tbe  wire  cord  posses  twice  round  pulley  at  H,  and  once  round  that  at  G, 
and  should  never  be  very  tight.  When  tbe  cement  is  set,  open  the  mould  canfUIy,  un- 
doing; both  screws  simultaneously,  and  Heat  the  briquette  as  described  at  p.  172. 
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Insert  the  brick  in  the  clips  B  and  C,  then  turn  the  wheel  R  till  the  beam  at  H  rises 
to  the  pulley  [i.e.  well  above  the  lero  line),  and  coll  the  weight  D  gently  along  until  the 
fracture  takes  place. 

The  weight  N  should  not  be  in  its  place,  except  when  testing  Ijelow  300  lbs.,  when  the 
top  row  or  figures  is  used. 

If  the  weight  D  is  not  sufficient  to  break  the  brick,  roll  it  bock  and  hang  on  the  eitra 
weight  in  a  notch  iii  the  beam  uear  H. 

The  »peed  with  which  the  weight  ia  brought  to  bear  upon  the  briquette,  or 
at  which  it  is  increased,  materially  affects  the  result.  "When  the  weight  is 
movetl  rapidly  the  resulting  tensile  strength,  aa  shown  by  the  machine,  is 
higher  than  when  the  weight  ia  wound  slowly. 

Adie'b  Cbmbnt  Tester  with  Automatic  Reqibteh. — In  order  to  arrange 
for  a  nnifomi  speed,  Mr.  Adie  has  added  an  automatic  regulator  to  his  machine, 
which  19  showji  in  Fig.  S8t>. 


Fig.  886.     Ctmeiii  TaUr,  vrith  Paiatt  Automatie  Jlegutator. 

PaimUe't  Ijutnictiom. — To  make  use  of  this  regulator,  flx  the  brass  tube  Ut  the 
Soot,  vertically  onderaeath  the  pulley  marked  No.  2  in  the  drawing  above,  and  fill  the 
tube  with  clean  water.  Attach  the  long  cord  to  the  left  side  of  the  vernier  E,  pass  it 
downwards  over  No.  4  round  No.  3  and  then  upwards  round  No.  2,  and  down  again  to 
the  eye  at  3.  Attach  tlie  short  cord  to  the  right  side  of  E,  pass  it  under  the  pulley  at  H 
and  twice  round  it,  then  along  over  No.  5  and  hang  on  the  weight  W. 

Put  the  brick  into  its  place  and  make  all  arrangements  before  actually  putting  on  the 
otrain.  Screw  up  B,  lifting  the  point  of  the  beam  well  above  the  zero  line  on  the  pillar 
H,  so  as  to  &ee  the  check  K,  and  while  the  weight  D  is  travelling  observe  that  the  check 
is  not  allowed  to  touch  the  rachet  wheel ;  screw  up  B  more  if  ueceeeary  to  allow  for  any 
slip  or  springing  of  the  clips.  The  catch  ilops  the  rolling  weight  when  the  fracture  takes 
place,  and  the  result  is  shown  in  lbs.  on  the  scale. 

To  commence  another  test  take  off  the  weight  W,  before  gently  letting  down  the  piston, 
at  the  same  time  easing  bock  the  weight  D  by  the  band. 

Ann's  No.  2  Tisnna  Machihe. — Fig.  89  is  a  smaller  machine  by  Mr.  Adie  for  testing 
briquettes  having  a  central  section  of  1  inch  square.  It  can  also  be  used  aa  a  weighing 
machine. 

This  figure,  slightly  modified,  and  the  following  instructions,  are  from  the  maker's  circular. 

PatettUe't  Inttnatunn. — If  the  standard  A  be  not  in  its  place  when  received  from  the 
manufacturer,  bolt  it  down  to  the  stand,  so  that  the  beam  when  strained  (by  putting  a 
moulded  brick  ol  cement  into  the  clips  b  and  o  and  then  tightening  by  means  of  the 
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-wheel  andernuth  at  d)  may  take  Its  podtion  fml;  in  tlie  centre  of  fork  E.  Wind  th* 
cord  once  round  the  polley  at  a,  and  twice  ronod  that  at  k.  Mix  tlie  ctment  to  be  teeted 
with  aa  little  water  as  poeslble,  caasiitent  with  perfect  homogeneity,  and  having  laid  the 
mould  oa  a  tl&t  smface,  or  on  the  iron  plat«  supplied  for  Che  purpose,  fill  it  with  the 
cement  a«  deacribed,  and  scnpe 
the  top  flush.  When  wt,  take 
the  briquette  out  of  the  monld 
carefuU;,  aud  place  it  on  the 
list  plate  in  water  for  mtcd 
days,  it  will  then  be  ready  for 
testing.  To  effect  this,  plac* 
it  in  the  clipa,  turn  the  wheel 
at  D  till  they  clasp  the  brick 
with  BufBcient  force  to  raiae 
the  end  of  the  beam  nearly  np 
to  the  pulley  above. 

(a)  For  Btraina  &om  0  to 
130  Ibe.,  osing  the  bottom 
row  of  figures,  hang  the  tniis- 
ferable  weight  F  in  the  Dotch 
at  the  end  of  the  beam  (as 
Khown  in  the  drawing),  and 
roll  the  Teraier  weight  o  along, 
taking  abont  one  minute  to 
travel  the  length  of  the  beam. 
(A)  From  60  to  200  Iba.,  ndng  the  middle  row  of  Rgurea,  remove  P  from  the  machine, 
and  roll  a  forward  as  before. 

(c)  Above  IGO  Iba,  using  the  top  row  of  flgnrea,  bang  od  f  in  the  notch  nnder  o,  and 
roll  O  (carrying  r  with  it)  forward  aa  before. 

To  use  as  a  weighing  machine,  remove  the  sliding  block  carrying  D  and  c  ;  take  out 
the  top  dip  B,  and  hang  on  the  scale  pan  instead.  A  hook  passing  through  a  bole  in  the 
stand  can  be  supplied  with  one-tenth  bnshel  measure  to  weigh  the  ceaent  it  required. 

MiolUMlli's  Double  Iiover  Cement  TeettiiK  Apparatus,  Figs.  80  and  SOa.-^ 
Jlaktr'i  Directiotu. — This  apparatus  conaists  of  a  japanned  cast  iron  column,  wlkich 


Fig.  SS.    AdWi  No.  2  Cemtnt  TetUttg  MaehiM. 
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carries  t^o  lever*,  the  combiDed  leverage  of  which  ia  1  to  60  :  that  of  the  loi^r,  being  1 
to  10,  end  that  or  the  shorter,  1  to  E. 

Each  lever  hes  three  hardened  steel  knife  edges  acting  opon  hanleoed  st«el  concave 
bearings,  so  that  an  extremely  accurate  balance  is  obtained. 

The  short  arm  of  the  nppei  lever  is  provided  with  a  movable  counterpoise,  to  secnre 
the  correct  position  of  the  levers,  wliich  is  indicated  by  a  mark  on  the  uprigbt  catch  at 
the  top  or  the  colimm.  At  the  extremitj  of  the  long  arm  ia  sospeoded  a  small  brass 
frame  to  carry  the  shot  bncket 

On  the  lower  lever,  near  its  dilcnun,  is  sospeaded  the  upper  clamp  or  clip  for  holding 
the  briquettes.     The  lower  clamp  is  Axed  to  the  base  of  the  column  and  a^jnaUd  b; 

To  make  a  test,  the  cement  briquette  is  token  out  of  the  water,  dried  and  put  into  the 
clampa,  which  miiat  be  accurately  applied  to  the  sides  of  the  briquette,  and  the  screw 
applied  until  the  upper  edge  of  the  long  lever  is  opposite  the  mark  on  the  upright  catch. 
Kne  shot  is  then  poured  from  tha  self-acting  shot-nin  into  the  bucket  soapended  from 
the  long  lever  until  the  briquette  breaks,  when  the  supply  of  shot  is  instantly  cat  off. 
The  breaking  atrain  per  square  inch  is  thus  eiactty  fifty  times  the  weight  of  the  bucket 
and  shot ;  bnt  to  avoid  all  calculation  and  posaibiB  risk  of  error,  a  Salter  spring  balance 
with  a  special  dial  is  supplied,  opon  which  the  bucket  and  shot  are  weighed  and  the  eiact 
breaking  atrain  of  the  briquette  at  once  shown. 

Uiafaele'a  MBaUne. — Fig.  91  is  a  sketch  taken  from  the  illustrated  advertisement  of 
the  machine. 

A  briquette  of  neat  cement  having  beeti  made  as  before  deacribed,  and  immersed  in 
water  for  the  specified  number  of  days,  is  placed  in  the  clips  V  L,  as  shown. 

The  handle  H  is  then  turned  ;  it  is  Btbid  with  a  pinion  which  works  in  the  rack  R. 
The  end  of  the  rack  being  drawn  down  by  the  motion  of  the  pinion,  draws  down  the 
clip  L,  and  brings  a  streas  upon  the  briquette,  which  in  its  turn  draws  down  V  and  the 
short  ann  8  of  a  bent  lever. 


Fig.  01,     MickeU'B  Cement  Teeing  Maekiw. 

The  long  arm  L  of  this  lever  carries  two  weights,  WW  ;  as  the  short  arm  S  is  drawn 
down,  these  weights  are  lifted. 

While  they  rise,  the  leverage  with  which  they  act  increases  with  their  horiiontal  dis- 
tance from  the  fulcrum  F.  When  the  stress  produced  is  sufficient  lo  overcome  the 
resistance  of  the  briquette  it  breaks  across. 

The  nuts  n  which  secure  the  clips  prevent  the  weights  WW  from  falling  back  mora 
than  about  half  an  inch. 

The  stress  applied  is  measured  along  the  graduated  arc  A.  The  pointer  p  la  carried 
up  with  the  long  arm  of  the  lever  as  it  rises,  but  remains  when  the  weights  fiOl,  to  show 
the  point  to  which  they  rise. 

These  machines' are  made  to  test  ap  to  1600  lbs.  on  the  briquette. 
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Fsjjft'a  Toatlnc  JlMtbine  is  shown  in  Fig.  92,  from  the  patentee's  circolor. 
The  ordinary-sized  machine  adapted  to  1>riquettes  of  1  aqnaie  inch  section  will  teat  from 
1  to  1000  lbs. 
The  machine  is  14  inches  high,  14  inches  long,  bf  3  inches  wide,  and  weighs  leaa  than 
30  lbs.     A  special  gearing  pre- 
venta  the  atrain  from  bei^  put 
on  too  quietly. 

PaUnUe'a  Iminictiont. — On 
receiving  the  machine,  clean  oS 
all  old  oil  and  relnbricste, 
attach  the  balance  weight  W  to 
the  short  end  of  the  lever. 

Tl>  USB  THE  Machikb. — S«e 

that  the  qoadrant  A  is  in  the 

position  shown  in   akelch,   so 

that  the  chain  B  to  the  dial  C 

is  alack,  and  the  lever  D  free 

and  balanced. 

,       Turn  the  wheel  E  from  right 

•-  to  left,  until  the  lower  clip  F 

can  be  raised  into  contact  with 

Fig.  92.     Faija->  Tiding  Madiint.  the  npper  clip  O. 

Insert  the  briqnette  to  be 
tested  in  the  clips,  taking  care  that  it  ia  put  in  true  and  evenly,  and  ao  that  the  pull 
on  it  and  the  clips  is  true  and  vertical  \  then  turn  the  wheel  £  from  left  to  right,  which 
will  bring  down  the  lower  clip  F,  and  secure  the  briquette  firmly  in  the  chpa.  (It  is 
generally  advisable  to  put  such  a  strain  on  the  briquette  by  turning  wheel  E  that  about 
100  lbs.  is  indicated  on  the  dial)  Wben  in  this  position  there  should  be  about  half  an 
inch  between  the  nuder  side  of  knife  edge  H,  and  tlie  buffer  oi  recoil  spring  I. 

Having  seen  that  the  pinion  K 
ia  in  gear  with  the  wheel  L,  turn 
the  handle  M  until  the  briquette 
breaks.  The  loose  pointer  will 
ahow  on  the  dial  the  strain  in  Ibe. 
at  which  the  briquette  broke. 

To  Retubm  to  Zsiia — Throw 
the  pinion  E  out  of  gear  with  the 
wheel  L  by  reraoiing  the  pin  and 
puahing  it  to  the  left  ;  turn  the 
wheel  L  from  left  to  right  until 
the  quadrant  A  has  returned  to 
its  normal  position  with  tbe  chain 
B  slack ;  put  the  loose  pointer 
back  to  zero  ;  release  the  lower 
clip  F  by  turning  wheel  E  bum 
right  to  left  ;  remove  the  broken 
briquette,  and  inaert  the  next  that 
ia  to  be  broken. 

Bold  and  Bkiler'a  Oemoikt 
Teatar  is  shown  in  elevation  in 
Fig.  93,  which  is  taken  from  the 
makeis'  drcnlar.* 

Tbe  briquette  having  been  in- 
serted in  the  clips  e  c  holds  down 
the  abort  arm  ot  a  straight  lover. 
The  long  arm  has  a  gradoated 
measure  attached  to  its  end  ;  this 

When  the  briquette  breaka,  tbe  fall  of  the  long  arm  of  the  lever  draws  down  A,  and  shuts 
oiT  the  supply  cock.     The  weight  required  to  rupture  the  briquette  is  indicated  by  the 

'  Uessrs.  Bailey  and  Co.,  Salford. 
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araooEt  of  water  in  the  measure.  Mt.  Eeid  states  that  thti  mBchine  is  reliabla  and 
nccnrata.  Tho  weight  is  ajiplied  very  gredimlly  and  without  tremulous  vibration,  and  i^ 
recorded  automaticiJly  by  the  machine  itself. 

Bailsy's  Table  Fattaim  Cement  Tester. 
—  Another  of  Messrs.  Bailey  aud  Co. 'a  cement 
Centers  U  shown  in  Fig.  BSa,  which  eiplaius  itself. 
It  takes  sections  of  1  iuch  square,  and  ia  aome- 
times  fitted  with  an  automatic  arrangement  for 
Jionring  the  shot  into  the  can. 

Thurston's  Testing  Mooltlne. — In  order  to 
avoid  the  difficulty  of  getting  the  etresa  fairly  ilia- 
tribnted  over  the  area  ta  be  fractured,  which  always 
occurs  in  teusile  tests,  cement  has  been  tested  by 
UeMi-ng, 

Professor  Thurston's  mschine  used  for  testing 
metals  by  torsion  has,  in  America,  been  applied 
to  cemeiiU. 

This  machine  has  not,  however,  been  adopted  in 
this  country,   and   it  need  not  theretora  be  de-  p.      gg^ 

Simple  Tests  withont  UMshineS. — A  tank  of  water  snapended  from  the  apecimen 
may  be  used  as  a  good  simple  method  of  testing  the  tensile  strength.  The  weight  in  lbs. 
at  different  depths  can  be  marked  inside  the  tank. 

The  following  specification  has  been  used  where  there  is  no  testing  mschine  available. 

"  The  cement  is  to  be  made  into  small  blocks  1  inch  square,  and  8  inches  long,  after 
being  made,  these  blocks  are  to  be  immersed  in  water  for  seven  days,  and  then  tested  by 
being  placed  on  two  supports  S  inches  apart,  when  they  most  Stand  the  transverse  strein 
produced  by  a  weight  of  75  lbs.  placed  iu  the  centre."' 

Chemioal  Tests. — The  importance  of  having  a  cliemical  teet  for  Portland 
cement,  in  addition  to  the  testa  already  mentioned,  haa  lately  been  etrongly 
m^ed,  in  consequence  of  failurea  arisiiig  from  on  excesa  of  magnesia  which  has 
alaked  and  expended  in  the  work,  causing  rupture ;  an  excess  of  lime  may 
have  the  same  eifect,  01  cause  weakness  ;  ^  more  than  2  pei  cent  of  magnesia, 
or  \\  per  cent  of  sulphuric  acid,  is  said  to  be  injurioua  to  Portland  cement. 

Adulterations  in  Fortland  Cement.— It  is  stated  in  the  circulars  of  some 
cement  manufacturers  that  iron  alag  is  used  for  the  adulteration  of  Portland 
cement  If  this  is  auapected,  the  only  waj  to  avoid  it  is  to  refuse  to  take 
cement  from  any  manufacturer  who  has  al^  on  his  premises. 

Slag  has  been  refused  both  for  cement  making  and  as  an  aggregate  for 
concrete,  for  fear  that  the  lime  that  it  contains  should  disintegrate  aft«r  use 
in  the  work. 

This  is  doubtless  a  wise  precaution.  Slag  properly  treated  by  being  burnt 
with  lime  is,  however,  sometimes  used  as  the  basis  of  a  good  Portland  cement, 
as  described  at  p.  161. 

'  Messrs.  D.  B.  Stevenson.     M.P.I.C.E.,  vol.  liiivii.  p.  229. 
'  M.P.LC.E.,  vol.  Ixixva  p.  163. 
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LIME  AND  CEMENT  BURNING. 

Limestone  is  calcined  (bamt  into  lime)  in  '^  clamps "  or  in  ^  kilns "  of 
different  forms. 

Clamps  consist  merely  of  heaps  composed  of  alternate  layers  of  limestone 
and  coaly  having  a  fire-hole  below,  and  oorered  with  clay  or  sods  to  prevent 
the  escape  of  heat 

This  is  a  very  wasteful  method  of  burning,  and  should  only  be  used  where 
limestone  and  fuel  are  abundant 

Very  similar  arrangements  for  burning  lime  are  in  some  parts  of  the 
countiy'  called  Sow  Kilns. 

JAme  Kilns  are  divided  into  two  classes,  Ttmnel  KUtu  and  Flare  Kilns. 

Tunnel  KUns  are  those  in  which  the  fuel  and  stone  are  placed  in  alternate 
layers. 

Flare  KUm  have  the  fuel  below,  so  that  the  flame  only  reaches  the  stone 
in  the  kiln  above. 

Either  form  of  kiln  may  be  worked  on  the  eontinuaui  or  on  the  ttUer* 
mittent  system. 

The  Chntinuous  system  is  that  in  which  the  lime  is  gradually  removed  from 
the  bottom  of  the  kiln  in  small  portions,  fresh  limestone  being  added  at  the 
top  to  make  up  for  the  burnt  lime  removed  at  the  bottom. 

The  Intermittent  system  consists  in  burning  and  diBcharging  a  whole  kiln- 
ful  at  a  time.  After  the  stone  is  well  burnt  through,  the  kiln  is  allowed  tc 
cool  down,  and  the  burnt  lime  is  removed.  The  empty  kiln  is  then  re* 
charged,  and  the  operation  repeated. 

The  continuous  system  is  most  generally  applied  to  tunnel  kUns. 

The  lime  so  produced  is  likely  to  be  unequally  burnt,  but  the  process  is  a 
cheaper  one. 

By  the  intermittent  system,  in  which  the  whole  kilnful  is  burnt  at  once, 
the  lime  is  more  uniformly  calcined  throughout 

Tunnel  Kilns,  called  also  Continuous,  "  Running,"  "  Perpetual,"  or 
"  Draw-Kilns." 

A  kiln  of  this  class  is  shaped  internally  either  like  a  cylinder,  an  inverted 
cone,  or  a  pair  of  vertical  cones  base  to  base.  It  is  lined  with  firebrick,  and 
has  an  opening  below,  generally  protected  from  the  weather  by  a  shed. 

At  the  lower  extremity  of  the  cone  is  a  grating,  upon  which  is  placed  a 
layer  of  brushwood,  and  then  alternate  layers  of  coal  and  moistened  stone, 
reaching  to  the  top,  the  largest  pieces  being  in  the  middle,  where  they  will 
get  most  heat 

As  the  lime  becomes  burnt  it  is  withdrawn  through  the  grating,  and  fresh 
stone  and  fuel  are  added  at  the  top. 

This  kiln  is  •  economical  in  fuel,  requiring  only  about  i  the  weight  of  the 
lime  produced,  but  the  lime  is  not  equally  well  burnt  throughout,  and  it 
requires  great  experience  to  manage  the  kiln  properly. 

Fig.  94  is  a  section  of  the  form  of  kiln  frequently  erected  as  a  temporary 
arrangement  to  bum  lime  during  the  progress  of  large  works. 

The  kiln  may  be  built  of  either  bricks,  stone,  or  concrete,  or  sunk  into  the 
ground. 
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When  concrete  Dt  very  rough  magoiiiT  is  used,  bonding  timbets  are  built 
in,  or  iron  bars  are  fixed  externally  to  bind  the 
etructnre  together. 

l^e  interior  is  lined  with  firebricks,  a  hollow 
space  being  left  betiind  the  lining. 

The  fuel  and  broken  stone  are  thrown  in  at  the 
top  of  the  kiln,  and  lie*  in  alternate  layen,  the 
thickness  of  each  layer  of  stone  being  from  six 
to  eight  times  that  of  the  fueL 

At  the  lower  end  of  the  kiln  lies  the  wood  for 
kindling  the  fiie,  resting  upon  a  grate  of  loose 
bars,  which  can  be  drawn  out  one  at  a  lime. 

llie  fire  having  been  lighted  at  the   bottom  Fig.  94. 

below  the  grating,  the  heat  passes  through  the 

layers ;  those  nearest  the  bottom  ore  burnt  first,  and  are  withdrawn  through 
the  grating  by  removing  one  or  more  of  its  bars. 

As  the  bamt  lime  ia  taken  out  at  the  bottom,  the  bulk  of  the  contents  of 
the  kiln  slide  down,  and  the  space  thus  left  at  the  top  is  filled  with  fiesh 
layers  of  fuel  and  stone. 

It  ia  convenient  to  have  a  shed  in  front  of  the  drewholej  to  secure  the 
fredily  burnt  lime  from  the  weather. 

The  size  of  the  kihi  varies  according  to  the  anpply  required.  A  kiln  of 
the  form  shown  in  Fig.  94,  16  feet  high,  4  feet  wide  at  the  bottom,  and  9 
feet  at  the  top,  will  hold  "  about  2&  tons  of  limestone,  and  will  bum  sufiScient 
lime  to  keep  twenty  bricklayers  constantly  supplied  with  mortar."' 

Fig.  95  shows  in  section  a  form  of  kiln  largely  used  in  the  Midland 
counties  for  bomtng  Lias 

The  conical  mound  on 
the  top  is  composed  of 
layers  of  fuel  and  stone, 
plastered  over  with  clay. 

"  Care  is  taken  that 
the  clay  jJastering  covei> 
ing  the  conical  mound 
does  not  give  too  much 
vent  in  any  one  part  to 

the  products  of  combus-  - 

tion,  lest    too   strong  a  Fig.  BG. 

draught  should  be  set  up 
toward  such  orifice,  and  cause  oveibuming  of  the  lime  in  its  coarse. 

"The  fuel  is  mode  to  bum  in  a  smouldering  fashion  throughout  itsopeiation. 

"  At  the  opening  of  the  drawliole,  in  order  to  igmt«  the  contents  of  the 
kiin,  a  few  large  pieces  of  coal  are  built  up. 

"The  fuel  layers  vary  from  6  to  3  inches  in  thickness,  those  at  the  bottom 
being  the  thickest.  The  layers  of  mineral  vary  from  10  inches  at  the  bottom 
to  18  inches  at  the  top."' 

Flare  EUhb,  called  also  Ihtermittbnt  Kilns,  ai«  generally  in  the  form  of 


'  Hill's  ifdarej  oti  JftwAfiKry.  *  Cooke's  Aide  Mtrnovrt. 
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a,  cylinder,  sunnotmted  in  moat  cases  bj  a  conical  vault.    The  broken  limestone 
Tests  upon  arches,  roughly  formed  from  large  pieces  of  the  same  material. 


Fig.  67.    SeaUm. 

Tliese  rough  arches  most  1>e  carefully  buOt,  and  the  heat  applied  gradnally 
BO  as  not  to  split  the  Btonee. 

The  fire  is  lighted  below,  only  the  flame  being  in  contact  with  the  stone, 
thus  producing  much  cleaiieT  Ibne  than  that  obtained  by  the  meHiods  in 
which  they  are  mixed  together. 

Such  a  hilti  is  more  easily  managed  than  the  kinds  which  are  worked  con- 
tinuously, and  the  lime  produced  is  more  uniform  in  quality.  The  necessity 
of  letting  the  fire  out  after  each  charge  is  bomt  is  a  great  incouTenience,  and 
also  causes  waste  of  fuel 

For  the  same  kind  of  lime  this  kiln  requires  about  \  [i,t.  nearly  double) 
as  much  coal  as  does  the  tunnel  kiln.  Moreover,  the  intermittent  kiln 
requires  reliniag  every  twelve  months,  which  is  a  source  of  great  expense. 

Fig,  96  is  the  plan,  and  Fig,  97  a  section  of  a  pair  of  flare  kilns,  such  as 
are  used  for  burning  grey  chalk  into  lime.  L  is  the  hole  through  which  the 
lower  part  of  the  kiln  ia  loaded,  I  that  for  the  higher  levels.  The  draw- 
holes  D  D  open  int«  a  central  passage  F. 

In  the  section  the  kiln  t«  the  right  is  shown  as  loaded,  the  other  as  empty. 
The  rough  arches  of  limestone  are  shown  in  the  former.  The  fire  bars  for 
the  fuel  are  shown  in  plan  and  section,  the  spaces  C  C  are  packed  with 
broken  chalk,  c  c  with  chalk  dust.  The  firebrick  lining  ia  hatched  with  broken 
lines,  the  ordinary  brickwork  with  continned  and  broken  lines  alternately. 
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Fig.  98  ifl  the  section  of  a  Bimpler  flaie  kiln  in  common  use. 


Portland  Oflment  Ellna  (CtmtmoR  form). — Fig.  99  ia  llie  section,  and 
Pig.  100  an  elevation,  of  a  form  of  kiln  commonly  tued  for  bnming  Fort- 
laod  cement  in  the  Uedwa;  district 


Fig.  99.     Action.  Fig,  100.     Elcwtioa. 

It  is  wotked  upon  tlie  intermittent  system  1  the  coke  and  slurry  are,  how- 
ever, packed  in  alternate  layers  6  and  4  inches  deep. 

Such  kilns  hold  about  thirty  tons.  Their  contents  are  burnt  in  forty-eight 
hours,  and  are  drawn  about  once  every  four  days. 

The  kiln  is  lined  with  firebrick,  sometimes  only  up  to  the  line  a,  trat 
better  throngbont,  and  loaded  at  the  holes  H  H  H. 

The  firebrick  lining  should  be  detached  from  the  mass  of  the  brickwork,  so 
as  to  be  free  to  expand  and  contract  under  the  great  changes  of  temperature 
to  which  it  is  subjected. 

The  inside  should  be  painted  over  with  wet  stuff  from  the  hadx  each  time 
before  the  kiln  is  chained.    This  will  greatly  increase  its  durability. 

In  some  forms  of  this  kiln  the  top  has  a  wider  opening,  ami  the  short 
vertical  neck  or  chimney  is  frequently  omitted. 
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The  description  of  kUa  used  varies  in  different  places.  A  modification  of 
Hoffmann's  kiln  similar  to  that  lued  for  bricks  ma^  be  economicallj  adopted 
where  a  l&rge  continuous  supply  of  cement  is  required  year  after  year. 

The  time  required  to  bum  a  kiln  varies  accoidiog  to  the  propordon  of  the 
materials,  the  position  of  the  kiln,  etc 

The  contents  are  burnt  at  a  high  temperature,  but  the  amonnt  of  firing 
depends  upon  the  proportions  of  the  mixture  If  the  lime  be  in  excess  it  can 
hardly  be  overbumt,  but  if  there  be  too  much  clay  it  will  fall  into  dust 

Thit  Michele-Johnton  Kiln  ia  a  modification  of  the  kiln  mentioned  at  p.  161. 

The  arched  chamber  there  referred  to  as  branching  out  from  the  kiln  has 
a  very  thin  arch  over  it  Above  thia  the  cool  alnrry  is  spread  for  a  prelimi- 
nary drying  before  it  is  forced  through  the  openings  of  the  arch  and  spread 
over  the  floor  of  the  chamber  ;  there  it  is  further  dried  by  the  hot  air  and 
gases  from  the  kiln,  which  pass  through  the  chamber  on  their  way  to  the 
chimney. 

Tt^ftii  Cenidnt  Kilns. — ^Fig.  loi  is  a  plan  and  Fig.  102  a  cross  section 


Kg.  101.    nati.  Pig.  102.    Settion. 

of  the  kiln  nsed  for  burning  Roman  cement  It  is  worked  on  the  constant 
system.  The  stone  is  packed  in  strata  separated  at  inttrvaU  of  from  6  to  9 
inches  by  thin  layers  of  fuel  The  cone  in  the  centre  guides  the  burnt  cement 
to  the  drawholea  D  D  where  it  ia  token  out 

Qeneral  Bemarka  on  Burning. — Gradual  healing  is  necessary  in  burning 
[ime  or  cement  stone.  If  the  heat  be  suddenly  applied,  the  carbonic  acid  and 
moisture  will  be  driven  out  with  such  violence  as  to  blow  the  stone  to  pieces. 

Appearanet  of  the  Burning  Slwt. — As  long  as  the  burning  is  incomplete, 
and  any  carbonic  acid  ia  left  in  the  stone,  it  will  remain  of  a  dull  red  colour. 
When  the  carbonic  acid  is  all  expelled,  the  stone  in  the  kiln  becomes  pecu- 
liarly bright,  which  is  a  sign  that  the  calcination  is  complete,  and  that  the 
lime  may  be  withdrawn. 

Tht  TemperatuTt  at  which  a  lime  or  cement  should  he  bomt  depends  npon 
its  composition. 

A  pure  or  fat  lime  requires  only  heat  enough  to  drive  off  the  carbonic  acid 
and  moisture. 
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Limes  containing  day  require  a  somewhat  greater  heat,  in  order  that  the 
silicates  and  alominates  may  be  formed  which  give  the  hydraulic  properties 
required. 

A  great  deal  depends,  however,  upon  the  composition  of  the  clay. 

A  large  proportion  of  iron  and  alumina  (especially  of  iron)  as  compared 
with  the  silicic  acid,  greatly  facilitates  the  action  which  takes  place  in  calcin- 
ation, and  the  prepared  mortar  also  sets  more  quickly. 

Great  care  must  be  taken,  however,  that  the  heat  is  not  sufficient  to  fuse 
the  particles  of  the  lime  or  cement. 

Thus  Roman  cements,  in  which  the  quantity  of  iron  and  alumina  together 
nearly  equals  the  silicic  acid,  are  burnt  with  little  fuel  at  a  low  temperature. 

Portland  cement,  on  the  other  hand,  in  which  the  iron  and  alumina  are 
less  than  half  the  silicic  acid,  is  burnt  at  very  high  temperatures.  There  is 
very  little  danger  of  fusing  the  particles,  and  the  heat  may  with  advantage  be 
raised  to  a  point  just  short  of  vitrification.^ 

The  Size  of  the  Lumps  into  which  the  lime  or  cement  stone  is  brokenr  greatly 
influences  the  burning  operation. 

The  denser  the  stone  and  the  higher  the  temperature  at  which  it  is  to  be 
burnt,  the  smaller  must  be  the  pieces  into  which  it  is  broken. 

Pure  or  fat  limestones  are  broken  into  pieces  containing  from  one  to  two 
cubic  feet. 

Hydraulic  limestones  into  pieces  containing  about  a  quarter  of  a  cubic  foot« 

Eoman  cement  stones  and  others  of  the  same  quick-setting  class  are  broken 
into  pieces  containing  one  or  two  cubic  inches. 

The  Qvantity  of  Fuel  is  of  course  influenced  partly  by  the  form  of  kiln,  but 
chiefly  by  the  nature  of  the  stone  and  by  the  temperature  at  which  it  is  to  be 
burnt. 

Thus,  for  the  calcination  of  pure  dense  limestones  about  ^  to  ^  their  weight 
of  coal  is  required. 

For  hydraulic  limestones  about  i  to  f  their  weight. 

For  Boman  and  other  quick-setting  cements  about  t  to  A  of  the  weight  of 
stone. 

For  Portland  cement  about  ^  the  weight  of  the  dried  slurry. 

PoBTLAiirD  Cbmbnt  Clinker. — The  clinker  of  good  Portland  cement,  when 
properly  burm,  is  of  a  dark  greenuHirhlack  colour,  diflering  in  density  accord- 
ing to  the  amount  of  fuel  used. 

^  It  is  almost  impossible  to  bum  the  contents  of  any  kiln  quite  uniformly 
throughout,  and  the  clinker  will  be  found  differing  in  colour  accordingly. 

It  should  not  be  clinkered  into  large  masses — should  rattle  well  as  it 
comes  out  of  the  kiln — should  be  honeycombed  in  texture  and  nearly  free 
from  dust 

Some  will  be  found  of  a  bright  yellow  colour,  and  of  light  specific  gravity. 
This  will  set  very  quickly,  and  it  should  be  picked  out. 

Some,  again,  will  be  of  a  pink  or  dirty  white  colour,  but  more  or  less  heavy 
according  to  the  heat  to  which  it  has  been  subjected.  Clinker  of  this  kind 
has  been  imperfectly  burnt,  and  must  be  again  passed  through  the  kiln.  It 
is  a  dangerous  substance  to  use. 

Dense  glazed  hlack  clinker  indicates  excess  of  lime,  and  will  also  yield 


^  General  Scott  in  ILE.  Papers,  voL  zi 
B.  C. — III 
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dangerous  cement  inclined  to  blow ;  dark  hlu$  clinker,  a  sluggish  cement ; 
and  a  hrovm  clinker  with  much  dust,  a  weak  cement^ 

DaugerouB  Iiimes  and  Cements. — Sometimes,  from  defects  in  the  pro- 
cess of  calcination  of  a  stone  which  should  produce  an  eminently  hydraulic 
lime  or  cement,  compounds  result  which  are  of  a  most  dangerous  character. 

These  are  caused  either  by  over-burning  or  under-burning. 

0ver4mmt, — ^In  the  former  case,  a  hard  and  heavy  substance  is  produced, 
burnt  almost  to  a  clinker,  which  slakes  with  very  great  difficulty,  and  after  a 
considerable  lapse  of  time. 

This  can  only  be  remedied  by  screening  out  the  hard  portions  and  grinding 
iihem  to  a  fine  powder  ;  otherwise  any  larger  particles  that  may  be  left  will 
slake  after  the  mortar  has  been  laid  in  the  work,  and  may  do  great  damage  tc 
the  masonry. 

UtideT'hijamt, — When,  on  the  other  hand,  the  stone  has  been  under-burnt, 
a  somewhat  similar  result  occurs,  but  from  a  different  cause. 

The -substance  produced  consists  partly  of  a  perfect  cement  or  hydraulic 
lime,  and  partly  of  free  quicklime.  The  latter  is  prevented,  by  the  setting 
action  of  the  cement,  from  slaking  at  once,  but  does  so  eventually,  and  with 
the  same  disastrous  consequences  as  occur  with  over-burnt  lime. 

This  dangerous  action  may,  however,  be  got  rid  of  by  £ree  exposure  of  the 
lime  or  cement,  so  as  to  air-slake  the  caustic  portions,  or  by  frequently  re- 
working the  mortar,  or  by  adding  a  proportion  of  soluble  silicates,  which 
anticipate  and  prevent  the  edaking  action.  The  latter  is,  however,  seldom  if 
ever  done  in  practice. 

Bead-burnt  Iiime  is  lime  that  has  been  imperfectly  calcined  and  will  not 
slake  with  water. 

This  may  be  caused  by  under  burning,  so  that  only  part  of  the  carbonic 
acid  is  expelled,  the  resulting  substance  being  a  compound  of  quicklime  and 
carbonate  of  lime,  which  refuses  to  slake. 

Hydraulic  lime  may  be  rendered  "  dead  "  by  over-burning  ;  the  silicates 
are  partially  fused  and  coat  the  stone,  so  that  the  evolution  of  the  carbonic 
add  is  prevented  ^  (see  p.  234). 

Flare-burnt  Ijime  is  lime  burnt  in  flare  kilns,  in  which  it  is  kept  cleaner 
than  in  tunnel  kilns  owing  to  its  not  being  in  contact  with  the  fuel 

^  Certain  varieties  of  oyerclayed  cements  yield  a  deep  bronze-coloured  clinker 
which,  as  it  cools  on  coming  from  the  kiln,  disintegrates  spontaneously  into  a  fine 
flakey  greyish  powder  which  produces  an  inert  cement. — M,P,LO,E,^  voL  Ixii.  p.  81. 

>  Dent 
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SAND  AND  SUBSTITUTES  FOR  SAND. 

Sand  is  known  as  "  argillaceous,"  "  siliceous/'  or  *'  calcaxeous/' 
according  to  its  composition. 

It  is  procured  from  pits,  shores  of  rivers,  sea-shores,  or  by 
grinding  sandstones. 

It  is  chiefly  used  for  mortar  concrete  and  plaster.  The  qualities  it 
should  possess  for  those  purposes  are  pointed  out  at  page  198. 

Pit  Sand  has  an  angular  grain,  and  a  porous,  rough  surface,  which  makes 
it  good  for  mortar,  but  it  often  contains  clay  and  similar  impurities. 

River  Sand  is  not  so  sharp  or  angular  in  its  grit,  the  grains  having  been 
rounded  and  polished  by  attrition. 

It  is  commonly  fine  and  white,  and  therefore  suited  for  plastering. 

Sea  Sand  also  is  deficient  in  sharpness  and  grit  from  the  same  cause. 
It  contains  alkaline  salts,  which  attract  moisture  and  cause  permanent  damp 
and  efflorescence. 

Screening. — When  sand  contains  lumps  or  stones  it  should  be  "  screened," 
or,  if  required  of  great  fineness,  passed  through  a  sieve. 

Washing. — Sand  found  to  contain  impurities,  such  as  clay,  loam,  etc., 
which  unfit  it  for  almost  every  purpose,  should  be  washed  by  being  well 
stirred  in  a  wooden  trough  having  a  current  of  water  flowing  through  it  which 
carries  off  the  impurities.  It  is  sometimes  washed  by  machinery,  such  as  an 
Archimedean  screw  revolving  and  carrying  up  the  sand,  while  a  stream  of 
water  flows  down  through  it 

Examination  op  Sand. — Clean  sand  should  leave  no  stain  when  rubbed 
between  the  moist  hands.  Salts  can  be  detected  by  the  taste,  and  the  size  and 
sharpness  of  the  grains  can  be  judged  of  by  the  eye. 

Size  of  Grit. — Where  this  is  specified,  as  it  is  in  connection  with  the 
cement  and  sand  test  for  Portland  cement  (see  p.  170),  it  is  generally  re- 
quired that  the  sand  should  pass  through  a  sieve  of  400  meshes  to  the  square 
inch  and  be  retained  by  one  of  900  meshes. 

SubstitttteB  for  Sand. — Burnt  Clat  is  sometimes  used  as  a  substitute 
for  sand  in  mortar. 

It  is  prepared  by  piling  moistened  clay  over  a  bonfire  of  coals  and  wood. 
As  the  clay  becomes  burnt  and  the  fire  breaks  through,  fresh  layers  of  day 
and  coal,  ^  breeze,''  or  ashes,  are  piled  on,  and  the  heap  may  be  kept  burning 
until  a  sufficient  supply  has  been  obtained. 

The  clay  should  be  stiff.  Care  must  be  taken  that  it  is  thoroughly  burnt 
Kaw  or  half-burnt  pieces  would  seriously  injure  mortar. 

Crushed  Stone. — Sand  is  sometimes  very  economically  obtained  by  grind- 
ing the  refuse  "spalls  "  left  after  working  the  stones  for  walling.  It  is  generally 
clean  if  carefully  collected,  but  the  sharpness  of  its  grit  depends  upon  the 
nature  of  the  stone  from  which  it  is  procured.^ 

^  Mr.  Einniple's  experiments  show  that  mortar  of  1  Portland  cement  and  1  crushed 
sandstone  is  65  per  cent  stronger  than  that  of  1  Portland  cement  1  pit  sand. — 
M.P.I.CE.,  vol.  Ixiv.  p.  830.     Experiments  by  a  friend  of  the  imter's  showed 
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ScoRliB  from  ironworks,  old  bncks,  Clinker  from  brick  kilns,  and  dnden 
from  coal,  make  capital  substitutes  for  sand  when  they  are  quite  clean  and 
properly  used.  Wood  Cinders  are  too  alkaline.  Crushed  Slag  from  furnaces 
may  be  dangerous  if  it  contains  lime. 

POZZUOLANAS,  etc. 

PozznoLANA  is  a  name  given  to  several  substances  which  somewhat  re- 
semble each  other ;  including  the  Pozzuolana  proper,  also  Trass,  Ar^nes, 
l^sammites,  etc. 

These  are  clayey  earths  containing  80  to  90  per  cent  of  clay,  with  a  little 
lime,  and  small  quantities  of  magnesia,  potash,  soda,  oxide  of  iron,^  or  mau- 
ganese. 

When  finely  powdered  in  their  raw  state  without  being  calcined,  they  may 
with  great  advantage  be  added  to  fat  lime  paste. 

In  consequence  of  the  amount  of  clay  they  contain  they  confer  hydraulic 
properties  upon  the  lime  to  a  very  considerable  degree. 

The  Italian  pozzuolana  may  with  advantage  be  used  with  fat  lime  and 
sand  in  the  following  proportions  :— r-* 

1 2  Pozzuolana  well  pulverised. 
6  Quartzose  sand  well  washed. 
9  Rich  lime  recently  slaked. 

Natural  Pozzuolana  is  a  naturally-burnt  earth  of  volcanic  origin,  found 
at  Pozzuoli,  near  Vesuvius,  and  in  other  parts  of  southern  Europe. 

It  is  found  in  the  form  of  powder  more  or  less  coarse  in  grain,  of  a  brown 
colour,  sometimes  passing  into  red,  grey,  yellow,  and  white. 

Trass  is  also  a  naturally-burnt  argillaceous  earth,  found  on  the  sites  of  ex- 
tinct volcanoes,  chiefly  near  Andemach  on  the  Rhine. 

It  oc0trrs^ir\InmpB  of  a  greyish  colour  and  earthy  appearance,  is  used  in 
th»  same  way  as  pozzuolana,  and  confers  hydraulic  properties  upon  fat  limes. 

Ar^nes  are  natural  mixtures  of  sand  and  clay.  They  appear  not  to  have 
been  subjected  to  heat,  but  they  confer  hydraulic  properties  upon  fat  lime, 
probably  because  they  contain  a  lai'ge  proportion  of  soluble  silica. 

PSAMMITES  may  be  considered  as  *'  very  feeble  pozzuolanas  in  the  crude  state, 
and  acquire  but  a  slight  increase  of  hydraulic  energy  by  any  degree  of  cal- 
cination. 

*'  Even  their  feeble  powers,  however,  confer  upon  them  this  advantage, 
that  for  mortars  not  absolutely  immersed  in  water  when  green,  and  when 
there  is  ample  time  for  their  properties  to  develop  themselves  before  sub- 
mersion, they  can  be  employed  in  larger  proportions  than  any  species  of  sand 
vv holly  inert  would  admit  of."  2 

Disintegrated  Qranite,  Schists,  and  Basalt  furnish  sand  having  the 
same  characteristics  as  the  Psammites. 

Artificial  Pozzuolanas  are  prepared  from  days  of  suitable  composition 
by  a  slight  calcination. 

Pounded  bricks  or  tiles  possess  the  properties  of  pozzuolana  in  some  degree 

mortar  of  1  Portland  cement  and  2  crushed  limestone  to  be  50  per  cent  stronger  than 
that  of  1  Portland  cement  and  2  sand. 

''  Briquettes  made  from  crushed  syenite  from  which  the  impalpable  powder  had 
been  removed  were  18  per  cent  stronger  than  those  in  which  it  had  not  been  re- 
moved."—if. /^/.C7.^.,  vol.  Ixxxvil  p.  203. 

^  Ferric  oxide,  *  Gillmore. 
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Orima/ry  Mortar  is  composed  of  lime  and  sand  mixed  into  a 
paste  with  water. 

When  cement  is  substituted  for  the  lime,  the  mixture  is  called 
CeToerUi  Mortar, 

Uses. — ^The  use  of  mortar  in  brickwork  or  masonry  is  to  bind 
together  the  bricks  or  stones,  to  afford  them  a  soft  resting-place, 
which  prevents  their  inequalities  from  bearing  upon  one  another, 
and  thus  to  cause  an  equal  distribution  of  pressure  over  the  beds. 
It  also  fills  up  the  spaces  between  the  bricks  or  stones  and 
renders  the  wall  weather-tight. 

It  is  also  used  in  concrete  (see  page  210)  as  a  matrix  for 
broken  stones  or  other  bodies  to  be  amalgamated  into  one  solid 
mass ;  for  plastering,  and  other  purposes. 

The  quality  of  mortar  depends  upon  the  description  of  materials 
used  in  its  manufacture,  their  treatment,  proportions,  and  method 
of  mixing.     These  particulars  will  now  be  considered. 

Description  of  Lime  or  Cement  to  be  nsed  in  Mortar. — Fat 
Limes  should  only  be  allowed  for  inferior  or  temporary  work. 

On  account  of  their  being  cheap  and  easy  to  manipulate,  they 
are  often  used  in  positions  for  which  they  are  entirely  unfit. 

Mortar  made  from  fat  lime  is  not  suitable  for  detmp  situations 
or  for  thick  walls.  In  either  case  it  remains  constantly  moist ; 
when  placed  in  positions  where  it  is  able  to  dry  it  becomes  friable, 
and  in  any  case  is  miserably  weak. 

Even  the  economy  of  fat  lime  mortar  is  in  many  cases  doubt- 
ful ;  for  walls  built  with  it  are  injured  by  frost,  require  constant 
repointing,  and  perhaps  before  many  years  rebuilding. 

M.  Vicat  says  of  fat  Kmes : — "  Their  use  ought  for  ever  to  be 
prohibited,  at  least  in  works  of  any  importance." 

Sir  Charles  Pasley  adds  with  regard  to  fat  lime  mortar  that 
"  when  wet  it  is  a  pulp  or  paste,  and  when  dry  it  is  a  little  better 
than  dust." 

Evils  of  Fat  Lime  Mortar. — If  a  pure  or  feebly  hydraulic 
lime  mortar  is  used  in  massive  brickwork  or  masonry,  it  is  only 
the  outer  edges  of  the  joints  that  are  affected  by  the  carbonic  acid 
in  the  air.  A  small  portion  of  the  exterior  of  the  joints  sets,  but 
the  mortar  in  the  inside  of  the  wall  remains  soft.  The  result  ol 
this  is  that  a  hea^'y  pressure  is  thrown  upon  the  outer  edges  ol 
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the  bricks  or  stones,  and  they  become  "  flushed,"  that  is,  chipped 
off.  In  some  cases,  from  the  same  cause,  the  headers  of  brickwork 
are  broken,  so  that  the  face  of  the  wall  becomes  detached,  and 
liable  to  fall  away. 

Again,  these  weak  mortars  retain  or  imbibe  moisture,  which, 
when  it  freezes,  throws  off  the  outer  crust.  Pointing  is  then 
resorted  to.  If  this  is  done  with  the  same  sort  of  mortar,  the 
same  result  ensues,  and  in  an  aggravated  degree,  for  as  the  opera- 
tion is  repeated,  the  joint  becomes  wider.  In  the  end  it  will 
often  be  found  that  more  has  been  expended  in  patching  up  work 
done  with  bad  mortar  than  would  have  sufficed  to  provide  good 
mortar  at  the  first. 

Hydraulic  Lime  or  Cement  should,  therefore,  always  be  used 
in  mortar  for  work  of  any  importance.  In  subaqueous  construc- 
tions it  is,  of  course,  absolutely  necessary. 

If  there  is  any  choice,  the  class  of  hydraulic  lime  used  will 
depend  upon  the  situation  and  nature  of  the  work  to  be 
done. 

For  ordinary  buildings,  not  very  much  exposed,  slighfly 
hydrauUc  limes  will  suffice  to  form  a  moderately  strong  joint,  and 
to  withstand  the  weather. 

For  damp  situations,  such  as  foundations  in  moist  earth,  a  more 
powerful  hydraulic  lime  should  be  prepared.* 

For  masonry  under  water  an  eminently  hydraulic  lime  or 
cement  mortar  will  be  necessary.  K  the  work  be  required  to  set 
very  quickly,  Roman  cement,  or  a  cement  of  that  class,  would  be 
used ;  whereas,  if  quick  setting  be  not  necessary,  but  great  ulti- 
mate strength  id  required,  a  heavy  Portland  cement  should  be 
adopted. 

Cement  is  also  generally  used  for  copings,  plinths,  arches,  and 
other  important  parts  in  ordinary  house-building. 

Description  of  Sand  to  be  used  in  Mortar. — Sand  is  used  in 
mortar  to  save  expense  and  to  prevent  excessive  shrinkage. 

Ordinary  sands  are  not  in  any  way  chemically  acted  upon  by 
the  lune,  but  are  simply  in  a  state  of  mechanical  mixture  with 
it ;  with  hydraulic  limes  and  cements  the  effect  of  sand  is  to 
weaken  the  mortar. 

When  fat  lime  is  used,  however,  the  porous  structure,  caused 
by  the  sand,  enables  the  carbonic  acid  of  the  air  to  penetrate 
farther,  and  to  act  upon  a  larger  portion  of  the  joint. 

Moreover,  the  particles  of  fat  lime  adhere  better  to  the  surfaces 
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of  the  grains  of  sand  than  they  do  to  one  another ;  therefore  the 
sand  is  in  two  ways  a  source  of  strength  in  fat  lime  mortar. 

It  is  of  the  utmost  importance  that  the  sand  used  for  mortal 
should  be  perfectly  clean,  free  from  clay  or  other  impurities  which 
will  prevent  the  lime  from  adhering  to  it. 

Sand  for  this  purpose  should  have  a  sharp  angular  grit,  the 
grains  not  being  rounded,  their  surfaces  shotQd  not  be  polished, 
but  rough,  so  that  the  lime  may  adhere  to  them. 

It  has  been  found  that,  speaking  generally,  the  size  of  the 
grains  of  saad  does  not  influence  the  strength  of  the  mortar. 

Mr.  Mann's  experiments  tend,  however,  to  show  that  in 
samples  four  weeks  old  Portland  cement  mortar  made  with  fine 
sand  was  weaker  than  that  made  with  coarse  sand. 

Very  fine  sand  is  objectionable  for  mortar,  as  it  prevents  the 
air  from  penetrating,  which  is  necessary  in  order  that  the  mortar 
may  set. 

Although  coarse  irregolar-grained  sand  may  make  the  best 
mortar,  when  very  thin  joints  are  used  finer  sand  is  sometimes 
necessary. 

Calcareous  sands,  on  the  whole,  give  stronger  mortars  than 
siliceous  ones. 

Sea  sand  contains  salts,  which  are  apt,  by  attracting  moisture, 
to  cause  permanent  damp  and  efflorescence. 

This  moisture  wHl  efiTectually  prevent  a  fat  lime  from  setting, 
or  rather  drying,  but  would  tend  to  increase  the  strength  of  a 
hydraulic  lime  or  cement  (see  page  235). 

Great  care  must  be  taken  to  exclude  all  organic  animal  matter 
from  the  sand,  or  substitutes  for  sand,  that  may  be  used  in  mor- 
tar for  building  or  plastering  the  walls  of  dwellings,  otherwise  they 
win  putrefy,  and  render  the  walls  and  ceilings  sources  of  unwhole- 
some emanations. 

Substitutes  for  Sand  in  Mortar. — ^Any  of  the  substances 
mentioned  at  page  195  may  be  used  as  substitutes  for  sand  in 
mortar,  some  of  them  with  advantage,  as  there  pointed  out. 

Smiths'  ashes  and  coal  dust  are  used  to  make  the  Hack  mortar 
used  for  pointing,  slating,  and  for  some  kinds  of  rubble  masonry. 

The  Description  of  Water  to  be  used  in  Mortar.- — The  water 
used  for  mixing  mortar  should  be  free  from  mud,  clay,  or  other 
impurities. 

Salt  Water  is  objectionable  in  some  situations,  as  it  causes 
damp  and  efflorescence. 
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Salt  Water  is  objectionable  in  some  situations,  as  it  causes 
damp  and  efiQorescence. 

The  salts  it  contains  attract  moisture^  which  improves  the 
strength  of  hydraulic  limes  and  cements  by  preventing  them  from 
drying  too  quickly,  but  is  fatal  to  a  pure  lime  for  the  reasons 
given  above. 

Dirty  water,  and  water  containing  organic  matter,  are  of  course 
objectionable  for  the  same  reasons  as  dirty  sand. 

Mr.  Dyce  Gay  gives  a  table  of  experiments  made  with  8  oz.  fresli  water  to  86  oz.  neat 
Portland  cement,  and  7  ozl  sea  water  to  36  oz.  Portland  cement,  which  seems  to  show,  as 
far  as  experiments  with  neat  cement  could  show  it,  that ''  roughly  speaking  the  salt  water 
briquettes  are  as  strong  in  a  week  as  the  fresh  water  ones  are  in  a  fortnight,  and  as  strong 
In  a  fortnight  as  the  fresh  water  ones  are  in  a  month."  ^ 

Strength  of  Mortar  as  compared  with  Bricks  in  a  Wall. — Lime  is 
much  more  expensive  than  sand.  It  is^  therefore,  a  source  of  economy  to 
add  as  much  sand  as  is  possible  without  unduly  deteriorating  the  strength 
of  the  mortar. 

So  long  as  the  joints  of  masonry  or  brickwork  are  weaker  than  the  stones 
or  bricks,  the  strength  of  the  wall  will  increase  in  proportion  as  the  strength 
of  the  mortar  increases,  until  they  are  nearly  equal  in  power  of  resistance. 

The  mortar  need  not  be  quite  equal  in  strength  to  the  bricks,  because  in  a 
bonded  wall  the  fracture  is  constrained  to  follow  a  longer  path  than  when  the 
work  is  put  together  without  breaking  joint. 

The  object,  then,  is  to  produce  such  an  equality  of  resistance  as  will  com- 
pel the  fracture  to  follow  a  straight  line,  i,e.  to  break  the  material  of  the 
wall  straight  across  rather  than  to  follow  the  joints. 

This  cannot  always  be  done,  with  a  due  regard  to  economy,  where  the  wall 
is  built  with  very  hard  stone,  but  it  can  be  done  with  the  generality  of 
bricks. 

In  some  cases  a  stronger  mortar,  no  doubt,  adds  to  the  strength  of  the 
walL  For  example,  when  the  bricks  are  very  bad,  they  will  sometimes 
weather  out  on  the  face,  leaving  a  honeycomb  of  mortar  joints. 

Again,  unusually  strong  mortar  is  required  sometimes  for  the  voussoirs  of 
arches — to  prevent  sliding — for  the  lower  joints  of  chimneys  and  walls, 
etc.  etc. 

As  a  nile,  however,  it  can  hardly  be  economical  to  make  the  strength  of 
the  mortar  joints  greater  than  that  of  the  bricks  or  stones  they  unite. 

Proportion  of  Ingredients. — In  considering  the  proportion  of 
sand  to  be  mixed  with  different  ILmes  and  cements  it  is  necessary 
to  bear  in  mind  that  the  strength  of  the  joint  formed  by  the 
mortar  will  have  an  influence  upon  that  of  the  wall 

The  following  Table  shows  how  different  Hmes  and  cements  are 
weakened  by  the  addition  of  various  proportions  of  sand  : — 

»  M.P.LC.E.,  vol.  Ixii.  p.  212. 
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TABLE 

Showing  the  effect  of  dififerent  Proportions  of  Sai9D  in  Mortaks 

made  from  various  CEHENTa 


Naturb  or  Hatkrial. 


Portland  Cement 

Medina . 
Roman  . 
Atkinson's 
Scott*s  Cement 
Lias  Lime 


Age 
when 
tried. 


11  days 


»» 


PROPORTTo^f  or  Cement  or  Lime  axd  Sand. 


10. 

Neat. 


ic. 
la 


ic. 

28. 


ic. 

88. 


la 

4  8. 


la 

6ai 


Breakxko  Weioht  in  LB&  UPON  AREA  or  10  Incber. 


Bricks 
broke 

first 

504 

433 

308 

420 

400 

352 

278 

201 

149 

400 

279 

178 

154 

149 

•  ■  • 

385 

175 

79 

49 

292 

286 

808 

828 

281 

119 

80 

124 

29 

87 

288 

83 
78 

194 
42 


The  above  figures  are  from  experiments  made  for  General  Scott  by  tearing 
asunder  bricks  united  by  the  dififerent  kinds  of  mortar,  and  set  in  air.  The 
sectional  area  torn  asunder  being  4x2^  =  10  inches  in  each  case. 

The  Table  at  page  168  gives  fuller  particulars  as  to  the  loss  of  strength 
caused  by  adding  sand  to  Portland  cement. 

The  proportion  of  the  ingredients  in  mortar  is  generally  speci- 
fied thus : — "  1  quicklime  to  2  (or  more)  of  sand,"  meaning  that 
1  measure  of  quicklime  in  lump  ^  is  to  be  mixed  with  2  measures 
(or  more)  of  sand. 

Now,  the  quantities  of  sand  put  at  different  times  into  a 
measure  vary  a  little,  according  to  the  amount  of  moisture  the 
material  contains ;  but  so  little  that  practically  it  makes  no  differ- 
ence, and  this  mode  of  measuring  sand  is  very  convenient  and 
sufficiently  accurate. 

With  the  lime,  however,  many  conditions  have  to  be  fulfilled 
in  order  to  make  it  certain  that  the  same  quantity  always  fills 
the  same  measure. 

The  specific  gravity  of  the  calcined  stone,  the  size  of  the 
lumps,  the  nature  of  the  burning,  the  freshness  of  the  lime,  all 

^  Portland  cement  mortar  made  with  8  parts  of  sand  to  1  of  cement  may  advan- 
tageously be  used  in  preference  to  lime  mortar  (see  p.  208). 
*  The  pieces  of  calcined  stone  are  called  "lump-lime,"  or  in  the  North  '*  lime-shells." 
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cause  the  actual  quantity  contained  in  a  given  measure  to  differ 
considerably. 

In  order  to  avoid  this  uncertainty  it  has  been  proposed  that 
the  weight  of  lime  for  a  given  quantity  of  sand  should  be 
specified. 

Practically,  however,  this  haa  not  been  carried  out  to  any  great 
extent,  and  the  bulk  of  lime  to  be  used  is  generally  specified  as  well 
as  that  of  the  sand. 

The  following  proportions  are  given  by  General  Scott  for  mor- 
tar in  brickwork  bmlt  with  ordinary  London  stock  bricks. 


Pabts  by  Measure. 

Fat  limes 

«                         1 

Quicklime.      Sand. 
1              3 

Feebly  hydraulic 
Hydraulic  limes 
Romau  cement 

,  limes  . 
(such  as  Lias) 

1       ^ 

1              2 

1              1  or  ll 

Medina       „ 

• 

1              2 

Atkinson's  „ 

1               2 

Portland     „ 

•                         1 

1              6 

Scott's        „ 

f                         ^ 

1              4 

Selenitic     „ 

• 

(see  p.  179). 

**  The  proportions  here  recommended  apply  only  to  works  above 
the  surface  of  the  ground,  or  free  from  the  action  of  a  body  of 
water." 

"  For  hydraulic  purposes  and  foundations  1  sand  to  1  quick- 
lime is  as  much  as  should  be  admitted.  With  cement  mortar  2 
sand  may  be  used  with  1  cement,  unless  actually  in  contact  with 
water,  when  1  part  of  sand  should  be  the  limit  allowed."  ^ 

Preparation  and  Mixing. — The  quicklime  and  sand  having 
been  procured,  and  their  proportions  decided,  the  preparation  of 
the  ingredients  commences. 

Slaking. — A  convenient  quantity  of  the  quicklime  is  measured 
out  on  to  a  wooden  or  stone  floor  under  cover,  and  water  enough 
to  slake  it  is  sprinkled  over  it. 

The  heap  of  lime  is  then  covered  over  with  the  exact  quantity 
of  sand  required  to  be  mixed  with  the  mortar ;  this  keeps  in  the 
heat  and  moisture,  and  renders  the  slaking  more  rapid  and 
thorough. 

In  a  short  time — varying  according  to  the  nature  of  the  lime 
— it  will  be  found  thoroughly  slaked  to  a  dry  powder. 

In  nearly  all  limes,  however,  there  will  be  found  overburnt 

^  Greneral  Scott  in  R,E.  Corps  Papers^  voL  zi 
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refiractoiy  particles,  and  these  should  be  carefully  removed  by 
screening — especially  in  the  case  of  hydraulic  limes ;  for  if  they 
get  into  the  mortar  and  are  used,  they  may  slake  at  some  future 
time,  and  by  their  expansion  destroy  the  work 

Qtcantity  slaked  and  Time  required, — The  fat  limes  may. be 
slaked  in  any  convenient  quantity,  whether  required  for  imme- 
diate use  or  not.  Plenty  of  water  may  be  used  in  slaking  without 
fear  of  injuring  them,  and  they  will  be  found  ready  for  use  in  two 
or  three  hours. 

Hydraulic  limes  should  be  left  (after  being  wetted  and  covered 
up)  for  a  period  varying  from  twelve  to  forty-eight  hours,  accord- 
ing to  the  extent  of  the  hydraulic  properties  they  possess;  the 
greater  these  axe,  the  longer  will  they  be  in  slaking.  Care  should 
be  taken  not  to  use  too  much  water,  as  it  absorbs  the  heat  and 
checks  the  slaking  process.  Only  so  much  should  b^  slaked  at 
once  as  can  be  worked  off  within  the  next  eight  or  ten  days. 

With  strong  hydraulic  limes,  or  with  others  that  are  known  to 
contain  overbumt  particles,  it  is  advisable  to  slake  the  lime 
separately,  and  to  screen  out  all  dangerous  lumps,  etc.,  before 
adding  the  sand,  or  the  safest  plan  is  to  have  the  lime  ground 
before  using  it. 

Ground  Lime, — ^When  lime  is  purchased  ready  ground  there 
is  sometimes  danger  of  its  having  become  air-slaked,  by  which 
wear  and  tear  of  machinery  in  grinding  is  saved  at  the  expense 
of  loss  of  energy  on  the  part  of  the  lime. 

At  the  same  time,  if  unadulterated  and  fresh,  ground  lime  is 
likely  to  be  of  good  quality  for  the  reasons  stated  at  p.  155. 

Quantity  of  Water  used. — ^The  quantity  of  water  required  for 
slaking  varies  with  the  pureness  and  freshness  of  the  lime,  and  is 
generally  between  one-third  and  one-half  of  its  bulk. 

A  pure  lime  requires  more  water  than  one  with  hydraulic  pro- 
perties, as  it  evolves  more  heat  and  expands  more  in  slaking. 

A  recently-burnt  lime  requires  more  water  than  one  that  has 
been  allowed  to  get  stale. 

Mixing. — The  great  object  in  mixing  is  to  thoroughly  incor- 
porate the  ingredients,  so  that  no  two  graios  of  dry  sand  should 
lie  together  without  an  intervening  layer  or  film  of  lime  or 
cement. 

On  extensive  works  a  mortar-mill  is  universally  adopted  for 
mixing  the  ingredients,  and,  iadeed,  is  absolutely  necessary  for 
the  intimate  incorporation  of  large  quantities. 
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A  few  dififerent  forms  of  mortar-mill  are  shown  and  described  at 
page  223  et  scq. 

The  heap  of  slaked  lime  covered  with  sand,  above  described, 
(p.  202)  is  roughly  turned  over  and  shovelled  into  the  revolving 
pan  of  the  mortar-mill,  enough  water  being  added  to  bring  the 
mixture  to  the  consistency  of  thick  honey. 

When  the  ingredients  are  thoroughly  mixed  and  ground  to- 
gether., the  mortar  is  shovelled  out  of  the  pan  on  to  a  "  banker  "  or 
platform  to  keep  it  from  the  dirty  ground,  whence  it  is  taken 
away  by  the  labourers  in  their  hods. 

A  good  deal  has  been  said  regarding  the  number  of  revolutions 
that  should  be  given  to  the  pan.  Nothing  seems  to  have  been 
settled  upon  this  point  except  that  the  mortar  should  be  thoroughly 
mixed,  yet  not  kept  so  long  in  the  mill  as  to  be  ground  to 
pap.  About  twenty  minutes  is  a  good  time  for  running  each 
charge  of  about  -f  of  a  cubic  yard. 

On  very  small  works  the  mixing  is  effected  by  hand  or 
in  a  pug-miH  It  is  evident,  however,  that  such  a  mixture 
must  be  very  incomplete  unless  a  gi*eat  deal  of  time  is  devoted 
to  it. 

Before  hydraulic  lime  is  mixed  in  this  manner  it  is  absolutely 
necessary  that  it  should  first  be  ground  to  a  fine  powder,  and 
with  any  description  of  lime  the  smallest  refractory  imslaked 
particles  should  be  carefully  screened  out. 

Mortar,  when  made  with  cement,  should  be  mixed  dry,  the 
ingredients  being  carefully  turned  over  together  two  or  three 
times  before  the  water  is  added.  By  this  process  a  very 
thorough  incorporation  of  the  materials  can  be  effected. 

QuarUUies  mixed, — If  a  hydraulic  mortar  is  allowed  to  com- 
mence to  set  and  is  then  disturbed,  it  is  greatly  injured.  Care 
should  be  taken,  therefore,  to  mix  it  only  so  long  as  is  required 
for  thorough  reduction  and  incorporation  of  the  ingredients,  and 
only  to  prepare  so  much  as  can  be  used  within  a  few  hours. 
With  fat  limes  it  matters  little  whether  large  or  small  quantities 
of  mortar  are  made  at  once,  because  they  set  very  slowly. 
^  Very  quick-setting  cements  must  be  used  immediately  they  arc 

mixed. 

BiUk  of  Mortar  produced. — ^The  bulk  of  mortar  produced  in 
proportion  to  that  of  the  ingredients  differs  greatly  according  to 
the  nature  of  the  lime  or  cement  and  the  quantity  and  descrip- 
tion of  the  sand  added  to  it 
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The  more  hydraulic  limes  produce  a  smaller  amount  of  mortar 
because  they  expand  less  in  slaking. 

The  following  Table  shows  the  bulk  of  mortar  found  by  experi- 
ment to  be  produced  from  a  few  of  the  most  common  ingredients 
in  ordinary  use.  It  must  be  regarded  only  as  a  guide  to  the 
approximate  quantities.  The  actual  bulk  would  vary  according 
to  the  freshness  of  the  lime  and  the  coarseness  of  the  sand. 


Mortar  made  from  given  Quantities  of  Lime  and  Cement  and  Sand. 


Description. 


White   chalk    lime    in 
lump 

Do.         do.     . 

Portland  Btone  lime  in 
lump 

Grey  chalk  lime  in  lump 

Do.  do. 

Stone  lime  (Plymouth,^ 
in  lump 

Lias    (Keynsham)  ^    in 
lump 

Lias  (Warwickshire)  in 
lump 

Do.        do.      ground 

Lias  (Keynsham)  ^    do. 

Do.  do.  do. 

Lias  (Lyme  Regis)    do. 

Arden  lime  ground 

Roman  cement  ^    . 

Portland  cement  ^ 

Do.« 

Do.> 

Do.» 

Do.* 


Quick- 
lime or 
Cement. 


Cub.  ft. 
1 


Sand. 

Water. 

Mortar 
nude. 

Cub.  ft. 

Gallons. 

Cab.  ft 

2 

7i 

2A 

3 

8 

StS 

3 

7} 

8! 

2 

71 

24 

3 

84 

3 

8 

9i 

Si 

3 

71 

2« 

2 

3 

2i 

2 

3 

24 

2 

3 

2 

3 

i\ 

2i 

2 

4! 

24 

1 

Si 

lA 

1 

5 

H 

1 

2 

18 

2 

H 

25 

3 

11 

3J 

4 

1! 

44 

5 

IJ 

54 

Remarks. 


The  q^uantity  of  water 
mentioned  includes  that 
required  for  both  slak- 
ing and  mixing. 


^  Deduced  from  Cooke's  Aide  M&moire. 

*  Deduced  from  Grant's  Experiments,  MJ,P.C.E.y  vol.  xxv.  The  quantities  varied 
according  to  the  amount  of  water  used  ;  the  Table  shows  the  average. 

Where  authorities  are  not  given,  the  quantities  stated  have  been  derived  from 
experiments  made  for  this  work.  . 
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The  results  of  further  experiments,  giving  the  same  kind  of 
information,  will  be  found  in  Hurst's  Surveyor's  Eandhook. 

The  use  of  Sugar  in  Mortar. — It  was  pointed  out  many  years 
ago  ^  that  the  bad  qualities  of  rich  limes  '*  may  be  in  some  degree 
corrected  by  the  use  of  a  comparatively  small  quantity  of  the 
coarsest  sugar  dissolved  in  the  water  with  which  they  are  worked 
up,"  and  that  sugar  was  extensively  used  in  the  East  for  common 
mortars  made  of  calcined  shells,  which  when  well  prepared  "  re- 
sist the  action  of  the  weather  for  centuries."  A  recent  discussion 
^on  the  subject  has  led  to  expeiiments  being  made  to  ascertain  the 
eflfect  of  sugar  on  Portland  cement ;  and  it  was  foimd  that  the 
addition  of  from  -J-  per  cent  to  2  per  cent  of  pure  sugar  to 
DyckerhoflTs  German  Portland  cement  increased  its  strength  after 
three  months  considerably.  The  sugar  is  said  to  "  retard  the  set- 
ting," and  thus  permit  the  chemical  changes  in  the  cement  to 
take  place  more  perfectly.  More  than  2  per  cent  of  sugar  made 
the  cement  useless.* 

Selenitio  Mortar  is  generally  made  by  mixing  selenitic  cement 
and  sand.  It  was  at  one  time  made  by  mixing  a  small  propor- 
tion of  calcium  sulphate  with  ordinary  lime  and  sand. 

The  licenses  issued  by  the  patentees  render  it  necessary 
that  selenitic  cement  should  be  used.  The  proportion  of  sulphate 
required  to  develop  the  characteristics  of  the  material  is  added 
to  the  cement  before  it  is  sold,  and  the  process  of  mixing  the 
mortfir  is  carried  on  under  the  following  rules,  which  are  taken 
from  the  circular  of  the  patentees : — 

Sblenitio  Mortar  made  with  Selenitised  Lime  or  Selenitic  Cement. 
N,B, — One  bushel®  of  prepared  selenitic  lime  requires  about  six  gallons 
of  water  (two  full-sized  pails)^ 

If^prefpared  in  a  Mortar  Mill — Isty  Pour  into  the  pan  of  the  edge-runner 
four  full-sized  pails  of  water. 

2i,  Gradually  add  to  the  water  in  the  pan  2  bushels  of  prepared  selenitic 
lime,  and  grind  to  the  consistency  of  creamy  paste,  and  in  no  case  should  it 
be  thinner. 

3(2,  Throw  into  the  pan  10  or  12  bushels  of  clean  sharp  sand,  burnt  clay, 
ballast,  or  broken  bricks,  which  must  be  well  ground  till  thoroughly  incorpo- 
rated. If  necessary,  water  can  be  added  to  this  in  grinding,  which  is  pre- 
ferable to  adding  an  excess  of  water  to  the  prepared  lime  before  adding  the 
sand. 

When  the  mortar-mill  cannot  be  used,  an  ordinary  plasterer's  tub  (con- 
taining about  30  or  40  gallons)  or  trough,  with  outlet  or  sluice,  may  be 
substituted. 

^  Vioat  on  CemetUs  (Smith),  published  in  1837.         *  Engineering,  1888,  p.  102. 
'  A  striked  bushel  =  1.28  cubic  foot  (see  page  158). 
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If  prepared  in  a  Plasterer's  Tvh. — Ist^  Pour  into  the  tub  4  full-sized  paila 
of  water. 

2(2,  Gradually  add  to  the  water  in  the  tub  2  bushels  of  prepared  selenitic 
lime,  which  must  be  kept  well-stirred  until  thoroughly  mixed  with  the  water 
to  the  consistency  of  creamy  paste,  and  in  no  case  should  it  be  thinner. 

3(2,  Measure  out  10  or  12  bushels  of  clean  sharp  sand  or  burnt  clay 
ballast,  and  form  a  ring,  into  which  pour  the  selenitic  lime  from  the  tub, 
adding  water  as  necessary.  This  should  be  turned  over  two  or  three  times, 
and  well  mixed  with  the  larry  or  mortar  hook. 

Both  the  above  mixtures  are  suitable  for  bricklayers'  mortar  or  for  first 
coat  of  plastering  on  brickwork  (see  p.  246). 

N,B, — The  Selenitic  Cement  Company  recommend  that  the  workman 
intrusted  with  the  making  up  of  the  selenitic  mortar  be  supplied  with  suitable 
measures  for  his  lime  and  sand,  to  ensure  that  the  proportions  stated  in  the 
circulars  be  adhered  ta  The  want  of  this  frequently  leads  to  unsatisfactory 
results. 

A  box  measuring  inside  \2\  inches  by  13^  inches  by  13^  inches  would 
contain  about  1  bushel,  and  would  be  useful  for  measuring  the  lime,  and 
should  be  kept  dry  for  that  purpose  ;  and  a  box  without  a  bottom,  measuring 
inside  36  inches  by  18  inches  by  18  inches  would  contain  about  5^  bushels, 
and  would  be  very  useful  for  measuring  the  sand. 

Increase  or  decrease  the  quantities  given  proportionately  with  the  require- 
menta  The  prepared  selenitic  lime  must  be  kept  perfectly  dry  until  made 
into  mortar  for  use. 

N,B. — It  is  of  the  utmost  importance  that  the  mode  here  indicated  of  pre- 
paring the  mortar,  concrete,  etc.,  should  be  observed — viz.  First  well  stirring 
the  prepared  selenitic  cement  in  the  water  before  mixing  it  with  the  sand, 
ballast,  or  other  ingredient,  otherwise  the  cement  will  slake  and  spoil 

Selenitic  Mobtak  made  with  Ordinary  Limr — ^A  few  years 
ago  persons  using  selenitic  mortar  were  permitted  to  add  the  sul- 
phate of  lime  for  themselves,  and  where  selenitic  cement  is  not 
procurable  the  process  might  still  be  usefuL 

It  is  conducted  as  follows : 

Three  pints  of  plaster  of  Paris  are  stirred  in  2  gallons  of  water.  After 
the  mixture  is  complete  it  is  poured  into  the  pan  of  a  mortar  mill ;  then 
4  gallons  of  water  are  added,  and  the  mill  revolved  three  or  four  times,  so 
as  to  ensure  thorough  mixing. 

A  bushel  of  finely-ground  unslaked  lime  is  now  added  ;  the  mixing  is 
continued  till  the  whole  becomes  a  creamy  paste,  and  then  5  bushels  of 
sand  are  gradually  introduced,  the  whole  being  thoroughly  mixed. 

No  more  is  mixed  than  will  be  required  during  the  day. 

If  the  mortar  gets  heated  or  sets  too  slowly,  a  little  more  plaster  of  Paris 
should  be  added,  but  not  more  than  ^  pint  extra  per  bushel  of  lime. 

When  the  lime  used  in  this  last-described  process  is  deficient  in  hydraulic 
properties,  a  proportion  of  selenitic  clay  should  be  added  so  as  to  bring  the 
total  amount  of  clay  in  the  prepared  lime  up  to  about  20  per  cent.  Any 
lime  requiring  more  than  7^  per  cent  of  plaster  of  Paris  added  to  stop  slaking 
with  heat  will  require  selenitic  clay. 

It  will  be  seen  that  the  addition  of  the  plaster  of  Paris,  clay,  etc.,  requires 
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considerable  skill  and  judgment,  and  the  simpler  process  is  to  use  the'  selenitic 
cement,  in  which  the  necessary  additions  have  already  been  carefully  made  by 
the  patentees. 

The  following  Table,  from  the  patentees'  circular,  shows  the  strength  ol 
selenitic  cement  mortar  with  different  proportions  of  sand  as  compared  with 
mortars  made  with  other  cements. 


TABLE 

Showing  the  relative  Breaking  Weights  in  lbs.  of  Briquettes  having  a 
sectional  area  at  the  neck  of  two  and  a  quarter  square  inches. 


Nature  of  Lime 
or  Cement 


Portland  cement    . 

White  chalk  lime  . 

Do.     (Selenitic)   . 

Burham  lime  (Selea- 
itic) 

Do.  do. 

Do.  do. 

Halkin  lime  (Selen- 
itic) 

Dolgoch  lime  (Selen- 
itic) 


Age  in 

Days 

when 

fractured. 


167 
164 
161 
165 

234 

161 

76 

62 


Composition  of  Mortar. 


3  sand 

4  sand 

5  sand 

tol 

tol 

tol 

cement 

cement  |  cement  | 

or  lime. 

or  lime. 

or  lime 

6  sand 

tol 

cement 

or  lime. 


BrKAKIKO  TfNBILB  STRESS  ON 

2^  Square  Inches. 


•  •  • 

206 

149 

67-5 

•^ 

63 

58 

78 

•  •  « 

•  •  • 

170 

■  •• 

340 

■»  •  • 

255 

•  •  • 

■  «  ■ 

128-5 

197 

99 

155 

166-5 

157 

113-5 

72-3 
210 


250 
111 

206-5 


Remarks. 


Good  Medwaygrey 
>■     lime,    sold    by 
Messrs.  Lee. 

Good  hydraalic  lime. 
Very  hydraulic  lime. 


Mixture  of  Lime  and  Cement. — Bad  lime  is  much  improved  by  mixing  Portland 
cement  with  it. 

Greneral  Gilmore  says  : — "  Lime  paste  may  be  added  to  n  cement  pa.ste  in  much  larger 
quantities  than  is  usually  practised  in  important  works  without  any  considerable  loss  of 
tensile  strength  or  hardness. 

"  There  S&  no  material  diminution  of  strength  until  the  volume  of  lime  paste  becomes 
nearly  equal  to  that  of  the  cement  paste,  and  it  may  be  used  within  that  limit  without 
apprehension  under  the  most  unfavourable  circumstances  in  which  mortars  can  be  placed." 

Portland  Cement  Mortar  with  large  proportion  of  Sand. — Mortar 
composed  of  1  Portland  cement,  8  sand,  and  1  of  slaked  fat  lime  is  much 
better  and  generally  cheaper  than  1  of  grey  lime  to  2  sand — the  slaked  lime 
slightly  weakens  the  mortar,  but  is  necessary  to  prevent  it  from  working 
"  short"  Loam  is  sometimes  used  instead  of  the  slaked  lime,  but  it  weakens 
the  mortar  still  more.  This  mortar  is  greatly  preferable  to  that  made  from 
lime  when  frost  is  to  be  feared. 

The  following  was  used  in  the  outer  wall  of  the  Albert  Hall : — 

1  Portland  cement. 
1  grey  lime  (Burham). 
6  clean  pit  sand. 


^-^C^F^^ 
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The  lime  was  slaked  for  twenty-four  hours,  then  mixed  with  sand  for  ten 
minutes.     The  cement  was  then  added,  and  the  whole  ground  for  one  minute. 
Such  a  mixture  must  be  used  at  once. 


r 


Grout  is  a  very  thin  liquid  mortar  sometimes  poured  over 
courses  of  masonry  or  brickwork  in  order  that  it  may  pene- 
trate into  empty  joints  left  in  consequence  of  bad  workmanship. 

It  may  also  be  necessary  in  deep  and  narrow  joints  between 
large  stones. 

It  is  deficient  in  strength,  and  should  not  be  used  where  it  can 
be  avoided. 

Freoautions  in  using  Mortar. — Fat  lime  mortars,  unless  im- 
proved by  adding  pozzuolana  and  similar  substances,  are  so  wanting 
in  strength  that  any  precautions  in  using  them  are  of  but  little 
avail 

In  using  hydraulic  Umes  and  cements  it  should  be  remembered 
that  the  presence  of  moisture  favours  the  continuance  of  the  for- 
mation of  the  silicates,  etc.,  commenced  in  the  kiln,  and  that  the 
setting  action  of  mortars  so  composed  is  prematurely  stopped  if 
they  are  allowed  to  dry  too  quickly. 

It  is,  therefore,  of  the  utmost  importance,  especially  in  hot 
weather,  that  the  bricks  or  stones  to  be  imbedded  in  the  mortar 
should  be  thoroughly  soaked,  so  that  they  cannot  absorb  the 
moisture  from  the  mortar ;  and  also  in  order  to  remove  the  dust 
on  their  surfaces,  which  would  otherwise  prevent  the  mortar 
from  adhering. 

Mortar  should  be  used  as  stiff  as  it  can  be  spread ;  the  joints 
should  be  all  well  filled ;  grout  should  never  be  used  except  with 
large  blocks  or  in  other  cases  where  from  the  position  or  form  of 
the  joint  it  cannot  be  filled  by  mortar  of  proper  consistency.  ^ 

In  frosty  weather  the  freezing  and  expansion  of  the  water  \ 

n  the  mortar  disintegrates  it  and  destroys  any  work  in  which  it  (-^  ^ 

nay  be  laid. 

Mortar  should  always  be  placed  for  the  use  of  the  builder  on  a  \ 

imaU  platform  or  "  banker,"  or  in  a  tub,  to  keep  it  from  the  dirt.  ! 

Cement  mortars  have,  of  course,  peculiarities  depending  upon 
ihe  nattire  of  the  different  cements.  These  have  been  noticed  in 
Teating  of  those  substances. 


B.  c. — m 
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CONCRETE. 

Concrete  ia  an  artificial  compound,  generally  made  by  mixing 
lime  or  cement  with  sand,  water,  and  some  hard  material,  such  as 
broken  stone,  gravel,  burnt  day,  bits  of  brick,  slag,  etc  etc. 

These  ingredients  should  be  thoroughly  mixed  so  as  to  form  a 
close  conglomerate  free  from  voids. 

The  lime,  or  cement,  sand,  and  water,  combine  to  form  a  lime 
or  cement  mortar  in  which  the  hard  material  is  imbedded,  so  that 
the  result  is  a  species  of  very  rough  rubble  masonry. 

The  broken  material  is  sometimes  for  convenience  called  the 
aggregate,  and  the  mortar  in  which  it  is  encased  the  matrix. 

The  strength  and  other  qualities  of  concrete  depend  chiefly 
upon  the  matrix.  They  are,  however,  influenced  also  by  the 
aggregate,  and  it  will  be  well  to  make  a  few  remarks  upon  these 
two  parts  of  the  material  separately  before  proceeding  further. 

Thd  Matrix,  as  before  stated,  is  the  lime  or  cement  mortar  in 
which  the  hard  broken  material,  or  aggregate,  is  imbedded. 

The  lime,  or  cement,  sand,  and  water,  ahould  be  so  proportioned  that  the 
mortar  resulting  from  their  mixture  is  the  best  that  can  be  made  from  the 
materials  available.  As  a  rule  it  should  be  better  than  the  mortar  used  for 
walling,  especially  if  the  concrete  is  to  be  used  in  important  positions.  The 
reason  for  this  is,  that  in  concrete,  the  mortar  receives  less  assistance,  from 
the  form  and  arrangement  of  the  bodies  it  cements  together^  than  it  does  in 
masonry  or  brickwork. 

In  some  cases  the  mortar  is  mixed  separately,  just  as  if  it  were  to  be  used 
in  building  brickwork  or  masonry,  and  then  added  to  the  hard  material. 

More  generally,  however,  the  ingredients  are  mixed  together  in  a  dry 
state,  and  sprinkled  while  they  are  being  mixed. 

For  further  remarks  on  the  subject  of  mixing,  see  p.  214. 

The  Aggregate  is  generally  composed  of  any  hard  material 
that  can  be  procured  near  at  hand,  or  in  the  most  economical 
manner. 

Almost  any  hard  substance  may  be  used  when  broken  up.  Among  these 
may  be  mentioned  broken  stone,  bits  of  brick,  of  earthenware,  burnt  clay, 
breeze,  and  shingle.  If  there  is  any  choice,  preference  should  be  given  to 
fragments  of  a  somewhat  porous  nature,  such  as  pieces  of  brick  or  limestone, 
rather  than  to  those  with  smooth  surfaces,  such  as  flints  or  shingle,  as  the  for- 
mer offer  lough  surfaces  to  which  the  cementing  material  will  readily  adhere. 
When  weight  in  the  concrete  is  undesirable,  a  light  porous  material  such  aa 
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breeze^  may  be  need,  but  when  great  weight  is  an  advantage,  as  in  the 
works  of  a  breakwater  or  sea  wall,  the  aggregate  may  be  of  the  heaviest 
material  that  can  be  procured. 

Any  aggregate  of  a  very  absorbent  nature  should  be  thoroughly  wetted, 
especially  if  it  is  used  in  connection  with  a  slow-setting  lime  or  cement,  other- 
wise the  aggregate  will  suck  all  the  moisture  out  of  the  matrix,  and  greatly 
reduce  its  strength. 

Shape. — Many  engineers  prefer  aggregates  composed  of  angular  fragments 
rather  than  those  consisting  of  rounded  pieces,  e.g.  broken  stone  rather 
than  shingle.  The  reason  for  this  is  that  the  angular  fragments  are  sup- 
posed to  fit  into  one  another,  and  slightly  aid  the  coherence  of  the  mortar 
or  cement  by  forming  a  sort  of  bond^  while  the  round  stones  of  the  shingle 
are  simply  held  together  by  the  tenacity  of  the  matrix.  Moreover,  the 
angular  stones  are  cemented  together  by  their  sides,  the  rounded  stones  only 
at  the  spots  where  they  touch  one  another,  and  angular  stones  are  as  a  rule 
rougher  and  the  cement  adheres  better  to  their  surface. 

Sisse. — The  aggregate  is  generally  broken  so  as  to  x>as8  through  a  1^  or  2 
inch  mesL  Very  large  blocks  cause  straight  joints  in  the  mass  of  the 
material,  which  should  be  avoided  if  the  cement  is  to  bear  a  transverse  stress 
or  to  carry  any  considerable  weight 

Of  the  aggregates  in  common  use,  broken  brick,  breeze,  or  coke  from  gasworks 
if  clean,  and  burnt  clay  if  almost  vitrified  throughout,  all  make  very  good 
concrete.  Oravel  and  ballast  are  also  good  if  angular  and  clean.  Shingle 
is  too  round  and  smooth  to  be  a  perfect  aggregate.  Broken  stone  varies  ;  some 
kinds  are  harder,  rougher  on  the  surface,  and  therefore  better,  than  others. 
Flints  are  generally  too  round,  or,  when  broken,  smooth  and  splintery.  Chalk 
is  sometimes  used;  and  the  harder  varieties  make  good  concrete  in  portions 
where  they  are  safe  from  moisture  and  frost. 

Slag  from  iron  furnaces  is  sometimes  too  glassy  to  make  good  concrete,  but 
when  the  surfiEbce  is  porous  it  is  one  of  the  best  aggr^;ates  that  can  be  used. 
It  is  hard,  strong,  and  heavy,  and  the  iron  in  it  combines  chemically  with 
the  matrix,  making  it  muck  harder  than  it  would  otherwise  be.  Some  slag, 
however,  contains  lime  which  may  be  dangerous  (see  p.  161). 

The  results  of  experiments  as  to  the  relative  value  of  some  of  these  aggre- 
gates are  given  at  p.  222. 

The  materials  for  concrete  may  be  broken  by  hand,  except  when  large 
quantities  are  required,  in  which  case  a  Blake's  stone-crusher  is  generally 
employed. 

The  size  of  the  pieces  of  which  the  aggregate  is  formed  influ- 
ences the  content  of  the  void  spaces  between  them,  and  therefore 
the  quantity  of  lime  and  sand  that  must  be  used. 

Unless  the  mortar  is  of  such  a  description  that  it  will  attain 
a  greater  hardness  than  the  aggregate,  the  object  should  be  for 
the  concrete  to  contain  as  much  broken  material  and  as  Uttle 
mortar  as  possible. 

^  Concrete  made  of  breeze  is  also  used  when  it  is  required  to  receive  nails,  as  in 
lintels,  or  to  be  proof  against  fire. 


lOf  da 

ll|  do. 

9  do. 

6  da 
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The  following  Table  shows  the  amount  of  voids  in  a  cubic 
yard  of  stone  broken  to  different  sizes,  and  in  other  materials : — 

1  Cubic  Yard  contains 
Voids  amounting  to 

Stone  broken  to  2^-inch  gauge  .  10  cubic  feet. 

Do.  2         do.     . 

Da  Ij       do.     . 

Shingle 
Sand 
Thames  ballast  (which  contains  the  necessary 

sand)        .  .  .  .  4^      da 

A  mixture  of  stones  of  different  sizes  reduces  the  amount  of 
voids,  and  is  often  desirable. 

The  contents  of  the  voids  in  any  aggregrate  may  be  ascertained 
by  filling  a  water-tight  box  of  known  dimensions,  with  the  mate- 
rial thoroughly  wetted  so  as  not  to  absorb,  and  measuring  the 
quantity  of  water  poured  in  so  as  to  fill  up  all  the  interstices ;  or 
by  weighing  a  cubic  foot  of  the  aggregate  and  comparing  its 
weight  with  that  of  a  cubic  foot  of  the  solid  stone  from  which  it 
is  broken. 

Packirig, — In  building  walls,  or  other  masses  of  concrete,  large 
pieces  of  stone,  old  bricks,  chalk,  etc.,  are  often  packed  in  for  the 
sake  of  economy. 

Care  should  be  taken  that  the  lumps  thus  inserted  do  not 
touch  one  another.  They  should  be  so  far  apart,  and  clear  of  the 
face,  that  the  concrete  may  be  well  rammed  around  them. 

Where  chalk  or  lumps  of  absorbent  material  are  used,  care 
must  be  taken  that  they  are  not  exposed  so  as  to  absorb  wet  or 
moisture,  otherwise  they  will  be  liable  to  the  attacks  of  frost,  and 
may  become  a  source  of  destruction  to  the  wall. 

Proportion  of  Ingredients. — ^The  materials  to  form  concrete 
for  ordinary  work  are  generally  mixed  together  in  a  dry  state, 
the  proportion  of  each  being  determined  by  custom,  rule  of  thumb, 
or  experience. 

In  former  days,  when  lime  concrete  was  more  used,  a  conmion 
mixture  was 

1  quicklime.  Or     1  quicklime. 

2  sand.  7  Thames  ballast  (which  contains 
5  or  6  gravel,  broken  stone,  or  brick.  sand  and  shingle). 

The  same  proportions  were  for  some  time  blindly  adhered  to, 
irrespectively  of  the  nature  of  the  materials  used. 

The  best  proportions  for  the  ingredients  of  a  cubic  yard  of 
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concrete  to  be  made  with  any  given  materials  may,  however, 
always  be  arrived  at  by  ascertaining  the  contents  of  the  voids  in 
a  cnbic  yard  of  the  aggregate  (without  sand),  and  adding  to  the 
latter  such  materials  as  will  make  mortar  of  the  best  quality  and 
in  sufficient  quantity  to  perfectly  fill  those  voids.  Where  the 
concrete  is  not  required  to  be  of  the  best  quality,  as  for  example 
in  the  backing  of  heavy  walls,  the  mortar  may  be  made  poorer 
accordingly. 

If  the  aggregate  contain  sand  (as  in  the  case  of  gravel  or 
ballast),  the  sand  should  be  screened  out  of  the  sample  before 
the  voids  are  measured,  and  the  amount  of  sand  thus  screened 
out  will  be  deducted  from  that  required  for  the  mortar  which  is 
to  form  the  matrix  of  the  concrete. 

In  practice  a  little  more  mortar  than  is  actually  required  to  fill 
the  voids  should  be  provided,  in  order  to  compensate  for  imper- 
fect mixing  and  waste. 

Thus,  supposing  the  aggregate  available  for  making  concrete  to  be  clean 
shingle  containing  9  cubic  feet  of  voids  per  cubic  yard,  a  first-rate  concrete 
can  be  made  by  adding  to  each  cubic  yard  of  aggregate  4  cubic  feet  of 
Portland  cement  and  8  cubic  feet  of  sand,  which  will  make  10  J  cubic  feet  of 
2  to  1  Portland  cement  mortar  (see  p.  205),  or  a  little  more  than  sufficient 
to  fiU  the  9  cubic  feet  of  voids  in  the  shingle. 

Again,  if  the  aggregate  were  ballast,  itself  containing  ^\  cubic  feet  of  sand 
in  each  cubic  yard,  and  4^  cubic  feet  of  voids  besides,  it  would  be  necessary 
to  add  to  each  cubic  yard  4  cubic  feet  of  Portland  cement  as  before,  but  only 
3^  cubic  feet  of  sand,  because  there  are  already  4^  cubic  feet  of  sand  in  the 
aggregate,  making  8  cubic  feet  of  sand  altogether,  which,  with  the  4  cubic  feet 
of  Portland  cement^  will  make  lOf  cubic  feet  of  2  to  1  Portland  cement 
mortar,  or  more  than  sufficient  to  fll  the  9  cubic  feet  of  voids  that  theie  are 
in  the  ballast  without  the  sand. 

If  the  concrete  is  not  required  to  be  of  the  first  quality,  as  for  example  in 
the  backing  of  heavy  walls,  the  mortar  may  be  made  poorer  accordingly. 

Thus,  to  make  a  poorer  concrete,  with  clean  shingle  for  the  aggregate,  to  each 
cubic  yard  may  be  added  12  cubic  feet  of  sand  and  only  2  cubic  feet  of 
Portland  cement,  making  6  to  1  mortar  (or  mortar  of  6  sand  to  1  cement)  in 
more  than  sufficient  quantity  to  fill  the  voids. 

The  chief  point  to  be  considered  is  the  quality  of  the  mortar  in  the 
concrete.  This  should  be  arranged  as  above  described  so  as  to  be  good  enough 
for  the  work  in  which  it  is  to  be  used,  and  sufficient  in  quantity  to  thoroughly 
fill  the  voids  of  the  aggregate,  with  a  little  to  spare  in  case  of  imperfect 
mixing. 

It  is  a  curious  thing  that  engineers  have  not  agreed  upon  any  short  way 
of  describing  concrete  so  as  to  indicate  at  once  its  proportions  and  quality. 

As  recently  as  in  November  1886  Mr.  Hayter  said  at  the  Institute  of  Civil 
Engineers : — ^ 

1  M.P.LC.K,  vol.  Ixxxvii.  p.  181. 


214  NOTES  ON  BUILDING  CONSTRUCTION 

"In  describing  concretes  it  was  customary  to  say  that  they  were 
mixtures  consiBtiog  of  so  many  parts  of  gravel  or  shingle  and  sand  to  1 
part  of  cement.  But  in  Mr.  Hayter's  experience  two  concretes  so  described 
might  mean  admixtures  of  two  different  steengths.  Thus,  aasuming  a  concrete 
that  might  be  called  a  6  to  1  mixture.  In  specifiying  such  one  engineer 
might  say  the  concrete  was  to  consist  of  1  part  Portland  cement  and  6  parts 
of  gravel  or  sand  of  approved  qualify.  Another  engineer  might  say  that  the 
concrete  was  to  consist  of  1  part  Portland  cement,  4  parts  of  gravel  or  shingle 
without  any  sand,  and  2  parts  of  sand.'' 

He  pointed  out  that  these  two  concretes,  though  both  called  6  to  1 
concretes,  were  very  different,  for  in  the  first  there  is  1  part  of  Portland 
cement  to  6  of  gravel  containing  sand,  whereas  in  the  second,  after  the  sand 
is  mixed  with  the  shingle,  it  merely  fills  the  interstices,  and  the  concrete  is 
composed  of  1  part  Portland  cement  to  4  of  shingle  containing  sand  in  its 
interstices  (see  p.  213). 

The  present  practice  as  to  briefly  describing  concrete  differs  and  is  often 
very  misleading.  It  is  necessary,  therefore,  to  be  very  careful  in  specifications 
to  state  exactly  how  much  of  each  ingredient,  shingle  or  stone,  sand  and 
cement  is  r^uired. 

It  has  been  stated  that  concrete  can  be  made  equally  good  without  sand, 
but  sand  is  a  necessary  ingredient  in  all  cases  where  the  concrete  is  required 
to  be  waterproof,  and  it  is  also  desirable  on  account  of  strength.  Recent 
experiments  have  shown  that  with  different  aggregates — the  proportion  of 
cement,  etc.,  being  the  same — the  concrete  made  with  sand  was  for  stronger 
both  as  regards  transverse  and  tensile  stress  and  crushing  than  that  without 
sand. 

Concrete  is  much  used  for  paving,  being  made  with  the  very 
best  Portland  cement  into  slabs,  and  then  laid  like  ordinary  stone 
flags. 

For  this  purpose  it  ia  preferable  to  use  an  aggregate,  such  as 
shingle  or  granite,  much  harder  than  the  matrix,  and  to  use  very 
little  sand  in  the  latter. 

As  the  matrix  becomes  worn  away,  the  pebbles  of  the  aggregate 
project  slightly,  making  the  surface  slightly  rough,  and  therefore 
less  slippery,  and  at  the  same  time  the  matrix  is  protected  from 
further  wear. 

Mixing. — As  before  mentioned,  the  materials  are  generally 
mixed  in  a  dry  state,  not  upon  the  bare  ground,  but  upon  a  clean 
tunber  or  stone  platform.  The  proportions  decided  upon  are 
measured  out  either  roughly  by  barrow-loads,  or  in  a  more  precise 
manner  by  means  of  boxes  made  of  sizes  to  suit  the  relative 
proportions  of  the  ingredients  to  be  used. 

Such  boxes,  in  which  the  quantities  to  be  mixed  together  can 
be  accurately  gauged,  should  always  be  used  in  mixing  cement  or 
other  concretes  intended  for  important  work. 
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Table  showing  the  Proportions  of  the  Concrete  used  in  various  works. 


Wherk  uskd. 

Proportions. 

For  what  used. 

1.  Peterhead  Breakwater 

1  Portland  cement    . 
6  sand,  shingle,  and  broken 
stone,  with  granite  rub- 

Concrete blocks. 

ble  incorporated  therein 

Do. 

1  Portland  cement    . 
5  sand,  shingle,  and  broken 
stones 

Cement  in  bags. 

Do. 

1  Portland  cement    . 
4  sand  and  shingle 

Concrete  joggles. 

2.  Newhaven  Harbour  . 

1  Portland  cement    . 

2  sand 

5  shinffle 

1  Portland  cement    . 

'W  estern  sea-wall. 

3.  Wicklow  Harbour     . 

In  breakwater. 

7  gravel  and  sand 
1  Portland  cement    . 

4.  Colombo  Breakwater 

In    ordinary    rings    of 

3  stone 

cylinder  foundations. 

2  sand 

Do. 

1  Portland  cement    . 
4  stone  and  sand 

In  cutting  rings  of  ditto. 

Do. 

1  Portland  cement    . 

2  sharp  sea  sand 

4  hand-broken  stone  (3J*) 

Blocks. 

2    machine-crushed    (1)'^ 

screened  stone 

5.  Greenock  Harbour    . 

2  Portland  cement    . 

Facing    to    quay    wall. 

7  sand  and  ballast 

Plastic  concrete  behind 
sheet  piling. 

Do. 

1  Portland  cement    . 

Backing  to  quay  wall. 

6  sand  and  ballast 

PUbstic  concrete. 

6.  Chatham  Dockyard  . 

3  granite  chips 

1  Portland  cement    . 

Dock  walls — 

2  sand 

For  face  9  to  10  inches 

4  slag 

thick. 

Do. 

1  Portland  cement    . 

For    backing    of    dock 

12  gravel 

walls. 

7.  Cork  Harbour  Forti- 

1 Portland  cement    . 

The  bulk  of  the  sand  } 

fications 

8  broken  stone  and  sand 

that  of  the  broken 
stone. 

Do. 

1  Portland  cement    . 

U  nder  water,  more  cement 

4  to  6  of  broken  stone  and 

to  make  up  for  scour. 

sand 

8.  Metropolitan      Main 

1  Portland  cement  . 

For  sewers. 

Drainage  Works 

5i  ballast 

Do. 

1  Portland  cement    . 

For  roofs,  floors,  etc. 

9.  For   ordinary  build- 

6 gravel 

1  Portland  cement    . 

For  walls. 

ings 
Do. 

8  gravel 

1  Portland  cement    . 

6  gravel 

For  floors,  roofs,  etc. 

1.  sir  John  Goode.  2.  M.P.I.C.E.,  vol.  Izzxvii.  p.  99.  8.  P.  118.  4.  M.P.LCE-t  vol.  Izzzyit.  p. 
ISe.  6.  M.P.I.C.E.t  vol.  Ixxxvii,  pp.  66,  67.  6.  M.P.I.C.E,,  vol.  bdL  p.  M.  7.  R.B.  Corps  Papers, 
voL  xL    8.  M.P.I.C,B.f  vol.  zzv.    9.  Building  News, 
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Tbo  measured  materials  are  then  heaped  up  together,  and 
turned  over  at  least  twice,  better  three  times,  so  as  to  be  most 
thoroughly  incorporated. 

The  dry  mixture  should  then  be  sprinkled,  not  drenched,  the 
water  being  added  gradually  through  a  rose,  no  more  being  used 
than  is  necessary  to  mix  the  whole  very  thoroughly.  If  too 
much  water  be  added,  it  is  apt  to  wash  the  lime  or  cement  away ; 
at  the  same  time  due  allowance  must  be  made  where  the  water  is 
liable  to  soak  away  or  to  evaporate  quickly. 

The  moist  mixture  should  then  agEiin  be  turned  over  twice  or 
three  times. 

When  lime  is  used  it  shonld  be  in  a  fine  powder. 

If  a  fat  Ume  (which  is  almost  useless  for  concrete  in  most  positions),  it  shonld  be 
slaked  and  screened. 

If  a  hydraulic  lime,  it  should  be  finely  ground,  or,  in  the  absence  of  machinery  for 
grinding,  it  should  be  carefully  slaked,  and  all  unslaked  particles  carefully  removed  by 
passing  it  through  a  sieve  or  fine  screen. 

The  lime  is  often  used  fresh  from  the  kiln,  piled  on  to  the  other  ingredients  during  the 
mixing.    This  is  apt  to  leave  unslaked  portions  iu  the  lime,  and  is  a  dangerous  practice. 

When  Portland  cement  is  used  for  concrete,  it  must  be  thoroughly  cooled  before 
mixing.    Cements  of  the  Roman  class  should  be  fresh. 

Laying. — Concrete  should,  after  thorough  mixing,  be  rapidly 
wheeled  to  the  place  where  it  is  to  be  laid,  gently  tipped  (not 
from  a  height)  into  position,  and  carefully  and  steadily  rammed 
in  layers  about  12  inches  thick. 

For  large  masses  a  somewhat  slow-setting  cement  should  be 
used,  and  the  layers  should  follow  one  another  so  that  each  is 
laid  before  the  last  has  had  time  to  set.  This  leads  to  a  thorough 
key  being  formed  between  the  layers,  by  which  horizontal  joints 
are  avoided. 

It  is  essential  that  the  layers  should  be  horizontal ;  if  not,  the 
water  trickling  oflf  will  carry  the  cement  with  it. 

When  circumstances  require  that  each  layer  should  be  allowed 
to  set  separately,  it  should  be  carefully  prepared  to  receive  the 
one  that  is  to  rest  upon  it. 

■ 

A  common  practice,  which  in  former  years  was  much  insisted  upon,  is  to  tip  the  con- 
crete, after  mixing,  fr^m  a  height  of  10  feet,  or  more,  into  the  trench  where  it  is  to  be 
deposited. 

This  process  is  now  considered  objectionable,  on  the  ground  that  the  heavy  and  light 
portions  separate  while  falling,  and  that  the  concrete  is  therefore  not  uniform  throughout 
its  mass. 

Wooden  shoots  or  steeply-inclined  troughs  are  therefore  sometimes  used,  down  which 
the  concrete  is  shot  frt>m  the  place  where  it  is  mixed  to  the  site  where  it  is  to  be  used. 
Such  shoots  are  also  objectionable,  because  the  larger  stones  have  a  tendency  to  separate 
from  the  soft  portions  of  the  concrete. 

Its  surface  should  be  carefully  swept  clean,  made  rough  by 
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means  of  a  pick,  washed  and  covered  with  a  thin  coating  of 
cement. 

This  is  especially  necessary  if  it  has  been  rammed,  for  in  that 
case  the  finer  stu£f  in  the  concrete  works  to  the  top,  and  also  a 
thin  milky  exudation,  which  will,  unless  removed,  prevent  the 
next  layer  from  adhering. 

The  joints  between  the  layers  are  the  most  important  points  to  be 
attended  to  in  concrete.  When  the  proper  precautions  have  not  been  taken, 
they  are  found  to  be  sources  of  weakness,  like  veins  in  rocks,  and  the  mass 
can  easily  be  split  with  wedges.^ 

When  there  is  not  time  to  allow  each  layer  to  set  before  the  concreting  is 
continued,  it  is  better  to  ram  it  as  quickly  as  possible,  and,  before  it  is  set, 
to  add  the  layers  above  it 

Anything  is  better  than  to  allow  the  layers  to  be  disturbed  by  ramming, 
by  walking  over  them,  or  in  any  other  way,  after  they  have  commenced 
to  set 

Concrete  made  with  a  very  quick-setting  cement  should  therefore  not  be 
used  for  large  masses,  and  if  used,  not  rammed  at  alL 

When  concrete  has  to  be  laid  under  water,  care  must  be  taken  that  it  is 
protected  during  its  passage  down  to  the  site  of  deposit^  so  that  the  water 
does  not  reach  it  until  it  is  laid. 

This  protection  is  afforded  sometimes  by  shoots,  by  boxes,  or  by  specially 
contrived  iron  "  skips,"  which  can  be  opened  from  above  when  they  have 
reached  the  spot  where  the  concrete  is  to  be  deposited,  so  as  to  leave  it  there. 
Sometimes  the  concrete  is  filled  into  bags  and  deposited  without  removing 
the  bags. 

Concrete  is  also  made  into  blocks  varying  in  size  from  2  to  200  tons. 
These  are  allowed  to  set  on  shore,  and  are  deposited,  the  smaller  ones  in  the 
same  way  as  blocks  of  stone,  those  of  enormous  size  by  special  arrangements 
which  cannot  here  be  described. 

Plastic  Concrete^  is  a  name  that  has  been  given  to  concrete  that  has  been  mixed  with 
a  very  small  proportion  of  water,  allowed  to  set  for  from  2  to  5  hours,  according  to  the 
state  of  the  weather,  and  a  little  quick-setting  cement — such  as  Boman,  Medina,  or 
Orchard — added  to  it  Just  before  it  is  placed  in  skips  and  deposited  under  water. 
Concrete  deposited  in  this  condition  is  said  to  resist  the  action  of  the  sea  and  to  unite 
with  that  previously  in  position  better  than  concrete  deposited  in  the  ordinary  liquid 
condition.  On  the  other  hand,  it  is  said  that  the  disturbance  of  the  concrete  after  it  has 
commenced  setting  prevents  it  from  ever  attaining  a  proper  hardness.  The  material  has 
not  at  present  been  sufficiently  used  for  any  decided  opinion  to  be  given  with  regard  to 
its  merits. 

The  Cementing:  Material  to  be  used  for  Concrete. — It  is  hardly 
necessary  to  say  that  when  there  is  a  choice  the  strength  and  quality  of  the 
cementing  material  should  be  in  proportion  to  the  importance  of  the  part  the 
concrete  has  to  play. 

Thus  fat  lime  concretes  would  be  objectionable  almost  anywhere  except  as 
filling  in  the  spandrils  of  arches. 


*  KE,  Cijrps  Papers,  voL  xxiL  •  M.P.LCE,,  vol.  Ixxxvii.  p.  66. 
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Hydraulic  lime,  or  cement,  is  advisable  for  concrete  in  nearly  all  dtua- 
tions. 

Eminently  hydraulic  limes  should  be  used  for  concrete  foundations  in 
damp  ground,  and  in  the  absence  of  cement  for  subaqueous  work  of  any  kind. 

Portland  cement  concretes  are  adapted  for  all  positions,  especially  for 
work  under  water,  or  where  great  strength  is  required ;  also  in  situations 
where  the  concrete  has  to  take  the  place  of  stone,  as  in  facing  to  walls,  copings, 
etc  etc. 

For  work  to  be  executed  between  tides,  where  the  concrete  is  required  to 
set  quickly  but  not  to  attain  any  great  ultimate  strength,  Roman  or  Medina 
cement  may  be  used  with  advantage. 

'  When,  for  the  sake  of  its  strength,  Portland  cement  concrete  is  necessarily 
used  under  water,  it  must  be  protected  by  canvas  covering  or  other  means 
from  any  action  which  would  wash  it  away  before  it  had  time  to  set. 

When  concrete  is  likely  to  be  exposed  to  great  heat,  as  in  fire-proof  floors, 
gypsum  has  been  used  as  a  matrix  (see  p.  249). 

Bulk  of  Concrete  produoed. — ^The  bulk  of  concrete  obtained 
from  a  mixture  of  proper  proportions  of  cement,  sand,  and  aggre- 
gate, varies  considerably  according  to  the  nature  and  proportions 
of  the  materials  and  method  of  treatment ;  but  it  should  in  general 
be  a  little  more  than  the  cubic  content  of  the  aggregate  before 
mixing,  as  the  other  substctnces,  if  in  proper  proportion,  should 
nearly  fit  into  and  disappear  in  its  voids. 

The  following  examples  show  how  the  bulk  of  concrete  produced  varies 
according  to  circumstances  : — 

Concrete  of  1  Portland  cement  ^  to  6  shingle  (or  broken  stone)  and  2  sand. 

27  cubic  feet  shingle  or  broken  stone,  ^     _  , 

9_    J  I     lyiaice  one 

4J      „         Portland  cement  (3j  bushels),         {    ^  * 

25  gaUons  water,  )    °*  "^^^^ 

Concrete  of  1  Portland  cement  to  6  broken  brick  and  2  sand. 

30  cubic  feet  broken  brick  2 '  mesh.  ^     .,  . 

10  -aand,  I    ^^  ""^ 

5  Portland  cement,  i      *  ^ 

■lo  ^n  *  1    of  concrete. 

12  gallons  water,  ) 

Concrete  of  1  Portland  cement  to  7  Thames  ballast  ^  (consisting  of 

2  stone  1  sand). 
33  cubic  feet  ballast,  \     Make  one 

4^  cubic  feet  Portland  cement  (3^  bushels),         >   cubic  yard 
30  gallons  water,  )    of  concrete. 

Concrete  of  1  Portland  cement  to  12  gravel,  used  at  Chatham  dockyard. 
32|-  cubic  feet  gravel  (before  shrinkage),  ]         Made  one 

24        „        Portland  cement,  >     cubic  yard  of 

60  gaUons  water,  j    concrete  in  tiUu. 


^  Hunt 
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Concrete  of  1  Portland  cement  to  8  stone  and  sand,  used  at 

Cork  Harbour  works. 
27  cubic  feet  stone  broken  to  1  J-incli  gauge,         \         Made  one 
9         „         sand,  >     cubic  yard  of 

4  J       „         Portland  cement,  )    concrete  *n  wYu. 

In  some  concrete  landings  made  with  breeze  from  gasworks  and 

Portland  cement 

29  cubic  feet  breeze  broken  to  f  guage,  ,      (     ^ubic  A^  of 

8         „        Portland  cement,  j  J  •      u 

"  '  N  (  concrete  mi  s^u. 

Concrete  used  at  Portland  Breakwater  Fort^  stone  used  in  two  sizes  and 

mortar  mixed  separately. 

14  cubic  feet  stones  broken  to  SA-incb  guage,       .      ^  , 

-  J  ri  1  x  I     JxLaKe  one 

10         ;;         sand,     °'  *  "  I   cubic  yard 

r  T»  Jul     J  i.  1    of  concrete 

6         „         Portland  cement,  I        .    ^ 

23}  gallons  water,  ^       *^ 

After  being  rammed  the  concrete  is  compressed  into  about 
nine-tenths  of  the  volume  it  occupies  when  first  made. 

Selenitic  Concrete. — Concrete  may  be  made  with  selenitic  cement  mortar 
as  the  matrix. 

Portland  cement  is  sometimes  added  in  small  quantities  to  the  selenitic 
cement. 

'^  From  a  series  of  experiments  made  on  behalf  of  the  patentees,  it  appears 
that  a  mixture  of  one  part  of  Portland,  four  parts  of  selenitic  cement,  and 
twenty-five  parts  of  sand^  was  if  anything  superior  to  the  same  Portland 
used  with  four  parts  of  sand."  i 

The  patentees'  directions  for  preparing  the  concrete  are  as  follow  : — 

For  Ocmoreie. — 4  fidl-sized  pails  of  water ;  2  bushels  of  prepared  selenitio  linie ;  2 
boshelfl  of  dean  sand. 

These  ingredients  are  to  be  mixed  as  before  in  the  edge-nmner  or  tub,  and  then  turned 
over  two  or  three  times  on  the  gauging-floor,  to  ensure  thorough  mixing  with  12  or  14 
bushels  of  ballast  When  the  tub  is  used  the  sand  will  be  first  niixed  dry  with  the  ballast, 
and  the  lime  poured  into  it  from  the  tub  and  thoroughly  mixed  on  the  gauging-floor. 
An  addition  of  one-sixth  of  best  Portland  cement  will  be  found  to  improve  the  setting. 

Expansion  of  Concrbts. — Concrete,  when  made  with  hot  lime  or 
cement,  swells  to  an  extent  amounting  to  from  one-eighth  to  three-eighths 
of  an  inch  per  foot  of  its  linear  dimensioufi. 

This  is  owing  to  the  imperfect  slaking  or  cooling  of  the  lime  or  cement. 

It  is  probable  that  when  such  expansion  takes  place  there  is  a  slight  dis- 
integration throughout  the  mass  of  concrete,  and  that  its  coherence  is  destroyed. 

It  has  been  ascertained  by  experiment  that  when  lime  or  cement  is  care- 
fully slaked  the  concrete  practically  does  not  expand  at  all,  and  concrete 
should  be  so  carefully  prepared  that  no  expansion  wiU  take  place. 

In  masses  of  concrete,  thin  in  proportion  to  their  area — such  as  concrete 
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laid  in  $itu  instead  of  paving— cracks  are  sure  to  occur  nnless  the  area  is 
divided  into  portions  by  the  introduction  of  laths  so  as  to  break  up  the  surface 
by  dry  open  joints  at  intervals. 

The  expansion  which  occurs  in  concrete  made  with  hot  lime  or  cement 
has  been  taken  advantage  of  in  underpinning  walls  that  have  settled  in  parts  ; 
hot  concrete  forced  tightly  into  openings  made  below  the  faulty  portions, 
expands  and  separates,  filling  the  opening,  and  lifting  the  superincumbent  work 
into  its  proper  position. 

Uses  of  Conorete.-^Concrete  has  long  been  used  for  the  foundations  of 
structures  of  all  kinds,  and  for  filling  in  the  spandrils  of  arches  or  the  hearting 
and  backs  of  walls. 

Of  late  years,  as  the  material  has  improved,  it  has  been  employed  for  many 
other  purposes,  a  few  only  of  which  can  now  be  mentioned. 

The  walls  of  ordinary  houses,  as  well  as  the  more  massive  walls  of  engineer- 
ing  structures,  are  now  frequently  built  in  concrete,  either  in  continuous 
mass  or  in  blocks. 

Concrete  is  also  used  for  walls  in  the  form  of  slabs  fitted  into  timber 
quartering  ;  and  in  hollow  blocks,  something  like  those  of  terra  cotta  (see  p. 
126X  filled  in  with  inferior  material 

This  material  is  also  adapted  for  arches,  for  stairs,  for  flooring  of  different 
kinds  (see  Part  II. ;  p.  37 1),  and  even  for  roofs. 

It  can  easily  be  made  in  slabs  well  fitted  for  paving  (see  p.  76),  and  by  the 
use  of  wooden  moulds  can  readily  be  cast  in  the  form  of  window  sills,  lintels, 
dressings  of  all  kinds,  steps,  etc,  and  can  even  be  used  for  troughs  and  cisterns. 

Drain  pipes  and  segments  of  sewers  are  also  sometimes  made  of  concrete.  It 
was  thought  that  the  acids  in  sewers  might  act  upon  the  cement,  but  this  has 
been  found  practically  not  to  be  the  case. 

The  different  methods  of  building  monolithic  walls,  of  making  blocks,  and 
of  casting  concrete  into  different  forms,  cannot  here  be  entered  upon. 

Bdon  is  a  name  given  by  some  writers  to  any  concrete  made  with  hydraulic 
lime  or  cement 

By  others  a  distinction  is  made  between  the  two,  concrete  being  the  name 
given  when  the  materials  are  all  mixed  together  at  once,  and  h^ton  when  the 
mortar  is  made  separately. 

Practically,  however,  tiie  word  "  concrete  "  covers  any  form  of  artificial  con- 
glomerate, except  artificial  stones,  which  receive  distinct  names  under  various 
patents  (see  p.  74). 

Coignet^e  Bibon  Agghm^i  is  a  description  of  concrete  made  from  a  mixture 
of  Portland  cement  and  lime,  to  which  is  added  a  large  proportion  of  sand,  no 
gravel  or  broken  stone  being  used. 

The  ingredients  are  moistened  with  a  minimum  quantity  of  water  and 
pugged  in  a  special  mill ;  after  which  the  mixture  is  thrown  into  a  framework 
of  the  shape  the  concrete  is  intended  to  assume,  and  rammed  in  layers  about 
6  inches  deep. 

This  material  has  been  largely  used  in  making  the  Paris  sewers^  and  also 
occasionally  in  this  country. 

Some  experiments  made  to  contrast  Ooignet's  B^ton  with  Portland  cement 
concrete  showed  the  former  to  be  a  weaker  material  than  the  other.i 


M.P,LC,E,,  vol.  xzxii.  Grant's  Experiments. 
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Rock  Concrete  Tubes  with  rebated  end  joints  are  made  at  the  Bourne  Valley  Works 
from  the  best  Portland  cement  with  carefully  selected  aggregates.  These  are  filled  into 
iron  moulds  by  machinery  under  heavy  percussive  action.  They  are  used  chiefly  as  a  sub- 
stitute for  brick  sewers  of  from  21  to  86  inches  diameter,  and  are  found  superior  to  them  in 
every  way.* 


Experiments  on  the  Eesistance  of  Concrete  to  Compression. 

The  following  particulars  are  extracted  from  the  accounts  of  the  well-known 
experiments  by  Mr.  J.  Grant.^ 

Strength  of  Concrete. — Concrete  blocks  1 2  inches  cube,  made  of  Port- 
land cement,  weighing  11 0*6 6  lbs.  per  bushel  This  cement  (neat)  broke 
under  a  tensile  stress  of  427  lbs.  per  square  inch  after  seven  days*  immersion 
in  water. 

The  blocks  were  made  in  layers  1  inch  thick,  and  compressed  by  ramming, 
or  in  a  hydraulic  press. 

They  were  kept  twelve  months  before  being  tested — ^half  of  them  in  air, 
the  others  in  water. 


Crushed  at  Tons. 

Composition  of 
Concrete. 

Blocks  kept  in 
Air. 

Blocks  kept  In 
Water. 

Cement    Ballast. 

Tons. 

Tons. 

1     to      1 

107* 

170* 

1      ..      2 

149 

160 

1      „      8 

118 

116 

1     „      4 

103 

108 

1     .,      5 

89 

99 

1     »      6 

80 

91 

1     „      7 

75 

80 

1     »      8 

61 

76 

1     „      9 

54 

68 

1     ,.    10 

1 

48 

48 

*  Exceptional 

These  experiments  showed  that  the  blocks  made  with  the  larger  proportions 
of  cement  are  the  stronger,  the  strength  being  nearly  in  proportion  to  the  quan- 
tity of  cement. 

Further  experiments  showed  that  compressed  blocks  were  "apparently 


^  Manufacturers'  Circular. 
'  Proceedings  InstitxUe  Civil  Engineers,  vol  xzxiL  Table  1,  Appendix. 
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stronger  than  uncompressed  blocks  in  larger  proportion  than  their  difference 
in  density." 

The  relative  strength  of  the  concrete  cnbes  made  with  different  kinds  of 
aggregate  is  shown  in  the  following  Table. 

Several  different  proportions  between  the  aggregate  and  cement  were  tried, 
but  the  following  relate  to  cubes  containing  eight  parts  of  the  aggregate  to  one 
of  cement. 

Blocks  1 2  inches  cube  (compressed),  8  Aggregate  to  1  Cement^ 


MaterUI  for 
Aggregate. 

Cbubbed  at  Tokb. 

Blocks  in  Air. 

Blocks  in  Water. 

Ballast  . 

Portland  stone 

Gravel    . 

Pottery . 

Slag       .        .        . 

Flints     . 

Glass 

61 
110 

74 
^97 

85 
103 

65 

76 
126 

85 
118 

70 
117 

94 

These  experiments  showed  that  the  concrete  of  pottery  or  broken  stone  was 
stronger  than  that  of  gravel,  probably  because  in  the  latter  case  a  good  deal 
of  the  cement  is  taken  up  in  binding  the  particles  of  sand  together ;  partly 
because  the  gravel  was  wanting  in  angularity. 

Tar  Concrete  is  made  of  broken  stones  and  tar. 

About  1 2  gallons  tar  are  used  per  cubic  yard  concrete. 

If  the  tar  is  too  thin,  pitch  is  added  to  bring  it  to  the  proper  consistency. 

Adding  4  to  1  bushel  of  dried  and  pounded  chalk,  or  dead  lime,  dried  clay, 
brick  dust,  or  pounded  cinders,  etc.,  to  every  12  gallons  tar,  tends  to  harden 
the  mass. 

The  materials  should  be  heated,  or,  at  all  events,  be  made  perfectly  dry, 
before  admixture  with  the  tar.' 

Mineral  tar  or  bitumen  is  better  for  the  purpose  than  coal  tar.  The  former 
contains  an  oil  which  in  coal  tar  is  very  volatile— escapes,  and  leaves  the  tar 
brittle. 

Iron  Ck>norete  is  composed  of  cast-iron  turnings,  asphalte,  bitumen,  and 
pitch. 

Qas  tar  is  sometimes  substituted  for  the  asphalte. 

This  material  has  been  tried  as  a  backing  for  armonr  plates  in  iron  for- 
tifications. 

Concrete  consisting  of  1  part  iron  borings  to  84  of  gravel  (by  bnlk)  was  used  with 
Buccess  at  the  Stranraer  Pier.^ 

Iiead  Ck>norete,  made  of  broken  bricks  immersed  in  lead,  has  also  been 
used  in  iron  forts. 


^  M.P.LC,E.  vol.  zzziL  Table  5,  Appendix.      *  Hurst      >  Stevenson  On  Eairhours, 
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MORTAE-MIXING  AND  CONCEETE-MIXING 
MACHINERY. 

Uortar-mixliig  Maohines. — Moriar-MiU  driven  by  SUam  Power. — A  fnll 
description  of  the  different  machinea  in  use  for  miring  mortar  would  be  out 
of  place  in  these  Notes,  but  a  glance  at  one  or  two  of  the  commoneat  forms 
may  be  nseful. 

The  mortar-mill  in  ordinary  use  on  large  works  is  shown  in  Fig.  103. 

A  cast-iron  pan,  P,  about  6  or  7  feet  in  diameter  is  made  to  revolve  by 


Fig.  103.     MortaT-Mill. 

machinery  under  a  pair  of  heavy  cast-iron  rolleis  filled  with  concrete,  and 
weighing  from  1  to  3  tons  the  pair. 

ITie  ingredients  of  the  mortar  are  thrown  into  the  pan  while  it  is  revolving ; 
plates  of  iron,  marked  k  in  the  figure,  are  fixed  in  suitable  positions  to 
guide  the  material,  so  that  it  may  all  come  under  the  rollers. 

The  pan  has  a  loose  bottom  of  cast  iron,  formed  in  Begmenta,  which  can  be 
retnoved  and  replaced  as  they  wear  out 

Machines  of  this  description  are  generally  driven  by  a  small  portable 
engine^  a  4-horse  power  engine  being  required  for  a  6-feet  pan,  and  in  pro- 
portion for  other  sizes.  The  band  from  the  engine  is  passed  over  the  driving- 
wheel  D,  and  thus  turns  the  spur-gearing  which  moves  the  pan. 

These  mills  are  made  in  different  sizes,  the  pans  varying  in  diameter  from 
5  to  10  feet ;  the  rollers  from  2  feet  8  inches  to  3  feet  8  inches. 

A  mill  with  a  7-feet  pan  will  turn  out  about  Ij  cubic  yard  of  ordinary 
lime  and  sand  mortar  per  hour  ;  if,  however,  the  mortar  is  made  with  burnt 
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ballast,  or  brick  rubbish,  which  requires  grinding  as  well  as  mixing,  0DI7  about 
1  cubic  yard  p«r  hour  will  bs  turned  out. 

PartalU  MortaT-MUl. — For  emaller  works,  and  thoae  which  are  acattered 
— as,  for  instance,  aloi^  a  line  of  railway — a  portable  mortar-mill  may  be 
uaed  (see  Fig.  104). 

This  machine  somewhat  resembleg  the  one  last  described,  but  is  mounted 
on  wheels,  and  carries  a  small  three  horse-power  engine  nith  it 

The  pan  of  this  machine  ia  sometimea  5  feet,  aometiinea  6  feet  in  diameter  ; 
the  rollers  2  feet  8  inches  or  3  feet  ia  diameter. 


Fig.  104.     PmiabU  Mortar-Mill. 
will  mix  enough  mortar  to  keep  ten  or  twelve  bricklayers 


Fig.  105.     Horte  iiorlar-MiU. 
Hortt  MoTtar-MUl^k  special  mill,  made  by  Messrs.  Huxham  and  Brown  of 
Exeter,  to  be  worked  by  horse-power,  is  shown  on  Fig.  105. 


MORTAR  AND  CONCRETE  MIXING  MACHINERY.       235 

Hand  MoTtoT-MUl. — For  still  smaller  worka  hand  mortar-mills  may  be 
u?ed  of  the  fonns  shown  in  Fig.  106. 

llie  ingredients  of  the  mortar  art  poured  into  the  hopper  H,  and  find  their 
waj  into  the  cylinder  C,  which  contains  a  series  of  blades  fixed  on  a  centnl 
shaft,  and  mode  to  revolve  bj  means  of  the  handle. 


Fig.  lOe.     Hand  MoriaT-MUl. 

It  is  stated  that  by  the  aid  of  this  machine  one  boy  can  keep  eight  men  at 
work,  and  that  one  man  using  it  can  keep  twenty  men  at  work. 

Conoreta-mixliig  Uaohinaa. — Concrete  can  be  thoroughly  well  mixed  by 
hand  in  small  quantities  ;  but  when  large  quantities  have  to  be  dealt  with, 
it  is  difficult,  without  good 
organisation,  discipline,  and 
vety   close    superintendence, 
to  ensure   the   thorough  in- 
corporation upon  which  the 
I    quality  of  the    material  so 
'    much  depends. 
I  In  most  cases  the  use  of 

machinery  is  a  cheap  as  well 
as  an  efficient  way  of  tnixing 
large  qiuntitjei. 

Several  anangementa  have 

I   been    devised    at    different 

I   limee,  raited  to  the  peculiar 

drcnmstances    of    particular 

Kg.  107.    Iwliaed  CyliwUr  Concnu-Mixtr.        works,  but  it  is  proposed  to 

describe  in  these  Notes  only 

two  or  fliree  forma  that  are  commonly  used,  and  one  or  other  of  whidi 

would  be  applicable  in  ordinary  esses. 

B.  C. — ni  Q 
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Indintd  OyUndtr  Machine. — A  simple  form  of  concrete-miier  consuta  in 
EtQ  inclined  hollow  iron  cjlinder  mounted  ae  ehown  in  Fig.  107. 

The  ingredients  of  the  concrete  are  filled  in  b;  the  aid  of  a  hopper  through 
a  door  at  either  end,  and  the  cylinder  is  made  to  rotate,  the  band  of  the 
engine  being  passed  round  the  driving-wheel  D. 

The  eccentric  motioQ  of  the  cylinder  causes  its  contents  to  be  rolled  over 
and  over,  thrown  from  side  to  side,  and  end  to  end  of  the  cylinder,  and  thus 
thoroughly  mixed. 

A  modification  of  this  machine  was  used  at  the  Dover  Harbour  works. 

Thia  machine  is  made  in  four  sizes,  containing  respectively  \,  \,  J,  and  1 
cubic  yard. 

Fig.  107  is  taken  from  the  circular  of  a  manufacturer,  Mr.  H.  Sykes,  of  66 
Bankside,  London. 

Maitat't  Patent  Conerttt-Mixer. — The  following  deecription  of  this  machine 
and  the  iUustratbn  Fig.  108,  are  taken  from  the  circular  of  the  makera,  Meaars, 
Stothert  and  Pitt  of  BatL 

"  Itconsislaofacloaed  box  or  chamber,  A,  revolving  on  an  axle,  and  of  such  a 
form  as,  when  half  filled  with  the  materials  for  making  concrete,  to  cause  them 
to  be  turned  over  sideways,  as  well  as  endways,  four  times  in  each  revolution 


The  dotted  Hum  ahow  dUTennt  positloiis  of  Uie  hopper,  ud  also  U>e  mlier  iner  ■  qiurt«r  nvDlatiaa. 

of  the  chamber,  so  that,  in  from  six  to  twelve  revolutions  {the  number  necea- 
aaiy  being  varied  according  to  the  weight  and  nature  of  the  materials),  a  moM 
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peifect  mixture  is  effected  than  can  possibly  be  produced  by  hand,  or  (except 
in  a  much  longer  time)  by  any  other  machine." 

"  The  mixer  is  worked  by  hand  or  steam  power,  and  is  mounted  on  a  trolly 
of  the  ordinary  railway  gauge,  and  travelled  by  the  same  handles  that  are 
used  for  turning  it.  The  travelling  gear  can,  however,  be  disengaged  when 
the  machine  has  to  be  taken  a  long  distance  by  horse  or  locomotive. 

<<  For  filling  concrete  into  a  trench,  or  the  hearting  of  a  pier,  the  machine  is 
supported  over  the  opening,  on  two  balks  of  timber ;  a  waggon  containing  the 
gravel  (and  cement  in  bags)  follows  on  the  same  line.  The  hopper  H,  shown 
in  the  figure,  suspended  from  a  davit,  is  made  to  contain  the  proper  measure 
of  gravel  for  a  charge,  whilst  the  bags  contain  the  proper  quantity  of  cement, 
and  a  cistern  near  at  hand  (filled  by  a  flexible  hose)  the  proper  quantity  of 
water.  Two  men  standing  on  the  waggon  (the  sides  of  which  are  generally 
raised  so  that  it  contains  about  twice  the  quantity  of  an  ordinary  earth  waggon) 
are  able  to  fill  the  hopper,  in  the  time  employed  by  four  men  to  give  the 
mixer  the  requisite  number  of  turns.  For  counting  these,  a  tell-tale  is  pro- 
vided, which  indicates  when  the  proper  number  of  turns  is  completed  ;  the 
mixer  is  then  stopped  with  the  door  downwards.  The  door  fastening  is  released, 
and  the  charge  of  concrete  falls  into  its  place,  the  discharge  being  instantaneous. 
The  opening  of  the  mixer  is  then  turned  upwards  as  in  the  figure,  the  door  is 
opened  (through  the  dotted  arc,  as  shown),  the  hopper,  suspended  from  the 
davit,  is  brought  over  the  opening  and  at  once  discharged  into  it,  and  the 
water  is  run  in  from  the  dstem  at  the  same  time.  The  door,  which  closes 
water-tight,  is  then  shut,  and  the  mixing  resumed,  the  hopper  being  mean- 
time refiUed  for  the  next  charge. 

<<  For  making  concrete  blocks,  the  hand  mixer  is  mounted  on  a  light  travel- 
ling frame,  capable  of  being  moved  from  one  mould  to  another,  and  the 
materials  filled  into  a  large  tray,  holding  from  10  to  15  tons,  are  lifted  on 
to  a  raised  portion  of  the  travelling  frame  by  the  steam  travelling  crane 
provided  for  lifting  the  concrete  blocks. 

^  With  the  hand-mixer  above  described,  a  gang  of  six  men,  with  a  boy  for 
attending  to  the  water  dstem,  can  make  from  30  to  40  cubic  yards  of  concrete 
blocks,  and  a  larger  quantity  of  concrete  in  bulk  in  a  trench  in  a  day,  of  better 
quality  and  at  a  cheaper  rate  than  can  be  done  by  shovel  mixing  ;  and  when 
tiie  mixers  are  turned  by  steam,  as  at  Aberdeen,  etc,  twice  the  above  quantities 
are  made. 

^'  The  mode  of  applying  steam-power  varies  with  the  locality  and  the  quan- 
tity of  work  to  be  done. 

'^  The  great  advantages  of  this  mixer  over  others,  are  its  portable  shape  and 
self-contained  arrangements,  which  enable  it  to  be  easily  moved  and  used  in 
different  parts  of  a  work,  dispensing  with  mixing  platform  and  measures  ;  its 
economy,  and  above  all,  the  rapid  and  perfect  amalgamation  of  materials 
effected  by  it,  producing,  for  a  certainty,  with  moderate  supervision,  concrete 
of  superior  strength  and  quality.*' 

The  machine  just  described  was  invented  by  Mr.  Messent,  the  engineer 
of  the  lyne  Pier  works,  Tjmemouth. 

It  has  been  extensively  used  on  the  Tyne  at  the  new  breakwaters  ;  at  the 
harbour  works,  Aberdeen  ;  at  the  Surrey  Commercial  Docks,  London  ;  for  the 
Sulina  works  at  the  mouth  of  the  Danube  ;  for  the  Alexandria  Dock  works 
at  Eurrachee,  etc  etc 

Le  MemrUr^M  Concrete  Machine  is  shown  in  plan  and  elevation  in  Figs.  1 09, 
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no.  These  figures,  and  the  following  description  of  the  machine,  are  from 
the  circular  of  the  makers,  Messrs.  James  Tajlor  and  Ca,  Birkenhead. 

"  The  figures  show  the  machine  ready  for  working.  It  may  be  driven  by  an 
ordinary  6  horse-power  portable  engine.  AA  are  hoppers  to  contain  each 
abottt  8  cubic  feet,  into  which  the  ballast  is  shovelled,  or  material  from  ^ne 
crusher  (if  used)  is  delivered. 

"  These  hoppers  revolve  as  on  a  turn-table,  and  in  course  of  revolution  the 
sand  and  cement  are  added. 

"  When  a  hopper  arrives  at  B  the  door  is  opened,  and  its  contents  delivered 
on  to  the  elevator  band,  the  arrangement  of  which  speaks  for  itself 

"  The  supply  of  water  is  added  as  the  materials  are  delivered  from  the  ele- 
vator into  the  revolving  mixing  cylinder  at  C 

"  The  miier  is  a  plain  cylinder  of  wrought  iron,  with  some  dividing  plates 


Fig.  109.     Le  MtSMurier't  ConcrcU  Maehine.     Elevation. 


Fig.  110.     Plan- 
in  it,  and  is  slightly  inclined.     In  travelling  through  it  the  concrete  becomes 
thoroughly  mixed,  and  is  delivered  at  D  either  into  a  shoot  leading  direct  to 
its  destination,  or  into  barrows  for  wheeling  it  away. 

"  When  barrows  are  employed  a  short  swivelling  ahoot  is  used,  transferable 
from  one  to  the  other,  so  that  the  delivery  is  continuoua . 

"  In  cose  of  interruption  there  is  a  clutch  by  which  the  mixer  may  be 
thrown  out  of  gear. 

"  It  will  be  seen  from  the  drawing  that  the  whole  apparatus  is  portable  in 
two  parts;  one  the  turn-table  of  hoppers,  which  is  constructed  on  a  bogie,  and 
the  other  the  mixer  and  elevator,  the  latter  being  hinged  to  the  frame  at  E,- 
BO  that  the  end  F  may  be  raised  clear  of  the  ground,  and  retained  so  by  the 
clip  at  G. 

"  For  following  up  straight  work  the  end  F  of  elevator  may  be  suspended 
to  the  bt^e  under  the  hopper  tum-table,  and  the  whole  moved  as  one 
machine  on  baulks  of  timber. 

"  In  addition  to  the  advantages  of  simplicity,  portability,  and  efficient^, 
there  is  economy,  aa  this  machinery  will  easily  produce  150  cubic  yards  of 
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very  anpeiior  concrete  at  a  cost  of  fourpence  per  jani,  including  ei^inc 

"  It  will  thus  ba  noted  that  the  moderate  prime  cost  ia  very  small  in  pro- 
portion to  the  advantages" 

This  machine  has  been  extensively  nsed  in  the  new  dock  works  at  Birken- 
head, and  also  at  Hull. 

The  Carey-Laiham  Concrete-Mixing  Machine  conaiats  of  an  arrangement 
of  buckets  like  those  of  a  dredger.     These  deliver  the  sand  and  ballast  into 


Fig.  110a. 

a  railing  cylinder,  whore  they  are  met  by  a  continuous  supply  of  cement — 
the  whole  are  mixed  first  dry  by  revolving  blocks  until  they  reach  the 
middle  of  the  cylinder,  where  the  water  is  added  through  a  perforated  shaft, 
and  the  mixing  is  completed  with  the  materials  in  a  wet  state. 

The  quantity  of  sand  in  proportion  to  the  b^laat  ia  regulated  by  the 
arrangement  of  the  buckets,  that  of  cement  by  an  archimedean  acrew.  The 
machine  thus  measures  as  well  as  mixes  the  material^  It  is  made  ii^  various 
sizes  to  deliver  ftiDm  5  to  70  cubic  yards  per  hour. 

The  fig.  and  part  of  the  above  description  is  from  the  makers'  circular. 

Sidley't  ConertU-Mixer  has  a  fixed  inclined  cylinder,  with  a  central  shaft 
carrying  longitudinal  shelves,  which  lift  the  materials  as  the  shaft  revolves, 
and  mix  them  together. 

Stoney'i  Goncrda-Mixer  is  an  inclined  open  iron  trough  having  a  sliaft 
passing  through  its  centi^,  with  projecting  blades  which  revolve  and  mix  the 

American  Cimertte-Mia«r, — This  machine  consists  of  a  long  box  or  shoot  . 
divided  vertically  into  compartraente  separated  from  one  another  by  doors. 
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The  ingredients  are  placed  in  the  uppennost  compartment,  and  the  doors 
being  opened  by  long  levers  worked  from  the  top  of  the  shoot,  the  materials 
fiedl  gradually  from  one  compartment  to  the  other  nntil  they  reach  the  bottom 
of  the  shoot  thoroughly  mixed. 

The  advantage  of  this  arrangement  is  that  the  lower  end  of  the  shoot  may 
be  placed  at  the  point  where  the  concrete  is  to  be  deposited,  so  that  any 
further  handling  of  the  concrete  after  mixing  it  is  unnecessary. 

This  machine  is  not  used  in  England,  and  therefore  no  illustration  of  it  is 
given. 


ON  THE  ACTION  OF  FOREIGN  CONSTITUENTS  IN 

LIMESTOI^ES  AND  CEMENTS. 

The  following  is  an  attempt  to  convey  some  information  with  r^ard  to  the 
peculiarities  connected  with  the  burning,  setting,  etc,  of  limes,  cements,  and 
mortars  of  different  classe& 

The  subject  is  one  almost  too  intricate  for  a  treatise  of  such  an  elementary 
character  as  this,  in  which  much  chemical  knowledge  cannot  be  presupposed. 
Nevertheless  it  is  touched  upon,  for  without  some  idea  of  the  principles 
involved,  all  dealing  with  these  important  materials  must  be  conducted 
entirely  by  rule  of  thumb,  or  guess  work. 

A  very  slight  acquaintance,  however,  with  the  changes  that  take  place 
/  during  the  different  operations  will  enable  the  student  more  easily  to  remem- 
ber, and  more  intelligently  to  avail  himself  of,  the  several  characteristics  of 
different  limes  and  cements. 

Pure  or  Fat  Ijimes. — From  the  experiments  made  with  limes  of  which 
the  composition  is  accurately  known,  it  is  evident  that  the  differences  in  their 
slaking  and  setting  properties  are  due  to  the  nature  and  proportion  of  the 
foreign  constituents  they  contain.  These  are  chiefly  clay  and  magnesia. 
Pure  or  fat  limes  contain  none  of  these  foreign  constituents. 

Calcination. — Pure  carbonate  of  lime^  contains  nothing  but  lime,  car- 
bonic acid,  and  water.  When  it  is  calcined  the  carbonic  acid  and  water  are 
driven  off  by  the  heat,  and  pure  quicklime  remains. 

Slaking. — Such  a  quicklime,  when  slaked,  shows  very  violent  action,  great 
heat  is  evolved,  the  mass  is  greatly  swollen,  and  thoroughly  disintegrated. 

Setting. — The  residue  left  after  slaking  is  soluble  in  water,  and  has 
within  itself  no  constituent  which  will  enable  it  to  solidify,  except  to  a  very 
slight  extent  It  is  therefore  constantly  soft  when  in  a  moist  situation,  and 
will  dissolve  under  water. 

Such  portions  of  its  surface,  however,  as  are  exposed  will  imbibe  carbonic 
acid  from  the  air,  and  will  be  reconverted  into  a  crust  of  carbonate  of  lime, 
as  before  described  (p.  147). 

Mortar  made  from  Fat  Lime. — It  has  before  been  pointed  out  that  the 
addition  of  sand  improves  the  setting  of  fat  limes — 

1.  Because  the  porous  structure  caused  by  the  presence  of  the  sand  enables 
the  carbonic  acid  of  the  air  to  penetrate  farther,  and  thus  to  reconvert  a 
greater  depth  of  the  lime  into  carbonate. 

^  Calcium  carbonate. 


LIMES  &«•  CEMENTS:  ACTION  OF  CONSTITUENTS.     231 

« 

8.  Becaufie  the  particles  of  lime  adhere  more  firmly  to  particles  of  sand 
than  to  one  another. 

It  has  been  stated  also  that  pure  silica  in  the  shape  of  sand  acts  merely 
mechanically,  and  enters  into  no  chemical  combination  with  the  lime. 

For  all  practical  purposes  this  is  true,  but  experiments  have  shown  that  in 
the  course  of  several  years  some  such  action  does  take  place  to  a  very  slight 
degree. 

In  Petzholt's  experiments  (described  by  General  Gilmore)  he  found — 

1.  That  in  mortar  one  hundred  years  old  there  was  more  soluble  silica 
than  in  the  original  lime. 

2.  That  in  mortar  three  hundred  years  old  there  was  three  times  as  much 
soluble  silica  as  in  the  mortar  one  hundred  years  old. 

Now,  it  is  a  well-known  chemical  fact  tiiat  silica  does  dissolve  in  alkar 
line  water,  though  with  extreme  slowness ;  and  in  this  case,  no  doubt,  in  the 
course  of  a  hundred  years,  a  small  portion  of  silica  had  been  so  dissolved, 
and  thus  enabled  to  attack  the  lime. 

On  the  other  hand.  General  Scott  mentions  a  case  in  which  fat  lime  mortar 
from  a  wall  five  years  old  was  found  to  be  set  only  on  the  exterior,  and  to  be 
in  a  friable  pulpy  state  inside.  Also  another  case  of  fat  lime  mortar  fifty 
years  old,  which  was  so  soft  that  it  could  be  beaten  up  with  a  trowel 

On  the  whole  we  may  allow  that  in  fat  lime  mortar  made  with  siliceous 
sand  a  minute  proportion  of  silicate  is  formed  in  the  course  of  many  years. 
However,  the  time  required  to  develop  this  action  is  so  very  long  that  the 
fact  is  of  no  practical  importance  to  the  engineer  or  builder. 

The  hardening  of  lime  does  not  depend  merely  upon  the  chemical  eflfect  of 
the  combinations  which  result  in  the  formation  of  the  carbonate,  and  to  a 
slight  degree  of  the  silicate. 

It  is  also  caused  partly  by  the  crystallisation  of  the  hydrate  of  lime.  The 
water  in  fresh  mortar  contains  lime  in  solution.  As  the  mortar  dries  the 
water  evaporates,  and  leaves  crystals  of  lime  deposited  upon  the  adjacent 
particles  of  lime  or  sand.  These  crystals  attach  themselves  firmly  to  the 
particles,  and  will  withstand  a  considerable  tensile  force. 

In  the  same  way,  wherever  the  air  can  penetrate  the  carbonic  acid  con- 
tained in  it  combines  with  the  lime,  and  deposits  crystals  of  carbonate  of  lime. 

As  before  mentioned,  the  formation  of  silicates  in  a  fat  lime  mortar,  if  it 
ever  occurs,  is  so  slow  as  to  be  of  no  practical  value. 

The  uselessness  of  fat  lime  mortar  for  good  work  is  shown  by  the  following 
extracts  from  some  of  the  greatest  authorities  on  the  subject : — 

Sir  Charles  Pasley  says  that  '*  chalk-lime  mortar  when  wet  is  a  pulp  or 
paste,  and  when  dry  it  is  little  better  than  dust" 

Vicat  says,  ''  Their  use  should  for  ever  be  prohibited  in  works  of  any  im- 
portance." 

General  Freussart  says,  *'  Where  good  hydraulic  lime  is  to  be  had,  no  other 
kind  should  be  used  for  any  purpose  whatever.'* 

General  Scott,  in  a  paper  on  the  subject,  says  ^'  In  the  foregoing  remarks 
the  worthlessness  of  pure  or  fat  lime  mortars  for  all  constructions,  and  espe- 
cially for  such  as  involve  the  use  of  heavy  masonry,  or  which  will  remain 
damp  for  any  length  of  time,  has  been  insisted  on  ;  and  it  has  been  explained 
that  their  unfitness  for  thick  and  damp  walls  results  from  their  not  contain- 
ing within  themselves  any  property  by  which  solidification  can  be  brought 
about." 
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Hydraulio  Iiiznes  and  Cements  containing  Clay. — ^With  a  lime 
containing  clay  the  action  is  different  from  that  of  a  pure  lime,  and  not  quite 
80  simple. 

Before  attempting  to  explain  this  action  it  will  clear  the  ground  to  make 
a  few  remarks  regarding  the  nature  and  composition  of  clay.  Some  of  the 
information  now  about  to  be  given  has,  however,  been  anticipated  in  the 
chapter  on  Bricks. 

Clay  is  a  compound  of  silica  and  alumina  with  water,  chemically  known 
as  *'  hydrated  silicate  of  alumina'' 

Silica  and  alumina  alone,  or  in  the  presence  of  each  other,  are  infusible, 
except  at  extremely  high  temperatures. 

The  presence  of  iron,  however,  causes  the  mixture  (silica,  alumina,  and 
iron)  to  fuse  at  a  comparatively  low  temperature. 

The  same  effect  is  produced  to  a  still  greater  degree  by  potash,  soda,  and 
chlorides  of  potassium  and  sodium. 

Many  clays  naturally  contain  iron  and  also  the  alkalies  above  men- 
tioned. 

Lime  is  also  an  infusible  substance.  When  burnt  with  clay  the  lime  is 
attacked  by  the  alumina  as  well  as  by  the  silica  of  the  clay,  and  both  silicate 
of  lime  and  aluminate  of  lime  are  formed. 

Calcination. — When  a  limestone  containing  day  is  burnt,  the  carbonic 
acid  from  the  carbonate  of  lime  and  the  water  from  the  clay  are  partially  or 
wholly  driven  off,  and  the  ingredients  are  re-arranged  in  a  new  set  of  com- 
pounds, the  exact  nature  of  which  varies  both  with  the  original  composition 
of  the  stone,  and  with  the  degree  to  which  it  is  burnt  In  general  terms  it 
may  be  said  that  these  compounds  consist  of  quicklime  mixed  with  silicate 
of  lime  and  aluminate  of  lime. 

The  silicate  of  lime  is  formed  at  a  comparatively  early  stage  in  the  burn- 
ing, but  it  \a  only  at  the  higher  temperatures  that  the  alumina  and  lime  enter 
into  combination  to  form  aluminate  of  lime. 

When  the  burning  has  been  carried  to  the  proper  point,  these  substances 
are  left  in  a  condition  in  which  they  will  combine  with  one  another  and  with 
a  proportion  of  water  (when  made  into  a  paste  with  the  latter).  During  this 
combination  they  form  a  new  set  of  compounds,  and  eventually  yield  a  hard 
substance  insoluble  in  water. 

<<  When  Portland  cement  is  thoroughly  well  made,  hardly  any  causticity 
can  be  detected  by  the  tests  owing  to  the  silicates  which  have  formed 
round  the  particles  of  quicklime.*'  ^ 

The  limit  of  temperature  to  which  the  burning  should  be  carried  varies  for 
different  stones,  and  can  only  be  found  out  experimentally. 

The  proportion  of  clay  contained  by  the  limestone,  also  the  composition  of 
the  clay,  both  affect  the  question  of  the  degree  of  burning,  and  it  will  be  well 
to  consider  these  points  separately. 

Proportion  of  Clat. — Effect  in  Stones  burnt  at  a  moderate  temperature. — 
If  the  stone  contain  a  large  proportion  of  clay  and  is  burnt  at  a  moderate 
temper<Uwre,  the  silicic  acid  in  the  clay  attacks  the  lime,  forming  calcium 
silicate.  The  alumina  in  the  clay  does  not  combine  with  the  lime  as  long  as 
the  temperature  is  moderate. 

If  there  be  sufficient  clay  present,  the  whole  of  the  lime  is  so  converted 

I  ■■■■■!■  I  I  I  -  _       -  I  II       I  ^MH^^^r 

^  Scott  and  Redgrave ;  M.LC.E,,  voL  Ixii  p.  78. 
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into  silicate  of  lime,  and  the  result  is  a  quick-setting  cement  like  those  of  the 
Boman  claasL 

If  there  is  only  a  small  amount  of  clay  (that  is,  not  sufficient  to  provide 
the  necessary  amount  of  silica  for  the  conversion  of  all  the  lime  into  silicate), 
some  of  the  lime  will  be  left  uncombined — i.e.  in  a  quick  state.  This 
uncombined  lime  wiU  slake  upon  the  addition  of  water. 

The  slaking  action  will,  however,  be.  sluggish  as  regards  the  mass  of  the 
stone,  for  it  is  impeded  by  the  presence  of  the  clay. 

Such  a  state  of  things  exists  in  hydraulic  limes  ;  in  these  the  greater  part 
of  the  compound  body  has  been  converted  into  a  silicate  of  lime  ;  but  there 
is  sufficient  uncombined  quicklime  remaining  to  develop  a  slaking  action. 
This  action,  however,  is  in  most  cases  feeble,  aiid  sometimes  almost  suppressed, 
in  consequence  of  the  bulk  of  quicklime  being  so  small  in  comparison  with 
that  of  the  masSb 

Effect  in  Cements  burnt  at  a  high  temperature. — ^When,  however,  the  calcina- 
tion is  carried  to  a  further  stage,  and  the  stone  is  burnt  at  a  very  high 
temperature,  not  only  is  the  carbonic  acid  driven  off  and  some  of  the  lime 
converted  into  silicate  of  Umsy  but  a  further  combination  takes  place — the 
alumina  of  the  clay  combines  with  the  lime,  forming  aXumimate  of  lvm>e,  and 
at  the  same  time  a  further  silicate  of  lime  is  formed.  In  addition  to  these 
combinations,  there  are  others  of  an  intricate  character  which  result  in  the 
formation  of  double  silicates  of  lime  and  alumina. 

The  aluminate  of  lime  was  found  by  M.  Fr^my  to  set  readily,  when 
powdered  and  wetted,  without  access  of  air,  and  also  to  be  capable  of  cement- 
ing together  inert  particles  such  as  those  of  sand. 

The  double  silicates  of  lime  and  alumina  also  have  the  property  of  setting 
when  hydrated — i.e.  when  mixed  with  as  much  water  as  they  will  take  up. 

When  Portland  cement  is  raised  to  the  very  high  temperature  necessary  for 
the  proper  burning  of  that  material,  the  whole  of  the  lime  in  the  mixture 
is  converted  into  either  silicate  or  aluminate — the  entire  mass  is  composed  of 
either  one  or  the  other  of  these  compounds,  and  the  result  is  great  strength. 

In  an  underbumt  Portland  cement,  however,  the  aluminate  is  not  formed, 
some  of  the  lime  is  left  free  ;  the  resulting  cement  is  quick-setting,  but  weak 
and  apt  to  "UoWj'  the  uncombined  particles  of  lime  slaking  either  when 
they  are  wetted,  or  after  a  considerable  lapse  of  time. 

CoHFOBiTiON  OF  Clat. — If  the  clay  contains  a  large  proportion  of  iron 
and  alumina  (especially  of  iron)  as  compared  with  the  silica,  the  calcination 
must  be  at  a  comparatively  low  temperature,  or  the  particles  will  be 
fused. 

In  the  Roman,  Medina,  and  Atkinson's  cements  the  quantity  of  iron  and 
alumina  together  nearly  equals  the  silica.  These  are  therefore  burnt  at  a 
low  temperature. 

When,  however,  the  iron  and  alumina  are  in  comparatively  small  propor- 
tion compared  with  the  silica,  the  mixture  can  be  burnt  at  a  very  high 
temperature  without  danger  of  Vision.     This  is  the  case  with  Portland  cement. 

The  presence  of  potash  or  soda  in  conjunction  with  the  alumina  produces 
the  same  effect  as  the  presence  of  iron,  but  to  a  greater  degree  If  material 
containing  them  be  exposed  to  a  high  degree  of  calcination,  it  will  fuse  into 
glass  or  slag. 

The  same  relation  holds  good  between  the  composition  of  the  clay  iu 
hydraulic  limestones  and  the  temperature  at  which  they  are  burnt 
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^  The  larger  the  amount  of  the  iron  and  aJomina  present,  the  more  readily 
will  the  lime  and  the  clay,  when  the  limestone  is  raised  to  a  red  heat,  pass 
successively  from  that  condition  in  which  the  lime  retains  all  its  own  proper 
energy  for  water,  to  that  in  which  the  lime  and  clay  prefer,  in  partnership 
as  it  were,  to  enter  into  combination  with  it  in  a  graduJed  and  quiet  manner, 
and  to  that  in  which  the  formation  of  the  silicates  is  completed  without  the 
intervention  of  water,  and  the  resultipg  vitrified  compounds  show  themselves 
quite  indifferent  to  it,  or  are  only  affected  by  it  after  having  been  submitted 
to  its  action  for  some  time."  ^ 

Effectes  oausbd  B7  different  Degrees  of  Calcination. — ^It  has  already 
been  pointed  out  that  the  temperature  at  which  the  calcination  is  affected 
greatly  influences  the  nature  of  the  hydraulic  lime  or  cement  produced. 

As  a  general  rule  slight  calcination  produces  the  quickest-setting  cements, 
and  prolonged  calcination  those  which  have  the  greatest  strength. 

HydravXic  Limestones. — ^When  a  stone  yielding  hydraulic  lime  is  subjected 
to  too  high  a  temperature,  the  effect  will  be  to  partly  fuse  the  particles, 
which  prevents  them  from  absorbing  water  and  slaking  at  once.  They  thus 
form  either  a  totally  inert  substance,  or  one  which  slakes  after  a  lapse  of 
some  considerable  time. 

Hydraulic  limestones  should  therefore  be  burnt  at  a  moderate  temperature. 

Cement  Stones  containing  a  srnaU  amount  of  Clay. — With  a  stone  containing 
the  smallest  quantity  of  clay  required  to  form  a  cement,  a  slight  calcination 
will  not  carry  the  combination  far  enough  to  form  a  strong  cement,  and 
the  result  will  probably  be  either  a  hydraulic  lime  which  slakes  on  the 
addition  of  water  and  sets  afterwards,  or  a  mixture  of  quicklime  and  quick- 
setting  cement,  the  latter  of  which  sets  first,  and  is  then  broken  up  by  the 
slaking  of  the  lime. 

A  high  degree  of  calcinaiion  produces  a  cement  of  great  strength  ;  the  best 
Portland  cement  is  therefore  produced  by  burning  at  a  high  temperature. 

If,  however,  the  calcination  be  carried  to  £Eir,  the  extreme  heat  will  vitrify 
the  cement,  and  make  it  almost  entirely  inert 

Cement  Stones  containing  a  large  proportion  of  Clay. — Stones  containing 
much  clay  give,  on  the  other  hand,  the  best  result  with  a  slight  ccUcination, 
many  indeed  at  a  point  short  of  the  expulsion  of  the  carbonic  acid.  A 
higher  degree  of  heat,  sufficient  to  make  the  whole  of  the  lime  caustic, 
sometimes  gives  a  mixture  of  lime  and  cement  like  that  produced  by  imder- 
burning  a  slow-setting  cement,  or  it  may  give  a  slow-setting  cement 

The  point  of  vitrification  is  reached  much  sooner  in  such  a  stone,  especially 
if  the  clay  contain  much  soda,  potash,  or  iron. 

Roman  cement  and  others  of  the  same  class  are  produced  from  stones  con- 
taining a  large  proportion  of  clay  and  of  iron,  and  are  therefore  burnt  at  a 
low  temperature. 

The  foregoing  is  only  a  general  sketch  of  the  results  of  the  burning  process, 
to  which  there  are  many  exceptions  caused  by  peculiarities  of  composition. 

Some  stones  yield — 1,  a  cement ;  2,  an  intermediate  lime  ;  3,  a  cement ; 
4,  an  inert  substance  ;  6,  a  cement ;  and  6,  an  inert  substance  again,  in  the  order 
given,  and  at  progressive  increasing  degrees  of  calcination. 

Slaking. — This  action  also  is  influenced  by  the  proportion  of  clay  con- 
tained in  the  lime. 

^  General  Scott ;  RE.  Corps  Papers^  vol.  xi. 
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If  the  burnt  stone  contains  so  small  a  proportion  of  clay  that  the  silicates 
and  aluminates  cannot  combine  with  all  the  lime,  a  certain  proportion  of  quick- 
lime is  left  in  an  uncombined  or  free  condition.  This  causes  a  modified  slak- 
ing action,  more  or  less  marked  in  proportion  to  the  amount  of  free  lime  that 
is  present. 

In  proportion  as  the  amount  of  clay  increases,  and  therefore  in  proportion 
as  the  free  quicklime  diminishes,  e.g.  in  hydraulic  and  eminently  hydraulic 
limes,  this  slaking  action  is  more  and  more  suppressed. 

Finally,  in  the  case  of  cements,  where  the  quantity  of  uncombined  lime  is 
reduced  to  a  minimum,  the  slaking  action  entirely  disappears,  and  the  setting 
process  begins  immediately  upon  the  addition  of  water. 

Sbttino. — ^We  see,  then,  l^at  after  the  processes  of  burning  and  slaking 
hydraulic  limes  containing  clay,  there  is  left  within  them  a  mixture  of  pure 
lime  and  silicates,  or  of  pure  lime,  silicates,  and  aluminates,  ready  to  combine,  if 
a  proper  communication  is  provided  to  bring  them  into  contact. 

When  the  lime  is  placed  under  water,  this  is  effected,  for  the  water  at  once 
commences  to  disseminate  and  in  some  degree  to  dissolve  the  particles  of  pure 
lime  ;  these  mingle  with  the  silicates  (many  of  which  are  also  partially  soluble), 
and  combine  with  them,  one  by  one,  by  slow  degrees,  to  form  a  new  set  of 
hydrated  silicates. 

It  is  evident,  then,  that  the  water  acts  by  enabling  the  particles  of  alumina 
and  silica  to  get  at  the  particles  of  lime,  and  thus  to  attack  them  ;  whereas 
if  the  paiticles  remained  in  a  dry  state,  they  would  lie  within  a  short  distance 
of  one  another,  without  ever  combining. 

A  certain  proportion  of  the  water  also  plays  another  part,  by  itself  combining 
with  the  silicates  and  aluminates  to  form  hydrated  compounds,  which  set  by 
crystallising,  and  pass  into  the  solid  state. 

This  explains  why  mortars  of  hydraulic  limes  should  not  be  allowed  to  dry 
too  quickly.  The  dissemination  and  dissolution  of  the  particles  is  thereby 
stopped,  and  the  setting  process  impeded. 

A  properly  burnt  lime,  containing  sufficient  clay,  when  saturated  with 
moisture  aft^  calcination,  or  when  quite  immersed,  is  therefore  in  a  favour- 
able condition  for  forming  the  hard  and  insoluble  compound  above  mentioned  ; 
in  fact  its  composition  adapts  it  for  setting  under  water. 

Even  in  the  case  of  fat  limes  the  presence  of  moisture  for  a  certain  time  is 
useful,  for  it  enables  them  more  readily  to  absorb  carbonic  acid  from  the  air. 
In  hot  countries  it  is  necessary  that  work  in  which  they  are  used  should 
be  kept  moist  for  some  time,  otherwise  the  mortar  will  be  in  a  granular 
crumbly  state,  it  will  not  readily  absorb  carbonic  acid,  and  the  lime  will  not 
enter  the  crystalline  condition  which  is  essential  for  proper  setting. 

Proportion  of  Clay. — ^To  give  a  perfect  result  there  must  be  sufficient  clay 
to  combine  with  aU  the  lime  in  the  mixture ;  otherwise  some  of  the  lime, 
having  nothing  to  combine  with,  remains  pure  and  soluble,  and  reduces  the 
average  setting  property  of  the  whole. 

This  occurs  in  those  hydraulic  limes  which  contain  from  6  to  15  per  cent 
of  silica.  When  all  this  silica  has  entered  into  combination,  there  is  still 
some  quicklime  left  (more  or  less  in  inverse  proportion  to  the  amount  of  clay). 
This  remaining  lime  develops  the  slaking  action  as  before  explained,  and  im- 
pedes the  action  of  setting. 

On  the  other  hand,  there  must  not  be  too  much  clay,  or,  after  the  lime  is 
turned  into  silicate,  there  will  be  a  surplus  of  free  clay  left — having  in  itself 
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no  hardening  property,  and  which  will  decrease  the  strength  of  the  resulting 
cement 

The  proportions  required  to  produce  a  cement  vary,  however,  within  toler- 
ably wide  limits  (22  to  36  per  cent  in  the  raw  material);  as  a  general  rule^ 
the  quicker-setting  cements  are  produced  from  stones  containing  most  clay. 

Composition  of  Clay. — Those  clays  which  contain  a  large  proportion  of  iron 
and  alumina  cause  the  lime  in  which  they  occur  to  set  with  greater  rapidity 
than  do  ordinary  clays.  ''  Clays  deficient  in  iron  and  alumina,  and  in  which 
the  silica  is  present  in  the  shape  of  finely  divided  quartz,  are  apt  to  form  in-' 
soluble  silicates  of  lime  at  a  high  temperature  owing  to  the  want  of  suitable 
bases  to  combine  with  the  silica,  which  also  renders  them  unfit  for  making 
Portland  cement  Such  clays  also  when  calcined  at  too  low  a  temperature 
yield  hardly  any  soluble  silicates,  form  therefore  no  protection  to,  and  seem 
in  no  way  to  prevent  the  hydration  of  the  lime,  and  produce  a  material  devoid 
of  hydraulic  properties.**^ 

The  following  Table  sums  up  approximately,  and  in  a  concise  form,  the 


Proportion  of 

Clay  before 

burning. 

Composition  of 
Clay. 

Degree  of 
Calcination. 

Setting 
Properties. 

Examples  of  the 
Clafis. 

0  to  8  p.  c. 

•  ■  • 

Very  low. 

Absorb       car- 
bonic acid  from 
air. 

Fat  limes. 

8  to  18  p.  c. 

Various.  Those 
with  most  iron 
and      alumina 
set  most  quickly 

Moderate. 

Moderately 
quick  setting. 
No  great 
strength. 

Lias  and  other 
hydraulic  limes 

20  to  80  p.  c. 

Iron  and  alu- 
mina.    Silicic 
acid. 

Very  high. 

Sets  slowly. 
Very  strong. 

■ 

Portland 
cement. 

Do. 

Do. 

Extreme. 

Become  inert 

Do.  over-burnt 

28  to  55  p.  c. 

Iron  and  alu- 
mina.    Silicic 
acid. 

Low. 

Sets  very 
quickly. 
No  great 
8trengt,h. 

Roman  cement 
and  others  of 
that  class  (see 
p.  158). 

Do. 

Do. 

High. 

Become  inert 

Do.  over-burnt 

mutual  relations  of  the  proportion  of  clay,  composition  of  day,  degree  of 
calcination,  and  setting  properties  in  different  classes  of  limes  and  cements. 
We  have  considered  the  effect  of  clay  in  conferring  hydraulic  properties 


1  Scott  and  Redgrave;  MJ,C.E,,  vol.  Ixii.  p.  80. 
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upon  limes,  which  it  does  hy  presenting  silica  in  a  state  fit  for  combination, 
but  clay  is  not  the  only  substance  which  has  this  effect 

PozzuoLANA,  etc. — ^As  before  noticed,  the  presence  of  several  other  forms 
of  soluble  silica  and  pozzuolana  will  also  answer  the  purpose  in  a  greater  or 
less  degree. 

The  general  nature  of  the  reactions  that  take  place  in  the  setting  of  limes 
containing  these  substances  are  much  the  same,  and  produce  effects  similar 
to  those  already  described. 

It  has  been  recommended  that  mortar  made  with  substances  of  this  kind 
should  be  allowed  to  remain  in  paste  for  some  time  before  use.  The  reason 
for  this  is  that  in  consequence  of  the  clay  and  lime  not  having  been  burnt 
together,  none  of  the  silicates  have  been  formed,  as  they  are  in  ordinary 
hydraulic  limes  burnt  in  the  kiln.  Every  facility  should  therefore  be  given 
to  the  silica  to  attack  the  lime  through  the  intervention  of  the  water  (see 
p.  221),  and  thus  to  form  silicates,  before  the  mortar  is  used. 

Cabbonatb  of  Magnesia. — Carbonate  of  magnesia  is  a  substance  very 
similar  to  carbonate  of  lime  ;  it  loses  its  carbonic  acid  in  burning,  combines 
with  silica,  etc.,  and  behaves  generally  in  the  same  way,  with  one  important 
exception,  viz.  that  the  calcined  magnesia  will  not  slake  on  the  addition  of 
water,  but  combines  with  it  gradually  and  quietly,  and  sets  to  some  extent  in 
doing  so.  When  silica  is  present  it  combines  with  the  magnesia,  and  with 
the  lime,  forming  a  double  silicate  of  lime  and  magnesia,  which  is  of  greater 
strength  than  either  silicate  of  lime  or  silicate  of  magnesia  separately. 

Besides  this,  the  magnesia  and  lime,  even  without  the  intervention  of  the 
silica^  will  combine  and  harden  under  water. 

The  hydraulic  mortar  that  is  produced  from  magnesian  limestones  and 
dolomites  (see  p.  59)  owes  its  properties  to  the  different  combinations  above 
mentioned. 

Several  failures  that  have  recently  occurred  in  Portland  cement  after  use 
have  been  attributed  to  an  excess  of  magnesia  in  the  cement 

As  this  has  caused  considerable  mistrust  of  the  material,  the  following 
remarks  on  the  subject  by  Mr.  Dent  will  be  valuable  : — 

"  When  the  lime  is  associated  with  magnesia,  the  magnesia  should  be  regarded  as  to 
some  extent  taking  the  place  of  the  lime,  and  the  quantity  of  the  lime  should  be  pro- 
portionately diminished. 

"  A  well  prepared  Portland  cement,  such  as  is  made  on  the  Thames  or  the  Medway, 
should  not  contain  any  appreciable  quantity  of  magnesia,  say  about  1  per  cent  Although 
any  large  proportion  of  magnesia  in  Portland  cement  cannot  be  considered  desirable, 
yet  it  must  not  be  forgotten  that  magnesia  is  capable  of  forming  hydrates  of  great 
permanence  and  hardness,  and  that  some  very  good  hydraulic  cements  contain  as  much 
as  8  per  cent  of  magnesia,  such,  for  example,  as  the  well  known  Rosendale  cement  of  the 
United  States  of  America. 

*'  There  can  be  little  doubt  but  that  the  assertions  that  have  been  frequently  made  as 
regards  the  tendency  of  cements  containing  magnesia  to  disintegrate,  may  sometimes 
have  arisen  from  overlooking  the  fact  that  the  results  observed  might  be  due  to  excess 
of  basic  constituents  in  the  cement.  In  a  recent  statement  put  forward  as  to  the 
injurious  action  of  magnesia,  the  cement  referred  to  contained  72  per  cent  of  lime  and 
magnesia,  and  it  could  scarcely  be  regarded  as  extraordinary  that  such  a  cement  should 
prove  a  complete  failure  since  it  is  well  known  that  such  a  proportion  as  72  per  cent  of 
lime  would  render  Portland  cement  so  unsafe  as  to  cause  it  to  be  condemned."  ^ 

It  should  be  mentioned,  moreover,  that  in  the  cases  of  failure  which  have  occurred  the 
magnesia  has  been  found  by  analysis  aft«r  the  cement  has  been  for  some  time  under  sea- 

^  Dent's  Camtor  Lectures,  1887. 
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water,  and  that  it  may  not  liaye  been  in  the  cement  when  originally  deposited,  bnt 
introdaced  by  the  chemical  action  of  the  eea-water  upon  the  nncombined  lime  ATtating 
in  the  cement.  If  this  is  so,  the  best  safeguard  against  the  evil  would  be  extreme  care  to 
aToid  oyerUmed  cements,  and  to  cool  and  aerate  the  cements  thoroughly  before  use 
(see  p.  176). 
With  regard  to  the  action  of  sea-water  upon  cement,  Mr.  Dent  says  : — 
"  From  a  recent  report  of  Professor  Brazier  on  the  cause  of  the  failure  of  some  cement 
used  in  the  construction  of  a  graving  dock  in  Aberdeen  harbour,  it  would  appear  that  the 
reaction  which  takes  place  between  the  magnesium  chloride  contained  in  sea- water  and 
lime  may,  undfflr  certain  conditions,  be  sufficient  to  cause  the  disint^ration  of  some 
descriptions  of  Portland  cement,  the  lime  in  the  cement  being  dissolved." 

Sulphates. — Lime  can  also  be  made  to  unite  with  water  by  the  presence 
of  a  small  quantity  of  any  sulphates,  and  the  employment  of  tius  property 
by  a  suitable  process  will  considerably  increase  its  setting  power. 

The  setting  of  lime  thus  treated  is  essentially  distinct  from  that  produced 
by  combination  witih  sUica,  inasmuch  as  it  depends  on  combination  with 
water  only  (which  becomes  solid)  and  the  resulting  substance  (which  is  simply 
hydrate  of  lime)  is  entirely  soluble  in  water,  though  with  more  difficulty 
than  the  ordinary  slake  lime,  owing  to  its  superior  density. 

Sulphate  of  magnesia  ^  (commonly  known  as  Epsom  salts)  is  very  soluble 
in  water. 


EFFLOEESCENCE  ON  WALLS. 

The  surfaces  of  walls  are  often  covered  with  an  efflorescence  of  an 
unsightly  character. 

This  efflorescence  is  formed  by  a  process  known  as  taUbpetrdfig,  It  shows 
itself  chiefly  in  the  case  of  newly  built  walls,  but  also  in  those  parts  of  older 
walls  which  are  exposed  to  damp.  It  varies  somewhat  in  appearance  and  also 
in  chemical  composition,  and  is  most  apparent  in  dry  weather. 

Appearance, — It  is  generally  white  in  colour  and  crystalline  in  structure ; 
the  crystals  presenting  the  appearance  of  very  fine  fibres  or  needles,  or 
looking  like  a  thin  coating  of  snow  or  white  sugar. 

Composition. — Chemical  analysis  has  shown  that  these  crystals  vary  con- 
siderably in  composition.  They  often  consist  of  sulphate  of  magnesia,  also 
of  sulphate  of  lime ;  of  carbonate,  sulphate,  or  nitrate  of  soda  ;  of  chlorides 
of  soda  and  potash,  and  carbonate  of  potash. 

Causes, — ^Efflorescence  is  attributable  sometimes  to  the  bricks  or  stones  of 
a  wall,  sometimes  to  the  mortar.  Dampness  is  favourable  to  its  formation. 
Cold  as  low  as  the  freezing  point  stops  it 

In  bricks  burnt  with  coal  fires,  or  made  from  clay  containing  iron  pyrites 
(bisulphide  of  iron),  the  sulphur  from  the  fuel  converts  the  lime  or  magnesia 
in  the  clay  into  sulphates.  When  the  bricks  are  wet  these  dissolve;  when  dry, 
they  evaporate,  leaving  crystals  on  the  surface.  The  sulphate  of  magnesia  is 
generally  found  m  much  greater  quantity  than  the  sulphate  of  lime,  as  it  is 
far  more  soluble  in  water. 

Many  limestones  contain  magnesia  (see  p.  149) ;  these  are  acted  upon  during 
calcination  by  the  sulphur  in  the  fuel;  sulphates  are  formed,  which  find  their 
way  into  the  mortar  and  produce  effects  similar  to  those  above  mentioned. 

Again,  the  sulphur  acids  evolved  from  ordinary   house  fires  attack  the 


Magnesium  sulphate. 
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magnesia  and  lime  in  the  mortar  joints  of  the  chimney  ;  these  dissolve  and 
evaporate  on  the  soiface. 

The  formation  of  chlorides  is  nearly  sore  to  take  place  if  sea  sand  or  sea 
water  be  used,  or  in  bricks  made  from  day  which  has  been  covered  by  salt 
water. 

In  some  situations  the  formation  of  the  nitrates  has  been  attributed  to  the 
absorption  of  ammonia  from  the  air. 

The  potassium  and  sodium  salts  are  supposed  in  many  cases  to  be  derived 
partly  from  the  limestone  used  for  the  mortar,  and  partly  from  the  fuel 
employed  in  burning  the  lime. 

Dimdvantages. — ^Not  only  does  the  efflorescence  present  a  disagreeable 
appearance,  but  it  causes  damp  patches  on  the  surfkice  of  the  wall,  it  will 
eat  through  any  coat  of  paint  that  has  been  applied  after  the  efflorescence 
has  once  commenced,  and  will  even  detach  small  fragments  of  the  materials 
composing  the  wall 

Remedies, — Prevention  in  this  case  is  better  than  any  attempt  at  cure. 

The  best  plan  is  to  avoid  all  the  materials  above  mentioned  as  likely  to 
give  rise  to  efforescence. 

In  the  case  of  bricks,  clay  containing  pyrites  or  much  magnesia  should 
not  be  used  ;  special  bricks  may  be  burnt  with  coke  or  wood. 

As  regards  mortar,  the  use  of  limestones  containing  magnesia  to  any  great 

extent  may  generally  be  avoided. 

If,  however,  it  does  occur  in  spite  of  all  precautions,  the  following  remedies 
may  be  tried  : — 

In  the  case  of  ashlar- work  : — 1.  The  suriiEU^  may  be  covered  with  a  wash 
of  powdered  stone,  sand,  and  water,  which  is  afterwards  cleaned  ofL 

This  fills  up  the  pores  of  the  stone,  and  temporarily  stops  the  efflorescence. 
When  the  wash  is  removed  the  saltpetreing  will  recommence,  but  in  a  weaker 
degree  than  before.^ 

2.  Painting  the  surface  is  sometimes  efficacious  if  it  is  done  before  the 
efflorescence  commencea 

The  mortar  before  use  may  be  treated  to  prevent  it  from  causing  efflores- 
cence— 

1.  By  mixing  with  it  any  animal  fatty  matter.  General  Gillmore  recom- 
mends 8  to  12  lbs.  of  fatty  matter,  100  lbs.  quicklime,  and  300  cement 
powder. 

2.  Potash  salts  may  be  rendered  harmless  by  adding  hydrofluosilidc  acid.^ 

-      ANALYSIS  OF  LIMES  AND  CEMENTS. 

The  strictly  chemical  view  of  this  subject  is  beyond  the  scope  of  these 
Notes  ;  but  in  order  to  render  them  more  complete,  the  following  directions' 
for  testing  and  analysing  a  lime  or  cement  are  added,  in  the  hope  that  they 
may  be  useful  to  such  readers  as  may  have  the  chemical  knowledge  neces- 
sary to  imderstand  them  and  put  them  into  practice. 

Chemical  Test. — '^  A  useM  chemical  test  for  the  amount  of  hydraulidty 
is  made  as  follows : — A  small  portion  of  the  lime  or  cement  (about  as  much  as 

^  Bomell  On  Limes  and  OemeiUs. 
s  Gillmore  On  Limes  and  Cements. 

'  From  Notes  an  the  Chemistry  of  Building  Materials^  by  Captain  Abney,  R.E., 
P.R.S. 
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can  be  piled  upon  a  sixpenny  piece)  is  placed  in  a  test-tube,  and  sufficient 
HgO  added  to  cover  it,  and  finally  about  1^  drachm  of  HCL.  It  is  then 
warmed  over  a  gas  jet  or  spirit  lamp.  If  much  soluble  silicic  acid  be  present 
it  will  form  a  thick  jelly,  whilst  if  poor  or  if  it  have  become  inert,  it  will  be 
only  partially  gelatinised,  and  perhaps  remain  liquid.  Taking  a  cement 
which  is  known  to  be  rich  in  silica,  and  comparing  it  with  the  one  which  is 
to  be  tested,  a  very  fair  estimation  of  its  hydraulicity  can  be  made.  Limes 
which  contain  much  magnesia  are  apt  to  part  with  their  silica  in  an  amorphous 
powdery  form,  yielding  only  a  slightly  gelatinous  appearance.  This  should 
be  noted,  and  a  sample  not  rejected  if  the  TprecipiUUed  silica  be  sufficiently 
large  in  amount  If  the  cement  or  lime  effervesce  very  strongly  on  the  appli 
cation  of  the  HCl,  there  is  a  strong  suspicion  that  it  has  absorbed  too  much 
carbonic  acid,  and  has  thereby  weakened  its  setting  and  lasting  properties." 

Ohemioal  Analysis. — ''The  chemical  analysis  of  a  lime  or  cement  is 
one  which  is  easily  performed,  and  requires  but  little  apparatus. 

''  About  30  grains  of  the  cement  should  be  powdered  in  a  mortar  and  placed 
in  a  small  porcelain  dish,  and  about  2  drachms  of  H,0  and  the  same  quantity 
of  HCl  added  to  it,  and  the  dish  placed  on  the  sand  bath  ;  a  brisk  effer- 
vescence being  noted,  shows  the  presence  of  carbonic  acid.  The  powder,  after 
stirring  with  a  glass  rod,  will  begin  to  dissolve,  and  after  five  minutes'  boiling 
a  residue  will  be  left  which  is  plainly  unattackable  by  the  acid.  This  must 
be  filtered  out^  and  noted  as  insolvhU  residue^  consisting  most  probably  of 
sand.  After  filtering  and  washing  out  the  dish  the  liquid  is  evaporated  to 
drynesg.  When  the  dish  is  sufficiently  cool,  a  little  strong  HCl  is  poured  on 
the  mass,  and  then  hot  water,  and  the  whole  again  boiled.  It  will  now  be 
found  that  a  white  residue  is  left  undissolved.  This  is  silicic  add,  which 
must  be  filtered  out 

"  A  small  portion  of  the  liquid  is  poured  into  a  test-tube,  and  a  little  H,S 
added.  Should  there  be  no  pp^,  the  absence  of  Qroup  II.  may  be  inferred.' 
Another  portion  is  treated  with  NH4CI+NH4HO  ;  this  will  be  found  to  yield, 
in  almost  all  cases,  a  reddish  gelatinous  pp\  Such  being  the  case,  the  same 
re-agents  must  be  added  to  the  whole  remaining  portion  of  the  liquid  which 
should  be  transferred  to  a  glass  beaker.  The  pp^  must  next  be  filtered  out, 
and  well  washed  with  warm  H,0,  and  the  filtrate  (a)  left  for  further 
examination. 

''  The  pp*  being  dissolved  off  the  filter  by  passing  a  few  drops  of  strong  HCl 
through  it,  and  the  solution  being  diluted  with  a  little  water,  EHO  is  added 
in  excess.  A  red  gelatinous  pp^  at  once  becomes  apparent  This  is  filtered 
out  and  tested  for  iron  by  (NH4)iS.  Blackening  shows  the  presence  of  iron. 
The  filtered  solution  is  now  treated  with  NH^Cl,  and  should  a  white  gelati- 
nous pp^  be  formed  after  standing,  alumina  is  present  Solution  (a)  is  next 
examined, — a  small  portion  of  it  may  be  tested  with  ammonium  hydro- 
sulphate,  usually  without  any  result :  but  should  a  pp*  be  produced,  it  will 
indicate  Mn  or  Zd,  or  both  ;  the  remaining  portion  is  treated  with  (NHJaCOs ; 
a  dense  white  pp^  will  be  at  once  formed,  this  must  be  filtered  out,  and  the 
solution  (P)  put  away  for  subsequent  examination.     The  pp^  is  then  treated 

'  Group  II.  consists  of  metals,  in  solutions  of  which  HCl  gives  no  precipitate,  but 
HCl + H^  give  precipitates— the  metals  are  Hg.  Co.  BL  Cd.  As.  Sh.  Sn.  The  metals 
of  this  group  are  but  seldom  met  with  in  lines  or  cements ;  should  any  be  present 
recouise  must  be  had  to  the  tables. 
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with  a  very  little  dilute  HG,  which  dissolves  it.  To  a  portion  of  its  solution 
a  little  CaSO^  is  added  ;  a  pp^  on  boiling  indicates  the  presence  of  Ba  or  Sr, 
while  a  pp*  caused  by  (NHJiC,04-f  NH4HO — in  a  fresh  portion  of  the  solution 
— shows  the  presence  of  limt, 

"  Solution  (/J)  is  next  treated  with  a  few  drops  of  NH^HO  and  Na^HPO^,  and 
left  standing  an  hour  ;  a  pp*  being  then  visible  gives  evidence  of  magnesia. 

*'  About  100  grains  of  the  cement  should  be  boiled  in  water  to  extract  any 
soluble  salts,  and  the  filtered  solution  evaporated  down  to  small  bulk  ;  none 
of  the  soluble  salts  of  the  metals  of  groups  iL,  iii.,  and  iv.  would  be  likely  to 
occur  in  a  lime  or  cement,  and  consequently  tiie  metals  of  these  groups  need 
not  be  looked  for.  A  small  quantity  of  lime  will,  however,  be  taken  up  by 
ilie  water.  A  small  quantity  of  ammonia,  and  ammonium  oxalate,  and  an 
excess  of  ammonia,  must  be  added  to  the  solution  to  precipitate  it,  after 
which  the  filtered  solution  should  be  evaporated  to  dryness.  The  residue 
should  then  be  strongly  ignited  to  drive  off  the  excess  of  ammonium  oxalate, 
and  should  there  still  be  a  residue  it  will  probably  consist  of  alkaline  chlorides 
present  in  the  cement.  To  confirm  this  result,  redissolve  the  residue  in 
water  and  test  a  portion  for  chlorine  with  silver  nitrate,  which  should  pro- 
duce a  white  curdy  precipitate,  insoluble  in  boiling  nitric  acid. 

"  Finally,  if  any  soluble  sulphate  be  present  it  will  have  been  taken  up  by  the 
HgO  ;  therefore,  a  fresh  portion  of  the  solution  should  be  tested  with  barium 
chloride,  which  will  produce  a  white  precipitate  if  any  sulphuric  acid  be  present. 

"  A  further  search  for  acids  is  unnecessary,  no  one  of  any  importance  or  of 
any  value  could  be  found,  as  any  such  would  have  been  traced  in  the  ex- 
amination for  metals.  The  qualitative  examination  of  a  lime  or  cement 
usually  gives  the  following  as  present : — 

**  Carbonic  Acid.  Alumina.  Alkalies. 

Insoluble  Residue.  Lime  Chlorine. 

Silicic  Acid.  Magnesia.  Sulphuric  Acid  (trace).** 

Ferric  Oxide. 

The  following  Table  gives  analyses  of  a  few  cements  (made  by  a  friend  of  the  writer's) 
taken  from  actual  specimens  of  fair  quality  met  with  in  practice  : — 


POBTLAND  CCMEMT. 

Roman  Cemekt. 

HsDrvA 
Cement. 

Heavy 

slow- 
setting. 

Light 

quek- 

settmg.i 

Average 

good 
cement. 

Specimen  1. 

specimen  2. 

Clay  unacted  upon     » 

•8 

4-4 

Traces. 

9-7 

7-9 

5-8 

Soluble  Silica    . 

22-3 

20-6 

22-0 

16-0 

17-2 

19-0 

Oxide  of  Iron'  . 
Soluble  Alumina 

3-2 

7-2 

3-6 
10-9 

3-5 
8-0 

-   22-2 

'   21-6 

'   16-6 

J 

Sulphuric  Acid 

1-4 

2-4 

1-0 

Lime 

63-0 

60-0 

62-0 

41-2 

46-1 

49-8 

Magnesia . 

•6 

•2 

1-0 

1-7 

1-6 

Alkaliee    . 

1-8 

1-5 

1-5 

"V 

N 

1 

Carbonic  Acid  . 

a  •  « 

6-0 

Traces. 

'     9'2 

■    5*7 

\     9-8 

Moisture  and  loss 

•7 

1-5 

1-0 

J 

/ 

J 

1  This  cement  evidently  contains  too  little  lim< 

3,                '  Feme  oxide. 

B.  C. — III 

R 
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PLASTEES,  ETC. 

Materials  used  by  Plasterers. — A  great  variety  of  composi- 
tions are  used  by  plasterers,  some  of  which  will  be  described. 

Among  the  most  important  of  these  are  cements  of  various 
kinds.  Many  of  these  are  used  also  for  building  purposes,  and 
have  abeady  been  considered.  Others  are  very  deficient  in  strength 
and  weathering  properties,  and  are  suitable  only  for  covering  the 
surfaces  of  internal  walls.     These  wiU  now  be  described. 

In  addition  to  these  there  are  several  mixtures  made  up  of 
lime,  sand,  and  other  materials,  distinguished  by  various  names, 
and  also  used  for  covering  surfaces  of  walls. 

The  description  of  these  was,  to  a  slight  extent,  necessarily 
anticipated  in  Part  II.,  but  will  here  be  repeated. 

Materials  used  by  the  plasterer  in  common  with  other  trades, 
such  as  size,  laths,  etc.,  will  be  described  in  Chapter  IX. 

Cements,  eta,  used  as  Plasters. — Gtpsum. — ^The  basis  of  most  plasters 
is  a  native  bydrated  sulphate  of  lime  occurring  as  a  soft  stone,  usually  of  a 
more  or  less  crystalline  texture,  and  varying  in  colour  from  wbite  througb 
shades  of  brown  and  grey  to  black.  White  and  light  shades  are  the  com- 
monest in  England,  where  it  is  found  in  Derbyshire,  Nottinghamshire, 
Cheshire,  and  Westmoreland.  It  is  also  found  in  great  abundance  in  the 
neighbourhood  of  Paris. 

The  very  fine-grained  pure  white  varieties  are  termed  **  alabaster,"  or,  when 
transparent,  "  selenites." 

The  raw  stone  is  prepared  either  by  simple  calcination,  or  by  calcination 
and  combination  with  various  salts  of  the  alkalies. 

Plaster  of  Paris  is  produced  by  the  gentle  calcination  of  g3rpsum  to  a 
point  short  of  the  expulsion  of  the  whole  of  the  moisture.  The  raw  stone  is 
sometimes  ground  in  the  first  instance  and  calcined  in  iron  vessels. 

Paste  made  from  it  sets  in  a  few  minutes,  and  attains  its  full  strength  in 
an  hour  or  two. 

At  the  time  of  setting  it  expands  in  volume,  which  makes  it  valuable  for 
filling  up  holes  and  other  defects  in  ordinary  work. 

It  is  also  added  to  various  compositions  in  order  to  make  them  harden 
more  rapidly. 

Plaster  of  Paris  is  used  for  making  ornaments  for  ceilings,  eta ,  which  are 
cast  by  forcing  it,  in  a  pasty  state,  into  wax  or  gutta-percha  moulds. 

Where  it  is  plentiful,  as  in  the  neighbourhood  of  Paris,  it  is  used  in  all 
parts  of  house-construction  where  it  will  1)e  free  from  exposure  to  the 
weather,  for  which  exposure  it  is  unfit,  as  it  is  very  soluble  in  water. 

There  are  three  qualities  of  plaster  of  Paris  in  the  market — the  "superfine" 
"yitic,"  and  "coarse;"  the  two  former  being  whiter  and  smoother  in  grain 
than  the  last  The  superfine  is  sold  in  casks,  and  the  other  qualities  in  casks 
or  sacks.     Both  casks  and  sacks  contain  2  cwt. 

Portland  Cement  is  much  used  by  plasterers  for  external  rendering  (see 
page  404,  Part  II.) 
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Ab  before  mentioned,  the  lighter  varieties  of  Portland  cement,  weighing 
from  95  to  105  lbs.  per  bushel,  are  those  best  adapted  for  this  purpose. 
They  set  more  quickly,  and  thus  save  expense  not  only  in  their  first  cost,  but 
also  in  the  labour  that  is  bestowed  upon  them  by  the  plasterer. 

BoMAK  Cbjient,  and  others  of  the  same  class,  described  at  page  157,  are 
used  for  external  rendering,  as  mentioned  at  page  405,  Part  XL 

Kbsnb's  Cement  is  a  plaster  produced  by  recalcining  plaster  of  Paris  after 
soaking  it  in  a  saturated  solution  of  alum. 

One  pound  of  alum  is  dissolved  in  a  gallon  of  water,  and  in  this  solution 
are  soaked  84  lbs.  calcined  plaster  of  Paris  in  small  lumps  ;  these  lumps  are 
exposed  eight  days  to  the  air,  and  then  recalcined  at  a  dull  red  heat. 

The  addition  of  half-a-pound  of  copperas  gives  the  cement  a  cream  colour, 
and  is  said  to  make  it  better  capable  of  resisting  the  action  of  the  weather. 

This  cement  is  harder  than  the  other  varieties  made  from  plaster  of  Paris, 
and  is  consequently  used  for  floors,  skirtings,  columns,  pilasters,  etc. ;  it  is 
also  frequently  painted  to  imitate  marble. 

Keene's  cement  is  made  in  two  qualities,  the  coarse  and  the  superfine : 
the  former  is  white,  and  capable  of  receiving  a  high  polish  ;  the  latter  is  not 
so  white,  or  able'  to  take  so  good  a  polish,  but  sets  hard.  The  superfine 
quality  is  sold  in  casks  containing  3^  bushels,  and  the  coarse  in  casks  of  the 
same  size,  and  in  sacks  containing  3  bushels. 

Parian  Cement,  sometimes  called  Keating^s  Cementy  is  said  to  be  produced 
by  mixing  calcined  and  powdered  gypsum  with  a  strong  solution  of  borax, 
then  recalcining,  grinding,  and  mixing  with  a  solution  of  alum. 

There  are  two  qualities  of  Parian  cement  in  the  market — the  "  superfine  " 
and  the  "  coarse.**  They  are  sold  in  casks  and  sacks  of  the  same  sizes  as  those 
used  fer  Keene's  cement 

''  Parian  is  said  to  work  freer  than  either  Eeene's  or  Martin's  cement,  and 
is  therefore  preferable  for  large  surfaces,  which  have  to  be  hand-floated  before 
trowelling  ;  but  the  two  latter  cements  are  fatter^  and  produce  sharper  arrises 
and  mouldings."  ^ 

As  Keene's  and  Parian  cement  are  not  used  for  mortaii  their  tensile  strength  is  of  no 
practical  importance.  When  oUowed  to  set  in  air  their  strength  was  found  by  Mr.  Grant 
to  be  as  follows  per  sectional  area  of  2J  inches  : — 


Keene. 

Parian. 

Seven  days     . 
Fourteen  days 
Three  months 

Ite. 
546-0 

585-8 

720-5 

lbs. 
642-3 

671-2 

858-7 

Martin's  Cbmbnt  is  made  in  a  similar  way  to  Parian— carbonate  of  potash 
(pearl-ash)  being  used  instead  of  borax,  and  hydrochloric  acid  being  some- 
times added. 

It  is  made  in  three  different  qualities — coarse,  fim/t,  and  miperfi/M — the  coarser 
kinds  being  of  a  reddish-white  colour,  and  the  finer  pure  white.  It  is  said 
to  cover  more  surface  in  proportion  to  its  bulk  than  any  other  similar 
material.* 


Seddon. 


Papworth. 
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Bobikson's  Cement  is  made  from  alabaster  (sulphate  of  lime)  foond  in  the 
Inglewood  Forest  near  Carlisle.  It  has  somewhat  similar  properties  to 
Keene's  and  Parian  cements,  and  can  be  used  for  similar  purposes — ^for 
decorations,  plastering,  etc. 

Metallic  Cement  *'  has  a  metallic  lustre,  is  suitable  for  outside  work, 
and  is  intended  to  dispense  with  colouring  or  painting,  but  is  not  much 
used.''! 

One  yariety  is  made  by  mixing  ground  slag  from  copper-smelting  works 
with  ordinary  cement  stone. 

Portland  Ctfment  Stucco  is  a  mixture  of  Portland  cement  and  chalk.  It  is  of  a 
good  colour  and  close  texture ;  weaker  than  Portland  cement,  but  not  so 
liable  to  crack. 

Lias  Cement  is  produced  from  Lias  shales  containing  a  large  proportion  of 
soluble  silica.  It  resembles  Lias  lime  in  appearance ;  sets  in  eight  or  ten 
minutes,  and  is  used  for  lining  water-tanks,  or  other  purposes  for  which  a 
light  quick-setting  cement  is  required. 

John's  Stucco  Cement  is  used  as  a  wash  or  paint,  and  when  mixed  with 
three  parts  of  sand  as  a  stucco.  It  is  said  to  adhere  well,  to  be  hard  when 
set  and  impervious  to  wet,  and  to  be  fit  for  mouldings  or  castings.' 

Uses. — The  Keene's,  Parian,  and  similar  "  cements  "  or  plasters 
are  largely  used  for  the  best  class  of  internal  plastering,  and,  as 
they  set  very  quickly,  they  can  be  painted  within  a  few  hours, 
which  is  a  great  advantage. 

They  are  capable  of  receiving  a  very  high  polish,  to  obtain 
which  the  surface  is  rubbed  down  with  gritstones  of  various 
degrees  of  coarseness  ;  afterwards  stopped  or  paid  over  with  semi- 
Uquid  neat  cement  which  fills  up  the  pores ;  rubhed  again  with 
snake-stone,  and  finished  with  putty  powder. 

The  plasters  should  not  be  used  in  situations  much  exposed  to 
the  weather,  on  account  of  their  solubility.  This  consideration, 
combined  with  their  cost,  and  the  moderate  strength  they  attain 
even  under  favourable  circumstances,  makes  them  unsuitable  for 
most  engineering  works. 

Mastics  are  a  species  of  cements  consisting  of  brick,  burnt  clay,  or  lime- 
stone powdered,  mixed  with  oil  and  litharge,  or  some  other  drier. 

In  former  years  they  were  much  used  for  covering  external  mouldings,  etc. 
They  were  applied  in  a  thin  coat  with  great  care,  and  looked  well,  but 
required  painting  periodically  to  compensate  for  the  evaporation  of  the  oiL 

Several  varieties  were  used  on  the  Continent,  but  that  best  known  in  Eng- 
land was  called  Hamelin^s  Mastic, 

This  material,  however,  was  expensive,  and  has  been  superseded  by  Port- 
land cement 

The  l£aterials  used  in  Ordinary  Plastering  are  laid  on   in 
successive  coats,  which  differ  from  one  another  in  composition. 
In  all  of  them  the  lime  used  should  be  most  thoroughly  slaked, 

^  Seddon.  '  Papworth. 
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or  it  will  throw  out  blisters  after  being  spread.  For  this  reason 
the  "stuff"  is  generally  made  long  before  it  is  required,  and  left 
for  weeks  to  cool. 

Pure  or  fat  limes  are  generally  used  for  the  sake  of  economy, 
and  for  safety.  Hydraulic  limes  would  require  special  attention 
to  prevent  them  from  blowing.  Moreover,  the  surface  of  plaster 
made  with  fat  lime  is  more  absorbent,  and  less  liable  to  encourage 
condensation,  than  that  of  plaster  made  with  hydraulic  lime. 

Salt  water  and  sea-sand  should  not  be  used,  as  the  salts  they 
contain  would  cause  permanent  dampness  and  efflorescence. 

Hair. — The  hair  used  by  the  plasterer  in  order  to  make  his 
"  coarse  stuJBF"  hang  together  is  obtained  from  the  tanner's  yard. 

It  should  be  long,  sound,  free  from  grease  and  dirt,  thoroughly 
separated,  beaten  up,  or  switched  with  a  lath,  so  as  to  separate  the 
hairs,  and  dried. 

It  is  classed  according  to  quality  as  Nos.  1,  2,  and  3,  the  last 
being  the  best.     A  bushel  weighs  from  14  to  15  lbs. 

White  hair  is  selected  for  some  work,  but  as  it  should  all  be 
thoroughly  covered  by  the  coats  subsequent  to  that  in  which  it 
occurs,  its  colour  is  not  of  importance. 

Coarse  Stuff  is  a  rough  mortar  containing  1  or  1^  part  of 
sand  to  1  of  slaked  lime  by  measure. 

This  is  thoroughly  mixed  with  long  sound  ox  hair  (free  from 
grease  or  dirt,  and  well  switched,  or  immersed  in  water  to  sepa- 
rate the  hairs)  in  the  proportion  of  1  lb.  hair  to  2  cubic  feet  of 
the  stuflf  for  the  best  work,  and  1  to  3  for  ordinary  work. 

The  sand  is  generally  heaped  round  in  a  circiQar  dish  form ; 
the  lime,  previously  mixed  with  water  to  a  creamy  consistence, 
is  poured  into  the  middle.  The  hair  is  then  added,  and  well 
worked  in  throughout  the  mass  with  a  rake,  and  the  mixture  is 
left  for  several  weeks  to  *'  cool,"  i.e.  to  become  thoroughly  slaked. 

"  If  mixed  in  a  mill  the  hair  should  only  be  put  in  at  the  last 
moment,  or  it  will  get  broken  and  torn  into  short  pieces. 

**  If  there  is  sufficient  hair  in  coarse  stuff  for  ceilings,  it  should, 
when  taken  up  on  a  slate  or  trowel,  hang  down  from  the  edges 
without  dropping  off. 

"  For  walls  the  hair  may  be  rather  less  than  in  top  stuff  for 
ceilings."  ^ 

Fine  Stuff  is  pure  lime  slaked  to  paste  with  a  small  quantity 
of  water,  and  afterwards  diluted  with  water  till  it  is  of  the  con- 

>  Seddon. 
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sistence  of  cream.  It  is  then  allowed  to  settle ;  the  water  rising 
to  the  top  is  allowed  to  ran  off,  and  that  in  the  mass  to  evapo- 
rate until  the  whole  has  become  thick  enough  for  use.  For  some 
purposes  a  small  quantity  of  hair  is  added. 

Plasterer's  Putty  is  pure  lime  dissolved  in  water,  and  then 
run  through  a  fine  sieve.  It  is  very  similar  to  fine  stuff,  but  pre- 
pared in  a  more  careful  manner,  and  is  always  used  without  hair. 

Gattged  Stuff,  also  called  "  Pvity  and  Plaster^'  contains  from 
f  to  ^  plaBterer's  putty,  the  remainder  being  plaster  of  Paris. 

The  last-named  ingredient  causes  the  mixture  to  set  very 
rapidly,  and  it  must  be  mixed  in  small  quantities,  not  more  being 
prepared  at  a  time  than  can  be  used  in  half  an  hour. 

The  proportion  of  plaster  used  depends  upon  the  nature  and 
position  of  the  work,  the  time  available  for  setting,  the  state  of  the 
weather,  etc.,  more  being  required  in  proportion  as  the  weather  is 
damp.     An  excess  of  plaster  causes  the  coating  to  crack. 

It  is  used  for  finishing  walls  and  for  cornices.  In  the  latter 
the  putty  and  plaster  should  be  in  equal  proportions. 

Selenitio  Plaster  is  made  with  selenitised  lime,  otherwise  known  aa 
selenitic  cement 

This  material  has  been  described  at  page  179. 

The  method  of  mixing  the  material  for  the  first  coat  of  plastering  on 
brickwork  is  exactly  similar  to  the  process  as  carried  oat  for  mixing  mortar. 

This  process  has  been  described  at  pages  206,  207  ;  and  also  at  page  407, 
Part  XL,  and  need  not  therefore  be  repeated. 

For  plastering  on  lath  work  and  other  coats  the  following  directions  of  the 
patentees  shonld  be  rigidly  followed. 

They  have  already  been  given  in  Part  XL,  but  are  here  repeated  to  make 
these  Notes  more  complete  in  themselves. 

"-For  Plastering  on  Lath  Work. — To  the  same  quantities  of  water  and  prepared 
lime,  as  given,  add  only  6  or  8  bushels  of  clean  sharp  sand  and  2  hods  of 
well-haired  Hme  putty  ;  the  hair  being  previously  well  hooked  into  the  lime 
putty.  When  the  mUl  is  used,  the  haired  putty  should  only  be  ground  suffi- 
ciently to  ensure  mixing.     X/>nger  grinding  destroys  the  hair. 

"  Lime  putty  should  be  run  a  short  time  before  being  used,  to  guard  against 
blisters,  which  will  sometimes  occur. 

**  NB. — This  mixture  will  be  found  to  answer  equally  well  for  ceilings  as  for 
partitions.  If  the  sand  is  very  sharp,  use  only  6  bushels  of  sand  for  covering 
the  lath,  and  when  sufficiently  set,  follow  with  8  bushels  of  sand  for  floating 
(or  straightening). 

"  Sitting  Coat  and  Trowelled  Stticco. — For  common  setting  (or  finishing  coat 
of  plastering),  the  ordinary  practice  of  using  chalk  lime  putty  and  washed 
sand  is  recommended.  But  if  a  hard  selenitic  face  is  required,  care  must  be 
taken  that  the  prepared  selenitic  lime  be  first  passed  through  a  24  by  24 
mesh  sieve,  to  avoid  the  possibility  of  bUsteriug,  and  used  in  the  following 
proportions  : — 4  pails  of  water  ;  2  bushels  of  prepared  selenitic  lime  ([j^ 
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viously  sifted  through  a  24  bj  24  mesh  sieve) ;  2  hods  of  chalk  lime  putty  ; 
3  bushels  of  fine  washed  sand. 

*'  This  should  be  treated  as  trowelled  stucco  ;  first  well  hand-floating  the 
surface,  and  then  well  trowelling.     A  very  hard  surface  is  then  produced. 

'^  Selenitic  Clay  Finish. — 5  pails  of  water ;  1  bushel  of  prepare^  selenitic 
lime  ;  3  bushels  of  prepared  selenitic  clay  ;  2  bushels  of  fine  washed  sand  ;  1 
hod  of  chalk  lime  putty. 

''This  mixture,  well  hand-floated  to  a  fair  face,  and  then  well  trowelled,  will 
produce  a  finished  surface  equal  to  Parian  or  Eeene's  cement,  and  will  be 
found  suitable  for  hospital  walls,  public  schools,  etc.  Being  non-absorbent, 
it  is  readily  washed. 

''  The  use  of  ground  selenitic  day  improves  the  mortar^  and  renders  it  more 
hydraulic. 

"  When  the  selenitic  clay  is  used,  2  bushels  may  be  added  to  1  bushel  of 
prepared  selenitic  lime,  the  proportion  of  sand,  ballast,  etc.,  being  the  same  as 
for  prepared  selenitic  lime.  The  use  of  selenitic  day  effects  a  considerable 
saving,  as  it  is  much  cheaper  than  lime. 

*'For  OuUide  Plastering  use  6  or  8  bushels  only  of  clean  sand,  and  for  finish- 
ing rough  stucco  face  use  4  or  5  bushels  only  of  fine  washed  sand,  to  the  pro- 
portions of  lime  and  water  given.'' 

Bough  Cast  is  composed  of  washed  gravel  mixed  with  hot 
hydraulic  lime  aud  water.  It  is  applied  in  a  semi-fluid  state,  as 
described  at  page  409,  Part  11. 

stucco. — This  term  is  very  loosely  applied  to  various  substances  which 
differ  considerably  from  one  another.  These  may  be  classed  as  follows : — 
1.  Compounds  of  hydraulic  lime,  formerly  much  used  for  external  covering  to 
walls.  2.  Mixtures  of  lime,  plaster,  and  other  materials  for  forming  smooth 
surfaces  on  internal  walls,  chiefly  those  intended  to  be  painted.  3.  All 
sorts  of  calcareous  cements  and  plasters  used  for  covering  walls. 

These  latter  have  been  described  imder  their  several  heads. 

Common  Stucco  consists  of  three  parts  clean  sharp  sand  to  one  part  of 
hydraulic  lime. 

It  was  much  used  at  one  time  as  an  external  covering  for  outside  walls, 
but  has  to  a  great  extent  been  superseded  by  cements  of  recent  introduction. 

The  method  of  applying  this  and  the  other  compositions  mentioned  below 
Lb  described  at  p.  406,  Part  11. 

Trowelled  Stucco  is  used  for  surfaces  intended  to  be  painted,  and  is  com- 
posed of  two-thirds  fine  stuff  (without  hair)  and  one-third  very  fine  clean  sand. 

Bastard  Stucco  is  of  the  same  composition  as  trowelled  stucco,  with 
the  addition  of  a  httle  hair. 

Bough  Stucco  contains  a  larger  proportion  of  sand,  which  should,  more- 
over, be  of  a  coarser  grit  The  surface  is  roughened  as  described  at  page  406, 
Part  n.,  to  give  it  an  appearance  like  that  of  stone. 

ArtifLoial  Marbles  may  be  produced  by  skilful  workmen  by 
working  colours  in  with  almost  any  of  the  white  cements  or  rathei 
plasters  mentioned  at  pages  242,  243. 

Certain  processes  for  imitating  marbles  are,  however,  known  by 
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distinctive  names,  and  one  or  two  of  the  more  important  of  these 
will  now  be  briefly  noticed. 

SoAGLiOLA  is  a  coating  applied  to  walLi,  columns,  etc.,  to  imitate  marble.  It 
is  made  of  plaster  of  Paris,  mixed  with  yarious  colouring  matters  dissolved  in 
glue  or  isinglass ;  also  with  fragments  of  alabaster  or  coloured  cement  inter- 
spersed through  the  body  of  the  plaster. 

The  method  of  applying  and  finishing,  this  material  is  described  at  page 
410,  Part  II. 

Marbzzo  Mabble  is  also  a  kind  of  plaster  made  to  imitate  marble. 

A  sheet  of  plate-glass  is  first  procured,  upon  which  are  placed  threads  of 
floss  silk,  which  have  been  dipped  into  the  veining  colours  previously  mixed 
to  a  semi-fluid  state  with  plaster  of  Paris.  Upon  the  experience  and  skill  of 
the  workman  in  placing  this  coloured  silk  the  success  of  the  material  pro- 
duced depends.  When  the  various  tints  and  shades  required  have  been  put 
on  the  glass,  the  body  colour  of  the  marble  to  be  imitated  is  put  on  by  hand. 
At  this  stage  the  silk  is  withdrawn,  and  leaves  behind  sufficient  of  the 
colouring  matter  with  which  it  was  satui-ated  to  form  the  veinings  and 
markings  of  the  marble.  Dry  plaster  of  Paris  is  now  sprinkled  over  to  take 
up  the  excess  of  moisture,  and  to  give  the  plaster  the  proper  consistence.  A 
canvas  backing  is  applied  to  strengthen  the  thin  coat  of  plaster,  which  ^  is 
followed  by  cement  to  any  desired  thickness  ;  the  slab  is  then  removed  from 
the  glass  and  polished. 

'^  imitation  marble  of  this  description  is  employed  for  pilasters  and  other 
ornamental  work,  and  is  now  used  by  Mr.  Geoige  Jennings  in  the  manufac- 
ture of  a  variety  of  articles." 

''  The  basis  of  Marezzo  marble,  as  well  as  of  Scagliola,  being  plaster  of  Paris, 
neither  of  them  is  capable  of  bearing  exposure  to  the  weather.**  ^ 

''  The  ArtificUd  Marble  now  manufactured  in  London  is  made  on  the  same 
principle  as  the  Marezzo,  but  differs  from  it  in  the  character  of  the  cement 
used.  A  less  expensive  table  is  also  substituted  for  the  plate  glass,  and  the 
canvas  backing  is  altogether  omitted."  ^ 

Other  artificial  marbles  are  described  at  page  76. 

Enriohments. — ^The  plasterer  requires  a  great  variety  of 
mouldings,  ornaments,  pateras,  flowers,  and  other  enrichments  for 
the  decoration  of  his  work. 

These  may  be  made  either  in  plaster  of  Paris  composition  or 
in  papier-mach^. 

Plaster  Ornaments  are  cast  either  in  wax  or  in  plaster,  the  latter  process 
being  used  chiefly  for  large  ornaments  which  have  an  undercut  pattern. 

The  ornament  is  in  either  case  first  modelled  in  clay  and  well  oiled. 

In  making  wax  moulds,  the  wax  is  melted,  mixed  with  rosin,  and  poured 
in  upon  the  model,  arrangement  having  been  made  to  prevent  its  escape  ; 
the  whole  is  then  steeped  in  water,  and  the  wax  becomes  detached  in  one 
mass. 

When  plaster  is  used  as  the  material  for  the  mould,  it  is  laid  on  to  the 

^  Dent. 
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model  in  plastic  pieces  fitted  together,  and  then  the  whole,  when  dry,  is 
immersed  in  hoiled  linseed  oiL 

In  casting,  the  plaster  in  a  semi-fluid  state  is  dabbed  with  a  brash  into  the 
mould. 

Composition  Ornaments  are  made  with  a  mixture  of  whiting,  glue,  water, 
oil,  and  resin. 

The  oil  and  resin  are  melted  together  and  added  to  the  glue,  which  has 
been  dissolved  in  water  separately.  This  mixture  is  then  poured  upon 
pounded  whiting,  well  mixed,  and  kneaded  up  with  it  to  the  consistency  of 
dough. 

When  used  the  material  is  warmed  to  make  it  soft,  and  is  forced  into  box- 
wood moulds  carved  to  the  patterns  required. 

Papier-Mach^  is  a  much  lighter  material  for  ornaments  than  either  com- 
position or  plaster,  and  it  is  much  used  for  the  purpose. 

Cuttings  of  paper  are  boiled  down  and  beaten  into  a  paste,  mixed  with 
size,  placed  in  a  mould  of  metal  or  sulphur,  and  pressed  by  a  counter-mould 
at  the  back,  so  as  to  be  reduced  to  a  thickness  of  about  \  inch,  the  inner 
surface  being  parallel  to  the  outer  surfiEtce,  and  roughly  formed  to  the  same 
pattern. 

Papier-mache  is  sometimes  made  of  sheets  of  paper  glued  together,  and 
forced  into  a  metal  mould  to  give  the  pattern  required. 

In  some  cases  a  composition  of  piilp  of  paper  and  rosin  is  first  placed  in 
the  mould.  This  adheres  to  the  paper  ornaments  moulded  as  above  described, 
and  takes  the  lines  and  arrises  of  the  mould  more  sharply  than  the  paper 
alone  would  do. 

Carton  Pierre  is  a  species  of  papier  mache  made  with  pulp  of  paper, 
whiting,  and  size,  pressed  into  plaster  moulds. 

Fibrous  Plaster  consists  of  a  thin  coating  of  plaster  of  Paris  on  a  coarse 
canvas  backing  stretched  on  a  light  framework,  and  formed  into  slabs. 

This  material  has  great  advantages.  Large  surfaces  can  be  quickly  covered 
without  much  preparation  for  fixing,  as  it  is  less  than  \  the  weight  of 
plaster,  and  it  can,  if  required,  be  painted  at  once. 

Dennett's  Fireproof  MateriaL — The  material  used  for 
Dennett's  patent  fireproof  constiniction  is  a  concrete  of  broken 
stone  or  brick  imbedded  in  a  matrix  of  plaster  produced  by 
calcining  gypsum  at  a  strong  red  heat  (see  p.  3  72,  Part  IL)  Being 
fireproof,  it  is  much  used  for  theatres.  It  sets  at  about  the  same 
rate  as  ordinary  Portland  cement,  and  attains  a  strength  nearly 
equal  to  that  of  the  original  gypsum. 
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ASPHALTES. 

Asphaltes  are  combinations  of  bitumen  and  calcareous  matter, 
sometimes  found  in  nature,  sometimes  artificially  formed. 

Natural  asphaltes  are  superior  to  artificial  imitations,  probably 
because  in  them  the  bitumen  is  more  thoroughly  incorporated 
with  the  limestone  or  other  calcareous  matter. 

The  natural  asphalte  is  generally  ground,  mixed  with  sand  and 
a  further  proportion  of  bitumen,  and  run  into  moulds.  When 
thus  mixed  it  is  known  as  mastic. 

In  the  preparation  of  mastic  mineral  pitch  (bitumen)  must  be 
used,  not  coal-tar  pitch ;  the  latter  is  brittle,  easily  softened,  and 
weak. 

Uses,  Advantages  and  Disadvantages.  —  Patent  asphalte 
(or  mastic)  is  waterproof,  fireproof,  easily  applied,  and  to  some 
extent  elastic,  it  can  therefore  be  used  with  advantage  for  many 
purposes. 

It  is  an  admirable  material  for  the  damp-proof  courses  of  walls 
(see  Part  II.  p.  214),  also  as  a  waterproof  layer  over  arches  or 
flat  roofs,  or  for  lining  tanks.  It  is  useful  for  floors  that  require 
a  very  smooth  surface,  as  in  racket  courts ;  also  for  those  that 
have  to  resist  water,  as  in  wash-houses,  and  for  skirtings  of  such 
floors.  When  spread  and  brought  to  a  smooth  surface  it  wears 
well  in  footpaths,  makes  substantial  and  almost  noiseless  carriage- 
ways, but  is  very  sUppery  in  damp  weather. 

It  is  also  used  for  the  joints  of  pavements  of  stone  and  other 
materials,  and  prevents  the  penetration  of  wet,  but  makes  such 
pavements  more  noisy. 

Charaoteristios. — Good  mastic  should  be  proof  against  frost 
and  damp,  tough  not  brittle,  and  uninflammable.  It  should 
withstand  a  temperature  of  from  140**  to  160**  Fahr.  without 
softening  to  any  appreciable  extent,  and  should  not  become  so 
fluid  as  to  run  down  below  a  temperature  of  260°  Fahr.^ 

Laying. — ^Any  details  regarding  the  laying  of  asphalte  would 
be  out  of  place  in  these  Notes,  which  relate  to  the  characteristics 
of  materials,  not  to  the  manner  of  using  them. 

The  following  remarks  are  necessary,  however,  in  order  to 
understand  the  peculiarities  of  the  different  kinds  of  asphalte 
described  below. 

^  Dent. 
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There  are  two  principal  methods  by  which  asphaltes  may  be 
applied  to  a  surface :  (1)  by  being  melted,  spread,  and  nibbed  to  a 
smooth  surface. 

(2)  By  being  ground  to  powder,  spread,  and  consolidated  by 
ramming. 

Of  these  methods  the  first  is  the  more  convenient  in  many 
positions,  but  asphaltes  laid  as  compressed  powder  appear  to  be 
the  most  durable  under  considerable  wear,  as  in  carriage-ways.^ 

In  aU  cases  asphalte  should  be  laid  on  a  good  base  of  concrete 
or  other  solid  material 

Wbeu  the  surface  is  at  a  slope  exceeding  about  iSr,  the  asphalte  is  apt  to 
run  if  exposed  to  the  sun,  unless  a  good  key  can  be  obtained. 

For  steep  inclinations  and  for  vertical  work  (such  as  the  linings  of  tanks) 
the  face  must  be  roughed,  the  joints  well  raked  out  and  fiUed  with  asphalte, 
the  whole  surface  free  from  moisture  and  warmed  ;  the  asphalte  is  then  applied 
in  successive  thin  coatings.  Where  the  moisture  cannot  be  got  rid  of,  it  is 
necessary  to  buHd  the  face  of  the  wall  with  asphalte  joints,  to  which  the 
covering  asphalte  adheres.     Plates  of  asphalte  are  sometimes  used. 

''  Minute  holes  are  noticeable  in  compressed  asphaltes  shortly  after  they  are 
laid,  which  seem  after  a  time  to  close  up  or  disappear,  while  others  open. 
The  cause  of  these  has  not  been  satisfactorily  explained."  ^ 

Varieties  in  the  Market. — There  are  several  different  asphaltes 
in  the  market.     A  few  of  them  will  now  be  described. 

Seyssel  Asphalte,  known  also  as  Claridge^s  Patent  Asphalte,  is  made  from 
a  bituminous  rock  found  at  Pyrimont  Seyssel,  in  the  Jura  mountains. 

It  is  a  limestone  saturated  with  bitumen,  and  contains  about  90  to  92  per 
cent  carbonate  of  lime  and  10  to  8  per  cent  of  bitumen. 

This  material  is  ground,  mixed  with  grit  and  with  heated  mineral  tar 
until  the  mass  has  thoroughly  amalgamated  and  become  reduced  to  a  mastic. 
It  is  then  run  into  moulds  to  form  blocks. 

These  blocks  are  18  inches  square,  6  inches  deep,  and  weigh  about  125 
lbs.  each  ;  countersunk  on  two  sides  with  the  words  PYRIMONT  AND 
SEYSSEL  as  the  trade  mark. 

The  asphalte  is  imported  in  this  form  by  the  Pyrimont  Seyssel  Asphalte 
Company,  from  whose  circular  most  of  the  following  information  is  obtained  : — 

QuALrpisa — There  are  three  qualities  in  the  market — 

1.  Fine,  without  grit,  used  for  magazine  floors  and  as  a  cement  for  very 
close  joints  in  brickwork. 

2.  Fine-gritted,  for  covering  roofs  and  arches,  lining  tanks,  as  a  cement  for 
brickwork,  and  for  running  the  joints  of  stones. 

3.  Coarse-gritted,  containing  more  and  larger  grit ;  used  for  pavements  and 
floorings  where  great  strength  is  required,  as  gun-shed  floors,  tun-room  floors, 
margins  of  stall  floors,  etc  In  gateways  for  heavy  carriage  traffic  small 
pieces  of  granite  chippings,  etc,  are  introduced. 

»  Report  of  Engineer,  City  of  London,  1871.  *  Clark  on  Boadn. 
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Mixiiro. — The  blockB  of  asphalte  are  broken  up  into  pieces  of  not  more 
than  1  lb.  weight  each,  and  melted  in  iron  caldrons  heated  by  wood  or  peaL 

Coal  is  objectionable  on  account  of  the  smoke  it  creates  ;  coke  injures  the 
material  and  destroys  the  caldron. 

The  following  directions  are  from  the  circular  of  the  company  : — 

^  The  fire  having  been  lighted  in  the  caldron,  put  into  the  boiler  2  IbsL  of 
mineral  tar,  to  which  add  56  lb&  of  asphalte,  broken  into  pieces  of  not  more 
than  1  lb.  each.  Mix  the  asphalte  and  tar  together  with  the  stirrer,  till  the 
fortner  becomes  soft,  and  then  place  the  lid  on  the  caldron,  keeping  up  a  good 
fire.  In  a  quarter  of  an  hour  repeat  the  stirring,  and  add  56  lbs.  more 
asphalte,  in  similar  sized  pieces,  distributed  over  the  surfiM^  of  that  in  the 
caldron.  Again  cover  the  caldron  for  ten  minutes,  after  which  keep  the  con- 
tents constantly  stirred,  adding  by  d^rees  asphalte  in  the  proportion  of  112 
lbs.  to  1  lb.  of  tar,  until  the  caldron  is  full  and  the  whole  is  thoroughly 
melted.^  When  fit  for  use  the  asphalte  will  emit  jets  of  light  smoke  and 
freely  drop  from  the  stirrer." 

The  asphalte  is  removed  from  the  cauldron  in  ladles,  poured  over  the  con- 
crete foundation,  or  other  place  where  it  is  to  be  applied,  brought  to  a  smooth 
surface  with  wooden  rubbers,  and  finished,  either  with  a  mixture  of  slate-dust 
and  silver  sand  in  equal  parts,  or  roughened  by  grit  stamped  in  while  the 
asphalte  is  soft 

Val  de  Travers  Asphalte  is  from  a  rock  found  at  Neuchatel  in 
Switzerland. 

It  is  said  to  be  richer  in  bitumen  than  the  asphalte  from  Seyssel,  contain- 
ing from  11  to  12  per  cent,  and  sometimes  as  much  as  20  per  cent 

The  material  is  laid  in  two  different  ways — either  in  powder,  compressed,  by 
ramming,  into  a  solid  condition,  or  by  melting  and  spreading,  as  in  the  case 
of  Seyssel  asphalte. 

Hot  Compressed  Process, — ^The  natural  rock  having  been  ground  to  powder, 
is  subjected  to  great  heat  in  a  revolving  boiler.  The  boiler  may  be  on  the 
spot,  or  the  powder  may  be  brought  in  a  hot  state  in  closed  iron  carts. 

A  foundation  of  Portland  cement  concrete  having  been  fonned,  its  suifjAce 
is  spread  over  with  the  powder,  which  is  then  compressed  by  means  of  hot  iron 
rammers  into  one  homogeneous  layer  without  joints,  and  impervious  to 
moisture. 

Carriage-ways  are  generally  laid  by  this  method. 

Liquid  Process. — ^The  material  used  is  composed  of  Yal  de  Travers  rock, 
mixed  with  a  large  quantity  of  clean  grit  about  the  size  of  a  split  pea. 

The  asphalte  is  melted  in  boilers  as  above  described,  a  small  quantity  of 
bitumen  being  gradually  added. 

^  Practice,  however,  best  regulates  the  quantity  of  tar  to  properly  flux  the  asphalte. 
In  exposed  sitaatlons,  particularly  on  the  coast  during  cold  and  other  unfavourable 
weather,  a  strong  fire  is  necessary  to  be  kept  up,  and  at  such  times  the  asphalte  work 
is  longer  in  execution.  On  this  account  the  tar  is  more  quickly  consumed,  and  a 
small  quantity  will  have  to  be  added.  A  somewhat  laiger  proportion  of  tar  is  also 
necessary  in  the  application  of  asphalte  to  brickwork,  and  also  in  running  the  joints 
of  stones.  In  warm  climates  an  excess  of  tar  must  be  avoided.  From  the  first 
lighting  of  a  caldron  about  SJ  hours  will  be  occupied  before  the  entire  mass  with 
which  it  is  to  be  filled  will  become  melted.  The  subsequent  operation  will  occupy 
about  half  an  hour  less  time. 
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It  is  carried  in  ladles  from  the  caldrons  to  the  concrete  foundation  pre- 
pared for  it,  and  spread  in  a  liquid  state  oyer  the  surface  and  allowed  to 
cool. 

.About  18  parts  asphalte  and  2  parts  grit  are  used  for  roofs,  linings,  tanks, 
etc. 

About  16  parts  asphalte  and  2  parts  grit  for  flooring,  footways,  stalls, 
etc.  etc. 

Bather  more  bitumen  is  added  in  the  roofs  than  the  floors,  but  the  amount 
depends,  of  course,  upon  circumstances. 

laixnner  Asphalte  is  obtained  from  Limner,  near  Hanover. 

The  asphalte  is  broken  up  and  mixed  with  clean  grit,  together  with  a 
small  quantity  of  bitumen. 

The  mixture  is  melted  in  caldrons,  and  laid  in  two  thicknesses,  the  lower 
stratum  having  coarser  grit  in  it  than  the  other. 

Brunswick  Bock  Asphalte  is  obtained  from  mines  at  Yorwohle,  in 
Brunswick,  Germany. 

Montrotier  Asphalte  is  a  French  production,  and  is  laid  in  compressed 
powder.     Mastic  Asphalte  comes  from  Spain,  and  is  laid  in  small  blocks. 

There  are  several  other  so-called  asphaltes  in  which  the  natural  substance 
is  mixed  with  various  iugredients. 

Among  these  may  be  mentioned  the  following : — 

Bamett's  Iiiquid  Asphalte  is  made  from  natural  or  artificial  asphaltes, 
mixed  with  powdered  oxide  of  iron  and  a  small  proportion  of  mineral  tar. 

The  materials  are  melted  and  laid,  as  before  described,  on  a  concrete 
foundation. 

Trixiidad  Asphalte  is  a  mixture  of  Trinidad  pitch,  broken  stone,  chalk, 
and  other  ingredients,  and  is  laid  hot,  in  the  form  of  powder. 

Patent  British  Asphalte  is  a  mixture  of  quicklime,  pitch,  sawdust,  and 
ground  iron  slag,  heated  and  laid  in  a  semi-liquid  state. 

Inferior  Asphaltes  are  also  made  with  coal-tar  pitch  boiled  with  chalk 
and  sand. 

Pitch  plays  an  important  part  in  asphaltes,  and  it  will  be  well  to  distin- 
guish between  the  different  varietie& 

Mineral  Pitch,  or  bitumen,  is  the  constituent  that  makes  asphalte  so 
valuable. 

In  fact,  strictly  speaking,  solid  bitumen  is  asphalte  ;  the  rock  asphalte, 
generally  known  by  engineers  as  asphalte,  is  merely  stone  saturated  with 
asphalte. 

It  used  to  be  found  in  large  quantities  on  the  Dead  Sea  (Locus  atphaliiUa), 
and  thus  obtained  the  name  of  Bitumen  of  Judea, 

Natural  bitumen  is  found  also  in  the  island  of  Trinidad. 

Bitumen  contains  an  oil  which  in  coal  tar  is  very  volatile,  and  escapes, 
leaving  the  tar  brittle. 

Coal  tar  is  very  brittle  at  the  freezing  point,  and  softens  at  115"  (Fahr.), 
whereas  true  bitumen  is  tough  at  20%  and  will  not  soften  at  170**  (Fahr.) 

Coal  Tar  Pttoh  is  the  residue  obtained  by  distilling  coal  tar. 

This  material  is  sometimes  used  instead  of  bitumen  for  mixing  with 
asphalte. 

It  is,  however,  brittle,  softens  more  under  heat,  is  easily'  crushed,  and  is 
altogether  inferior. 
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WHITENING  AND  COLOUEING. 

Whitewash  is  made  from  pure  white  lime  mixed  with  water. 

It  is  used  for  common  walls  and  ceilings,  "  especially  where,  for  sanitary 
reasons,  a  frequent  fresh  application  is  considered  preferable  to  any  coating 
which  would  last  better.  It  readily  comes  off  when  rubbed,  will  not  stand 
rain,  nor  adhere  well  to  very  smooth  or  non-porous  surfsu^s.  It  is  cheap,  and 
where  used  for  sanitary  reasons  should  be  made  up  of  hot  lime  and  applied 
at  once,  under  which  conditions  it  also  adheres  better."  ^ 

Whitewash  is  improved  by  adding  1  lb.  of  pure  tallow  (free  from  salt)  to 
every  bushel  of  lime. 

The  process  is  generally  described  as  lime  whiting. 

The  following  is  a  method  recommended  for  making  whitewash  for  outside 
work. 

<'  Take  a  clean  water-tight  barrel,  and  put  into  it  half  a  bushel  of  lime. 
Slake  it  by  pouring  water  over  it  boiling  hot,  and  in  sufficient  quantity  to 
cover  it  5  inches  deep,  and  stir  it  briskly  till  thoroughly  slaked.  When  the 
slaking  has  been  effected,  dissolve  it  in  wat^r,  and  add  2  lb.  sulphate  of  zinc 
and  1  of  common  salt ;  these  will  cause  the  wash  to  harden,  and  prevent  its 
cracking. "  ^ 

Common  Colourino  is  prepared  by  adding  earthy  pigments  to  the  mixtures 
used  for  lime  whiting. 

The  following  proportions  ^  may  be  used  per  bushel  of  lime  ;  more  or  less 
according  to  the  tint  required  : — 

Oream  Colour, — 4  to  6  lbs.  of  ochre. 

Favm  Golowr, — 6  to  8  lbs.  umber  ;  2  lbs.  Indian  red  ;  2  lbs.  lampblack. 

Bvff  or  St&ne  Colour. — 6  to  8  lbs.  raw  umber,  and  3  or  4  lbs.  lampblack. 

Whiting  is  made  by  reducing  pure  white  chalk  to  a  fine  powder. 

It  is  mixed  with  water  and  size,  and  used  for  whitening  ceilings  and  inside 
walls.     It  will  not  stand  the  weather. 

**  The  best  method  of  mixing  it  is  in  the  proportion  of  6  lbs.  whiting  to  1 
quart  of  double  size  (see  p.  449),  the  whiting  to  be  first  covered  with  cold 
water  for  six  hours,  then  mixed  with  the  size  and  left  in  a  cold  place  till  it 
becomes  like  jeUy,  in  which  condition  it  is  ready  to  dilute  with  water, 
and  use." 

"It  will  take  1  lb.  jelly  to  every  6  superficial  yards." ^ 

Whiting  is  made  in  three  qualities — common,  tovm,  and  gilders.  It  is  sold 
by  weight  in  casks  containing  from  2  to  10  cwts.,in  sacks  containing  2  cwts., 
in  firkins  (very  small  casks),  in  bulk,  and  in  small  balls. 

Distemper  is  the  name  for  all  colouring  mixed  with  water  and  size. 

White  Distemper  is  a  mixture  of  whiting  and  size. 

The  best  way  of  mixing  is  as  follows  : — ^Take  6  lbs.  of  the  best  whiting 
and  soak  it  in  soft  water  sufficient  to  cover  it  for  several  hours.  Pour  off 
the  water,  and  stir  the  whiting  into  a  smooth  paste,  strain  the  material,  and 
add  1  quart  of  size  in  the  state  of  weak  jelly ;  mix  carefully,  not  breaking 
the  lumps  of  jelly,  then  strain  through   muslin  before  using ;  leave  in  a 

^  Seddon.  ^  Bum. 
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cold  place,  and  the  material  will  become  a  jelly,  which  is  diluted  with  water 
when  required  for  use. 

Sometimes  about  half  a  tablespoonful  of  blue  black  is  mixed  in  before  the 
size  is  added. 

It  is  sometimes  directed  that  the  size  should  be  used  hot,  but  in  that  case 
it  does  not  work  so  smoothly  as  when  used  in  the  condition  of  cold  jelly, 
but  on  the  contrary  drags  and  becomes  crumpled,  thus  causing  a  rough 
surface. 

When  the  white  is  required  to  be  very  bright  and  clean,  potato  starch  is 
used  instead  of  the  size. 

Coloured  Distemper  is  tinted  with  the  same  pigments  as  are  used  for  coloured 
paints  (see  page  422),  whiting  being  used  as  a  basis  instead  of  white  lead  or 
zinc  white. 

In  mixing  the  tints  the  whiting  is  first  prepared,  then  the  colouring  pig- 
ment, the  latter  being  introduced  sparingly,  size  is  then  added,  and  the 
mixture  is  strained. 

The  colours  are  classed  as  "  Common,"  "  Superior,"  and  "  Delicate,"  in  the 
same  way  as  described  at  page  422. 

Quantity  of  Materials  used  for  Plastering,  etc. — The  quantity  of 
materials  required  for  plastering,  rendering,  etc,  depends  upon  the  nature  of 
the  materials  used,  the  degree  of  roughness  of  the  walls,  and  other  circum- 
stances. Information  on  this  subject  will  be  found  in  the  Builders*  Price- 
books,  Hurst's  Surveyor's  Pocket-Book,  etc  The  following  Table  was  carefully 
compiled  from  practical  observation  for  Colonel  Seddon's  Notes  on  the  Building 
Trades,  etc.— 

TABLE  of  the  Quantity  of  Materials  used  in  Plastering,  Rendering,  etc. 


10  Yards  Superficial. 

0 

Feet 
cube. 

Hydraulic 
Ijime. 

Sand. 

Hair. 

Gal- 
lous. 

1         Ptld.  Cement. 

Lath  and  Half- 
I^aths. 

cubeJ^^- 

Bundles 

Render  float  and 
trowel,  1  Portland 
cement,  2  sand 

•  •  • 

■  •  « 

6 

■  •  • 

15 

24 

Render  one  coat, 
and  set  with  fine 
stuff 

5 

5 

2i 

20 

Render  float,  and 
set  with  fine  stufl* 

«i 

•  •  ■ 

6J 

3 

26 

Lath,  plaster,  and 
set  with  fine  stuff 

6i 

•  ■  • 

H 

2i 

22 

•  •  • 

2i 

Lath,  plaster,  float, 
and  set  with  fine 
stuff 

6i 

■  •  • 

6J 

3i 

27 

•  •  • 

2i 
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WEIGHT  OF  LIMES,  CEMENTS,  etc. 

The  weights  of  various  limes  and  cements  are  given  approximately  below. 
The  precise  weight  varies,  of  course,  according  to  degree  of  freshness,  size  of 
lumps,  fineness  of  grinding,  etc. 


Quicklime  in  SmaU  Lumps  (F^resh). 

White  chalk  lime    . 

<»rey       „       „     (Hailing) 

Portland  stone  lime 

Blue  lias  „       „    (various) 


»» 


t> 


Weight  per  Foot  Cube 
in  Lbs. 

39 

44 

47 

58  to  70 


Quicklime,  Ground  (Freeh). 

Blue  Lias  lime  (various) 
Grey  chalk  lime 
Arden  »       m        • 


Weight  per  Foot  Weight  per  Striked 
Cube  in  Lbs.         Bushel  in  Lbs.  1 


49  to  68 
43 
68 


63  to  87 
55 
87 


Cembmts,  etc. 

Weight  per 

Foot  Cube 

in  Lbs. 

Weight  per 

Trade  Bushel 

in  Lbs.i 

Weight  per 

Striked  Bushel 

in  Lbs. 

Portland 
Roman 
Medina 
Keene's    . 
Parian 

Plaster  of  Paris 
Whiting  . 

1                  » 

• 
• 
• 
• 

• 

74  to  1014 
60  to    621 

61 

64 

60 

50 

64 

100 

70 

68 

76 

66 

Sold  by  weight 

Do. 

95  to  130 
77  to    80 

78 

82 

77 

64 

82 

^  See  page  158. 


Chapter  IV. 

METALS. 

THE  metals  used  by  the  engineer  and  builder  are  iron,  copper, 
lead,  zinc,  tin,  and  some  of  their  alloys. 

Ores. — These  metals  are  not  found  to  any  great  extent  in  the 
pure  metallic  state,  but  chiefly  in  the  form  of  oxides,  carbonates, 
or  sulphides,  called  "  ores/' 

Dressing. — ^The  ores  are  broken  up,  and  separated  from  the 
earthy  matters  adhering  to  them,  by  stamping  or  crushing  in 
mills,  and  by  washing  in  a  stream,  which  carries  away  the  lighter 
impurities,  leaving  the  ore,  which  is  then  said  to  be  **  dressed." 

C(dcinaiio7i  and  Boasting. — ^The  next  step  is,  as  a  rule,  to  roast 
the  ore  in  heaps  or  in  kilns,  in  order  to  drive  off  the  moisture  and 
carbonic  acid,  and  to  fit  it  for  smelting. 

Smelting. — ^The  ore  is  mixed  with  a  substance  called  a  "  flux/' 
selected  in  consequence  of  its  tendency  to  combine  with  the  pai- 
ticular  impurities  of  the  ore.  The  mixture  is  then  thrown  into  a 
furnace  and  subjected  to  intense  heat,  upon  which  the  metal 
sinks  down  in  a  fluid  state,  while  the  impurities  combine  with 
the  flux,  and  run  off  in  a  light  and  fusible  slag. 


lEON. 

Frodnction. — Orbs. — Iron  ores  are  generally  carbonates, 
hydrates,  or  oxides  of  the  metal,  the  latter  being  the  best 

British  iron  is  obtained  from  ores  found  in  several  strata^  but 
chiefly  in  those  of  the  coal-bearing  or  carboniferous  series,  in 
which  they  are  most  conveniently  interspersed  with  the  fuel 
(coal)  and  the  flux  (limestone)  necessary  for  their  reduction. 

The  following  are  the  principal  British  iron  ores : — 

Clay  Iratistone  is  a  carl)onate  of  iron  of  day-like  appearance.    This  ia  a  Texy  im- 
pnie  ore,  containing  not  only  clay,  bat  pyrites  and  sulphu;  and  prodndng  in  some  cases 

B.  C. — m  S 
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as  liiUe  aa  20  per  cent  of  iron.  However,  on  aooovint  of  the  luge  quantities  in  which  it 
is  fonnd,  and  ii  consequence  of  its  being  near  ooal  and  limestone,  it  is  the  most  important 
iron  ore  worked  in  Great  Britain. 

It  occurs  chiefly  in  the  ooal  measures  of  Derbyshire,  Staffordshire,  Shropshire,  York- 
shire, Warwickshire,  and  South  Wales  ;  also  in  the  Lias  formations  of  Yorkshire  (CleTe- 
land).  The  ores  Tary  greatly  in  quality,  haring  a  yield  of  iron  which  ranges  from  20  to 
40  per  cent. 

Blackband  is  clay  ironstone  darkened  by  from  10  to  25  per  oent  of  bituminous  and 
carbonaceous  matter,  which  makes  it  cheaper  to  smelt.  It  is  found  chiefly  in  Lanark- 
shire and  Ayrshire,  where  it  yields  about  40  per  oent  of  iron ;  also  in  Staffordshire,  Dur- 
ham, North  Wales,  where  the  yield  yaiies  considerably,  being  generally  less  than  in 
Scotland. 

Red  HoemaHU  is  an  oxide  of  iron  found  in  many  forms,  often  in  globular  or  kidney- 
shaped  masses  of  red  colour. 

This  is  the  richest  British  iron  ore,  the  chief  impurity  being  silica ;  it  yields  from  60 
to  60  per  cent  of  iron. 

Tins  ore  is  found  in  the  carboniferous  limestone  of  Cumberland  (Cleator  Moor,  White- 
haven), Lancashire  (Ulverston),  and  in  Qlamoiganshire. 

Some  of  these  ores  are  greatly  in  demand  for  making  Bessemer  steel. 

Brown  BcemaiiU  is  also  an  oxide  of  iron  (hydrated),  and  of  a  brown  colour.  It  con- 
tains some  60  per  cent  of  iron,  and  is  found  in  Gloucestershire  (Forest  of  Dean), 
Cumberland  (Alston  Moor),  in  Durham,  Devonshire,  Northamptonshire,  and  on  the 
Continent. 

Magnetic  Iron  Ore  is  seldom  found  in  this  country.  A  little  occurs  in  Devonshire, 
but  it  exists  in  large  quantities  in  Sweden  and  Norway. 

Spathic  Ore  is  a  crystalliBed  carbonate  of  iron,  generally  mixed  with  lime^  found  in 
Durham  (Weardale),  Devonshire  (Exmoor),  and  Somersetshire  (Brendon  Hills).  It  yields 
about  37  per  cent  of  iron. 

Such  of  these  ores  as  are  rich  in  manganese  are  used  for  the  manufacture  of  Spieg- 
eleisen  (see  p.  304). 

Foreign  Ores  which  cannot  be  described  in  detail  are  much  used  in  connection  with 
those  of  home  production. 

Iron  ores  are  not  sufi^ciently  valuable  to  pay  for  their  being  washed  and 

dressed. 

Those  that  occur  in  large  massesj  such  as  clay  ironstone,  are  roasted  to 
drive  off  the  carbonic  acid,  and  to  render  them  more  easy  to  break  up. 

Smelting. — The  extraction  of  the  metal  from  the  ore  is 
effected  in  a  large  upright  fuinace  lined  with  firebrick. 

Into  this  furnace  a  strong  blast  of  air  is  forced. 

In  former  years  the  air  for  the  blast  was  supplied  at  its  ordi- 
nary temperature.  This  is  still  done  in  some  few  instances,  the 
process  being  called  the  "cold  blast,"  and  the  resulting  material  cold- 
blast  iron. 

Some  years  ago  the  hot-blast  process  was  introduced.  In  this 
the  air  is  raised  to  a  temperature  of  some  800®  or  900**  Fahr. 
(sometimes  to  1 200*"  or  1400*)  before  being  forced  into  the  furnace. 
By  this  a  very  great  saving  of  fuel  is  effected,  and  a  greater  heat 
obtained.  Moreover,  calcining  may  sometimes  be  dispensed  with, 
coal  may  be  used  instead  of  coke,  and  altogether  the  process  is  far 
more  economical 

The  object  of  smelting  is  to  tree  the  metal  from  its  combina- 
tions, and  to  get  (as  far  as  possible)  all  impurities  out  of  the  ore 
In  the  form  of  a  fusible  slag. 
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To  effect  this  a  flux  is  added  of  a  nature  suited  to  combine 
with  the  impurities  or  "  gangue  "  in  the  ore. 

If  the  gangue  is  chiefly  clay,  as  it  often  is  in  this  country, 
limestone  is  added  as  a  flux.  If  the  gangue  is  chiefly  quartz,  an 
argillaceous  iron  ore  and  limestone  are  added.  If  the  gangue 
itself  is  limestone,  clay  or  clayey  ores  are  added. 

The  furnace  is  filled  to  a  certain  height  with  fuel  When  this 
is  burning,  ore  mixed  with  flux  is  introduced  from  the  top,  and 
then  layers  of  fuel  and  ore,  with  flux,  alternately. 

When  the  furnace  is  fully  heated,  the  molten  iron  sinks  to  the 
bottom,  being  covered  by  the  lighter  and  more  fusible  impurities 
in  the  form  of  "  slag,^' 

A  furnace  once  lighted  is  not  allowed  to  go  out  until  it  requires 
thorough  repair,  but  is  continually  replenished  with  fuel  and  ore 
at  the  top. 

When  a  considerable  quantity  of  molten  iron  has  collected,  the 
furnace  is  tapped,  and  the  iron  is  run  into  a  long  channel  formed 
in  sand,  having  branches  on  each  side,  called  the  sow  and  her 
pigs — ^hence  the  bars  produced  are  called  "  pig-iron." 

CoTn/paraiive  Advantages  of  Hot  and  Cold  Blast  Iron, — ^The  very  liigh  tem- 
perature produced  by  the  hot  blast  enables  many  of  the  impurities  in  the  ore 
to  be  reduced  to  a  molten  state,  and  run  out  with  the  metal. 

If  this  is  taken  advantage  of,  the  impurities  are  retained  in  the  resulting 
metal,  instead  of  being  got  rid  of  in  the  smelting  process,  and  a  very  weak 
inferior  iron  is  produced. 

It  is  evident,  then,  that  the  hot  blast  rnay  be  used  to  produce  a  very 
inferior  material,  and  this  for  some  time  brought  it  into  disrepute. 

Many  specifications  still  direct  that  cold-blast  iron  is  to  be  used. 

It  has,  however,  been  shown  by  experience  that  the  temperature  of  the 
blast  has,  in  itself,  but  little  effect  upon  the  iron  produced,  and  that,  with  the 
same  care  in  the  selection  of  materials  and  conduct  of  the  process,  iron  may 
be  produced  by  the  hot  blast  of  as  good  quality,  and  as  reliable,  as  that  from 
a  cold-blast  furnace. 

After  a  great  many  experiments  on  the  relative  strength  of  hot-blast  and 
cold-blast  iron,  Sir  William  Fairbaim  came  to  the  following  conclusion  :~ 

*'  From  the  eyidence  here  brought  forward  it  is  rendered  exceedingly  probable  that  the 
introduction  of  a  heated  blast  in  the  manufacture  of  cast  irons  has  iigured  the  softer 
irons,  while  it  has  frequently  mollified  and  improved  those  of  a  harder  nature  ;  and  con- 
sidering the  small  deterioraUon  that  the  irons  of  quality  No.  2  ^  have  sustained,  and  the 
apparent  benefit  to  those  of  No.  8,  together  with  the  great  saving  effected  by  the  heated 
blast,  there  seems  some  reason  for  the  process  becoming  general,  as  it  has  done."  ' 

There  are  but  few  cold-blast  furnaces  now  in  the  country.  Among  them 
may  be  mentioned  those  at  the  celebrated  Lowmoor  and  Bowling  works  ;  also 
some  at  Blsenavon  in  South  Wales. 

^  See  pa^e  249.  ^  Iron  Manufadurt,  etc.,  by  Sir  William  Fairbaim. 
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PIG-IEOK 

Pig-iron  is  the  name  givfen  to  the  rough  bars  of  unpurified 
iron  ruu  from  the  blast  furnace. 

In  this  form  it  is  sold  to  the  founder  or  to  the  iron  manufacturer. 

By  them  it  is  subjected  to  various  processes,  which  will  here- 
after be  described. 

Different  Materials  produoed  from  Pig-iron. — The  result  of 
these  processes  is  the  production  of  materials  which,  though  origin- 
ally from  the  same  ore,  and  stiU  of  nearly  the  same  chemical 
composition,  differ  very  widely  in  their  mechanical  properties  and 
characteristics. 

These  materials  may  be  divided  into  three  general  classes : — 

Cast  iron, 
Wrought  iron, 
and  SteeL 

The  difiTerent  processes  required  for  the  production  of  these 
three  classes  of  material,  and  tiiose  connected  with  the  conversion 
of  the  metals  generally  into  the  forms  suited  for  the  market — such 
as  pigs  or  ingots,  plates  and  sheets,  bars  of  different  sections,  etc. — 
win  be  very  lightly  touched  upon. 

Though  every  engineer  ought  to  know  something  of  the  pro- 
cesses of  manufacture,  it  matters  very  little  to  him  how  the 
iron  he  uses  is  made,  for  he  can  generally  test  it  to  see  if  it 
is  good. 

Foreign  Substances  in  Fig-iron. — Pig-iron  always  contains 
foreign  substances,  among  which  are 

Carbon,  Silicon,  Sulphur,  Phosphorus,  and  Manganese,  besides 
many  others  in  smaller  proportion. 

Of  these  foreign  bodies  that  which  plays  by  far  the  most 
important  part  is  carhon. 

The  great  differences  (which  will  presently  be  pointed  out)  that 
exist  between 

Cast  iron. 
Steel, 

Wrought  iron, 
depend  chiefly  upon   the   amount   of  carbon  they  respectively 
contain. 

The  other  substances  may  generally  be  regarded  as  impurities. 
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Each,  however,  when  present,  plays  an  important  part  (see  pp. 
262,  263),  and  in  some  cases  their  presence  is  beneficiaL 

With  regard  to  the  influence  of  carbon,  Dr.  Percy  makes  the 
following  remarks : — 

"  Of  all  the  compounds  of  iron  none  are  to  be  compared  with  those  of  carbon  in  prac- 
tical importance.  .  .  .  When  carbon  is  absent,  or  only  present  in  very  small  quantity, 
we  have  vrroMghl  iron^  which  is  comparatiYely  soft,  malleable,  dnctile,  weldable,  easily 
forgeable,  and  very  tenacious,  bat  not  fusible  except  at  temperatures  rarely  attain- 
able in  furnaces,  and  not  susceptible  of  tempering  like  steeL  When  present  in  certain 
proportions,  the  limits  of  which  cannot  be  exactly  prescribed,  we  have  the  various  kinds 
of  steel,  which  are  highly  elastic,  malleable,  ductile,  forgeable,  weldable,  and  capable  of 
receiving  very  different  degrees  of  hardness  by  tempering,  even  so  as  to  cut  wrought  iron 
with  facility,  and  fusible  in  furnaces.  And  lastly,  when  present  in  greater  proportion 
than  in  steel,  we  have  cast  tron,  which  ia  hard,  comparatively  brittle,  and  readily  fusible, 
but  not  forgeable  or  weldable.  The  differences  between  these  three  well-known  sorts  of 
iron  essentially  depend  upon  differences  in  the  proportion  of  carbon,  though — as  we  shall 
learn  hereafter — other  elements  may  and  do  often  concur  in  modifying,  in  a  striking 
d^ee,  the  facilities  of  this  wonderful  metal.  *'  ^ 

It  is  very  important  for  the  proper  imderstanding  of  this  sub- 
ject that  the  student  should,  from  the  outset,  bear  in  mind  the 
fact  that 

Cast  Iron  contains  a  large  percentage  of  carbon  (about  2*0  to 
6'0  per  cent). 

Sted  contains  a  smaU.  percentage  of  carbon  (about  '15  to 
1'8  per  cent). 

Wrought  Iron,  when  perfectly  pure,  is  quite  free  from  carbon. 
Practically,  however,  it  contains  a  small  quantity — ^not  exceeding 
025  per  cent. 

Between  these  main  classes  there  are  several  gradations,  merg- 
ing gradually  one  into  the  other,  and  to  which  no  definite  limits 
(as  to  percentage  of  carbon)  can  be  assigned. 

There  are  also  several  varieties  of  each  class,  varying  according 
as  the  percentage  of  carbon  varies  within  the  limits  of  that  class. 

These  minor  distinctions  will  presently  be  referred  to,  but  at 
present  it  will  be  only  necessary  to  remember  that  the  three 
great  divisions — cast  iron,  sted,  and  wrought  iron — differ  chiefly 
according  to  the  proportion  of  carbon  they  contain. 

The  Effect  of  Carbon  upon  Cast  Iron. — There  are  many  varieties  of 
pig-iron,  which  themselyes  also  difier  pretty  much  according  to  the  proportion 
of  carbon  contained  by  them. 

These  differences  depend  npon  the  quantity  of  fuel  used  in  the  reduction 
of  the  ore,  the  heat  at  which  the  reduction  was  effected,  and  other  particulars. 

Before  proceeding  to  consider  the  different  varieties,  it  is  necessary  to 
understand  that  there  are  two  distinct  forms  in  which  carbon  occurs  in  cast 
iron. 

*  Percy's  Metallwrgy,  p.  102. 


262  NOTES  ON  BUILDING  CONSTRUCTION. 

\.  In  Ihe  state  of  Mechanical  Mixture, — In  this  state  the  carbon  is  visible 
in  the  shape  of  little  black  specks  interspersed  throughout  the  mass,  which 
give  the  iron  containing  them  a  dark-grej  colour. 

These  little  black  specks  are  particles  of  free  carbon,  otherwise  known  as 
graphite  or  plumbago. 

2.  In  the  state  of  Chemical  Gombination, — The  carbon  in  this  state  is  not 
visible,  and  can  be  detected  only  by  analysis. 

The  properties  of  cast  iron  depend  not  upon  the  absolute  amo-ant  of  carbon 
it  contains,  but  upon  the  condition  in  which  that  carbon  exists. 

The  varieties  containing  a  large  proportion  of  free  carbon  are  of  a  dark-grey 
colour,  are  soft,  and  run  freely  into  moulds. 

When  the  carbon  is  all,  or  nearly,  all,  in  chemical  combination  with  the 
iron,  there  are  no  black  specks ;  the  metal  is  white,  very  hard,  brittle,  and 
forms,  when  fused,  a  somewhat  pasty  mass,  which  will  not  freely  fill  a  mould. 

The  former  of  these  classes  merges  gradually  into  the  latter,  and  between 
them  there  are  several  gradations.  Some  varieties  contain  both  free  and  com- 
bined carbon. 

White  cast  iron  sometimes  contains  as  much  carbon  as  the  grey  varieties 
(about  4  per  cent),  but  of  this  very  nearly  all  is  in  a  state  of  chemical  combi- 
nation, whereas  in  the  grey  iron  a  very  large  proportion  of  it  is  free,  in  the 
shape  of  distinct  specks  of  plumbago,  only  about  1  per  cent  being  in  chemical 
combination  with  the  iron. 

Impurities  in  Fig-iron. — ^The  impurities  mentioned  below  are  originally  derived 
either  from  the  ore  or  fuel,  and  nnless  eliminated  in  subsequent  processes,  they  will  ii^ure 
the  respective  metals  produoed  in  the  manner  stated. 

SnJOON  is,  next  to  carbon,  the  most  common  constituent  of  pig-iron.  It  is  derived 
from  the  ore  and  from  the  fuel.  A  good  deal  of  it  is  got  rid  ef  in  the  slag  produced 
by  smelting,  and  also  during  the  refining  and  puddling  processes. 

In  many  respects  silicon  resembles  carbon,  and  it  affects  cast  iron  in  nearly  the  same 
way. 

Wrought  Iron  is  rendered  by  it  hard  and  brittle.  To  obtain  good  wrought  iron  the 
silicon  must  be  removed  as  far  as  possible  by  repeatedly  heating  and  working  the  iron. 

SteeL — ,VW  V^  makes  it  cool  and  solidify  without  bubbling  and  agitation ;  more 
makes  it  brittle.     ^  per  cent  makes  it  unforgeable. 

Phosphobttb  is  very  readily  taken  up  by  tiie  iron  during  the  smelting  process,  and  is 
one  of  the  worst  impurities  it  can  contain. 

Cast  Iron  is  hardened  by  it,  but  is  made  more  readily  ftisible.    Its  tenacity  is  reduced. 

Wrought  Iron  is  iigured  by  it  in  proportion  to  the  quantity  present. 

^V  per  cent  does  not  reduce  the  strength  of  wrought  iron  ;  and  improves  its  capacity 
for  welding. 

^  per  cent  makes  it  harder,  but  not  weaker. 

-fif  per  cent  makes  it  ''cold  short "  (see  p.  275). 

^  decidedly  cold  short 

1  per  cent  makes  it  very  brittle,  and  unfit  for  any  but  special  purposes. 

Steel  is  injured  by  a  very  minute  proportion. 

•^  per  cent  makes  it  unfit  for  the  best  cutlery. 

^  per  cent  makes  it  cold  short,  and  useless  for  tool-making  of  any  kind. 

Maitoanbsb  nearly  always  exists  in  east  iron.  It  tends  to  produce  the  white  variety, 
in  which  a  large  proportion  is  generally  to  be  found. 

In  Wrought  Iron  and  Sted  it  counteracts  red  shortness,  probably  by  encouraging 
the  departure  of  the  sulphur  and  silicon  (see  p.  306). 

Its  presence  is  essential  in  the  manufacture  of  Bessemer  Steel,  and  in  some  other 
processes. 

SULFHUB  is  derived  from  the  pyrites  in  the  ore  and  coaL 

In  Oaui  Iron  it  tends  to  produce  the  mottled  and  white  varieties. 

In  Wroughi  Iron  A  to  <^  per  cent  produces  red  shortness. 

In  Steel  more  than  ^  per  cent  unfits  it  for  forging ;  but  makes  it  more  fluid,  and  bet^r 
for  fMP^r'^e.     t^  per  cent  produces  red  shortness. 
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Goffer  has  the  following  effects : — 

In  Ccui  Iron  -f^  per  cent  does  no  harm. 

In  Wrought  Iron  ^^  per  cent  reducee  tenacity,  -fz  V^  cent  makes  it  red  short- 
In  &eel  ^  per  cent  miJces  it  red  short     2  per  cent  makes  it  brittle^ 

AB8EN10  is  not  a  very  frequent  impnrity  in  iron. 

In  Cast  Iron  a  smaller  proportion  is  said  to  be  good  for  chilled  castings. 

In  Wrought  Iron  it  causes  red  shortness. 

Among  the  impurities  met  with  more  rarely,  or  in  smaller  quantities,  are 

Tin,  which  miJces  wrought  iron  cold  short 

TuNQSTEV,  which  imparts  hardness  and  elasticity  to  cast  steel,  and  renders  it  more 
capable  of  retaining  magnetism. 

AiTTDCONT,  whidx  makes  wrought  iron  both  hot  and  cold  short 

TiTANiuic,  which  tends  to  produce  mottled  cast  iron.  The  so-ealled  "titanic  steel" 
contains  no  traces  of  titanium.  The  good  qualities  attributed  to  it  must  arise  firom 
some  indirect  action.^ 

Classifloatdon  of  Pig-iron. — The  different  varieties  of  pig-iron 
are  sometimes  classed  under  three  general  heads. 

Bessemer  Pig. — A  distinct  variety  of  pig-iron  made  from  hsBmatite  ores 
for  conversion  by  the  Bessemer  process  (see  p.  304).  It  should  be  as  free  as 
possible  from  sulphur,  phosphorus,  or  copper ;  but  a  small  percentage  of 
manganese  and  of  silicon  improves  it  for  the  purpose. 

Foundry  Pigy  including  all  pigs  having  a  fracture  of  a  grey  colour,  con- 
taining a  considerable  proportion  of  free  carbon,  and  being  therefore  adapted 
for  the  use  of  the  ironfounder. 

This  iron  is  produced  when  the  furnace  is  at  a  high  temperature  and  pro- 
perly provided  with  fuel 

Forge  Pig,  consisting  of  those  pigs  which  are  almost  free  from  uncombined 
or  graphitic  carbon^  and  are  therefore  tinfit  for  supeiior  castings,  being  useful 
only  for  conversion  into  wrought  iron. 

This  description  of  iron  occurs  when  the  temperature  is  low,  or  the  fuel 
insufficient,  also  when  there  is  much  sulphur  in  the  ore  or  fueL 

Forge  iron  is  generally  run  from  the  blast  furnace  into  iron  moulds 
instead  of  sand),  by  which  it  is  kept  free  from  the  impurities  of  the  sand, 
and  also  chilled,  and  thus  rendered  brittle  and  easy  to  break  up  for  further 
treatment 

The  pig-iron  of  commerce  is  more  carefully  divided  into  six  or 
sometimes  eight  varieties. 

The  exact  classification  varies  at  different  works. 

The  following  is  condensed  from  one  given  in  Wilkie's  Manu- 
facture of  Iron  in  Great  Britain,  and  quoted  by  Mr.  Matheson  in 

his  Works  in  Iron : — 

No.  1. — The  fracture  of  this  quality  of  pig  is  of  a  dark-grey  colour,  with 
high  metallic  lustre  ;  the  cr3rBta]s  are  large,  many  of  them  shining  like  par- 
ticles of  freshly  cut  lead. 

This  iron  is  of  the  best  description^  and  the  highest  in  price.  The  amount 
of  carbon  it  contains  is  from  3  to  5  per  cent,  which  makes  it  fusible  and 
specially  fitted  for  foundry  work. 

No.  2  is  intermediate  in  quality  between  Noe.  1  and  3. 

No.  3  contains  much  less  carbon  than  No.  I.     The  crystals  shown  in  a 

^  Bauerman's  Metallurgy. 
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fracture  of  this  iron  are  smaller  and  closer  than  in  No.  1,  but  are  larger  and 
brighter  in  the  centre  than  nearer  the  edges  of  the  fracture. 

The  colour  is  a  lighter  grey  than  that  of  No.  1,  with  less  lustre. 

No,  4  or  Bright, — ^This  iron  has  a  light-grej  fracture,  and  but  little  lustre, 
with  very  minute  crystals  of  even  size  over  the  whole  fracture.  It  is  not 
fusible  enough  for  foundry  purposes,  but  it  is  used  in  the  manufacture  of 
wrought  iron. 

It  is  the  cheapest  of  the  grey  irons. 

When  inferior  in  quality,  and  nearly  passing  into  the  variety  called 
mottled,  there  is  usually  a  thin  coat  or  ''list"  of  white  iron  round  the 
exterior  edges  of  the  fracture. 

No,  5,  Mottled  is  intermediate  between  No.  4  and  white  iron,  the  fracture 
being  a  dull  dirty  white,  with  pale  greyish  specks,  and  with  a  white  "  list " 
at  the  edges.     It  is  fit  only  for  the  manufacture  of  wrought  iron. 

^0.  6,  White. — This  is  the  worsts  most  crude,  hard,  and  brittle  of  the  pig- 
irons,  the  fracture  being  metallic  white,  with  but  little  lustre,  not  granulated, 
but  having  a  radiating  crystalline  appearance.  This  iron  is  largely  used  in 
the  manufacture  of  inferior  bar  iron. 

Cinder  Iron  is  an  inferior  material  obtained  from  the  slag  of  the  puddling 
furnace,  technically  called  "  cinder." 

This  cinder  contains  a  large  proportion  of  iron ;  but  also  the  phosphorus 
and  sulphur  which  have  been  extracted  in  making  the  better  iron. 

Such  iron  can  only  be  extracted  by  the  hot  blast^  and  has  done  a  great  deal 
to  discredit  the  material  produced  by  that  process. 

It  is,  however,  veiy  fusible,  and  therefore  valuable  to  mix  with  other  irons, 
and  is  useful  in  itself  for  castings  which  do  not  require  much  strength. 

Mine  Iron  is  a  name  given  to  iron  smelted  from  the  ore  only,  without 
admixture  of  slag. 

When  iron  is  specified  as  "  hot-blast — all-mine,"  it  means  that  no  cinder- 
iron  or  slag  has  been  used  in  its  production. 


CAST  lEOK 

Cast  Iron  is  obtained  by  remelting  the  foundry  pig-iron  of 
commerce,  and  running  it  into  moulds  of  the  shape  required  as 
hereinafter  described. 

In  some  cases  the  metal  is  run  into  the  moulds  direct  from  the 
blast  furnace,  but  in  superior  work  it  is  generally  specified  that 
the  cast  iron  is  to  be  of  the  '*  second  melting ; "  that  is,  from  pigs 
remelted  in  a  cupola. 

The  cupola  is  somewhat  similar  to  a  small  blast  furnace,  and 
acts  in  the  same  way.  A  little  limestone  i&  added  as  a  flux, 
which  combines  with  some  of  the  impurities  left  in  the  pigs,  and 
removes  them  in  the  form  of  slag. 

There  are  several  varieties  of  cast  iron — ^made  from  the  differ- 
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ent  qualities  of  pig-iron — and  they  are  classified  by  engineers 
in  a  somewhat  similar  manner. 

Grey  Cast  Iron  is  made  from  foundry  pigs  Kos.  1,  2,  3  of 
the  classification  at  page  263,  and  is  itself  generally  divided  into 
three  classes  according  to  the  nature  of  the  pigs  from  which  it  is 
made. 

No.  1  is  of  a  dark-grey  colour,  caused  by  the  profusion  of 
specks  of  graphitic  carbon  throughout  its  mass ;  it  melts  into  a 
very  fluid  state,  which  adapts  it  for  very  fine  sharp  delicate  castings 
not  requiring  much  strength. 

It  is,  however,  not  so  strong  as  the  other  varieties  of  cast  iron, 
and  is  very  soft,  yielding  readily  to  a  chiseL 

When  broken  it  gives  out  a  somewhat  dull  leaden  soxmd,  and 
shows  a  large,  dark,  bright  grain. 

No.  2  contains  less  &ee  carbon  than  No.  1,  is  therefore  lighter 
in  colour,  closer  in  the  grain,  and  more  difficult  to  melt ;  but 
being  harder  when  cold  is  better  for  machinery,  girders,  castings 
to  carry  weight,  or  in  any  position  where  strength  and  durability 
are  required. 

No.  3  is  of  a  lighter  grey,  with  less  lustre,  and  contains  still 
less  carbon  than  No.  2.  It  is  therefore  harder  and  more  brittle, 
and  i&  employed  in  heavy  castings. 

White  Cast  Iron  is  made  from  forge  pigs ;  it  contains  very  little 
free  carbon  ;  is  of  a  silvery  hue,  extremely  hard  and  brittle,  and 
is  unfit  for  Castings,  except  those  of  the  very  commonest  kind, 
such  as  sash  weights. 

White  cast  iron  can  be  converted  into  the  grey  variety  by 
melting  and  slowly  cooling  it,  and  grey  cast  iron  can  be  con- 
verted into  granular  white  cast  iron  by  melting  and  suddenly 
cooling  it. 

Mottled  Cast  Iron  contains  both  the  grey  and  white  varieties, 
which  can  easily  be  distinguished.  The  fractured  surface  is 
either  chiefly  white  with  grey  specks,  or  grey  with  white  spots 
and  patches. 

Orey  cast  iron  7nay  he  distinguished  from  wJdte  cast  iron  by 
treating  the  surface  of  a  fracture  with  nitric  acid.  On  grey  iron 
a  black  stain  will  be  produced,  on  white  iron  a  brown  stain. 

White  and  mottled  cast  iron  are  less  subject  to  be  destroyed 
by  rusting  than  the  grey  kind. 

lliey  are  less  soluble  in  acids,  are  hard,  brittle,  and  not  so 
elastic  as  the  softer  kinds. 
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Chilled  Iron. — It  is  Bometimes  advisable  to  prodaoe  a  casting,  some 
parts  of  which  are  required  to  have  the  hardness  of  white  iron,  while  others 
are  required  to  be  of  the  toughest  grey  iron. 

This  effect  may  be  produced  by  placing  in  the  mould  over  those  parts 
where  a  hard  skin  is  required,  pieces  of  cold  iron  of  suitable  shapes,  thinly 
coated  with  loam.  Where  these  are  touched  by  the  molten  metal  its  surface 
is  suddenly  chilled  and  converted  into  white  iron. 

Thus  the  running  sui&ce  of  the  wheel  of  a  railway  cairiage  is  chiUed,  and 
covered  with  a  hard  skin  of  white  iron,  while  the  remainder  of  the  wheel  is 
of  tough  grey  iron. 

Malleable  Cast  Iron  is  made  by  extracting  a  portion  of  the  carbon  from 
ordinary  cast  iron  in  order  to  assimilate  it  to  the  composition  of  wrought  iron, 
and  thus  increase  its  toughness.  This  is  generally  done,  in  the  case  of  very 
small  castings,  by  embedding  them  in  powdered  hsamatite  ore,  or  in  scales  of 
oxide  of  iron,  and  raising  to  a  bright  red  heat  in  an  annealing  oven. 

Malleable  castings  ^  may  be  easily  wrought  cold,  but  become  very  brittle 
when  heated,  breaking  to  pieces  under  the  hammer  at  an  incipient  white 
heat ;  at  a  higher  temperature  the  kernel  of  unaltered  cast  iron  melts,  so  that 
articles  that  have  been  subjected  to  the  process  cannot  be  united  by  welding, 
but  may  be  brazed  without  difficulty." 

Mr.  Einnear  Clark  states  that  the  tensile  strength  of  annealed  malleable 
cast  iron  is  '^  guaranteed  by  manufacturers  to  25  tons  per  square  inch,"  and 
that  it ''  is  capable  of  supporting  a  tensile  stress  of  10  tons  per  square  inch 
without  distortion."  ^ 

Castings  treated  by  this  process,  though  they  have  not  the  peculiar  fibrous 
structure  characteristic  of  wrought  iron,  become  to  a  certain  extent  malleable, 
and  can  be  hammered  or  bent  when  cold  without  fracture. 

They  are  specially  suitable  for  intricate  forms  which  could  not  be  foiled  in 
wrought  iron  without  much  difficulty  and  expense* 

The  depth  to  which  the  casting  is  effected  by  this  process  depends  upon  the 
time  during  which  it  is  exposed.  Pieces  about  half  an  inch  thick  are  ren- 
dered malleable  throughout ;  thicker  pieces  have  merely  a  skin  of  wrought 
iron,  the  interior  remaining  unaltered. 

This  process  is  applied  to  the  manufacture  of  buckles,  gun-locks,  snuffers, 
pokers,  tongs,  etc. ;  and  on  a  larger  scale  it  has  been  used  for  toothed  wheels 
of  machinery,  screw  propellers,  and  other  purposes  where  a  certain  amount  of 
toughness  is  required  combined  with  intricate  form& 

Mr.  Matheson  recommends  that  malleable  iron  castings  should  be  used  for 
the  shoes  and  connecting  pieces  in  roof  structures.' 

Toughened  Oast  Iron  is  produced  by  adding  to  the  east  iron  and  melting  amongst 
it  from  I  to  f  of  its  weight  of  wrought  iron  scrap. 

Dbsgriftions  of  Piq-Iron  for  Castings. — Great  exi>erience  is  required  in 
order  to  know  exactly  what  descriptions  of  pig-iron  to  choose  in  order  to 
make  castings  for  any  particular  purpose. 

Mixtures  of  pigs  classed  under  different  numbers,  and  even  selections  irom 
different  localities  and  makers,  are  recommended  for  large  and  important 
castings. 


1  Clark's  Tables.  *  Matheson. 
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Sir  William  Fairbalni  noommends  ^  the  following  mixture  as  being  of  "  great  value  in 
castings^  sach  as  girders  for  bridges,  beams  for  buildings,  etc,  where  rigidity  and  strength 
are  required : — 

Low  Moor,  Yorkshire,       No.  8,  80  per  cent. 

Blaina,  or  Yorkshire,         No.  2,  25      „ 

Shropi^ire  or  Derbyshire,  No.  3,  25      „ 

And  good  old  scrap,  20 

100 

Many  other  TecommendationB  as  to  different  miztoies  were  made  before 
the  Boyal  Commissionets  who  reported  on  the  employment  of  iron  in  railwayi^ 

It  Ib  now^  however,  generally  considered  better  by  engineers  to  stipulate 
that  the  iron  shall  stand  certain  tests,  leaving  the  miztnre  to  be  used  to  the 
judgment  of  the  ironfounder. 

Castixigs. — ^Tbe  description  of  the  art  of  the  ironfounder  does 
not  come  within  the  range  of  these  Notes. 

The  few  remarks  which  follow  are  intended  only  to  give  such 
a  general  idea  of  the  process  of  ironfounding  as  wiU  enable  the 
student  to  understand  the  points  to  be  observed  in  examining  and 
testing  castings  of  different  kinds. 

Castzng  in  Sand. — Castings,  such  as  are  used  in  building  and 
engineering  works,  axe  generaUy  made  by  pouring  molten  iron 
into  sand,  in  which  an  impression  of  the  article  required  has 
been  formed  by  means  of  a  wooden  pattern. 

The  sand  is  of  a  fine  loamy  character,  free  from  oxides,  and  is 
filled  into  iron  firames  or  boxes,  without  tops  or  bottoms,  called 
^'fiask&l*  made  in  two  similar  parts,  one  of  which  fits  over  the 
other. 

The  *' pattern*'  having  been  accurately  formed  in  wood  (a 
little  larger  than  the  required  casting,  so  as  to  allow  for  contrac- 
tion in  cooling,  see  p.  355),  is  placed  in  the  lower  flask,  and  the 
space  round  it  is  tightly  filled  with  damp  sand,  the  surface  of  the 
pattern  having  been  dusted  with  dry  "  parting  sand." 

The  upper  flask  is  then  placed  upon  the  lower  one,  and  in  its 
turn  filled  with  damp  sand  rammed  round  the  pattern. 

The  box  is  then  opened,  the  pattern  taken  out,  and  the  halves 
carefully  put  together  again  without  disarranging  the  sand,  an 
orifice  being  left  for  the  fluid  metal,  which  is  poured  through 
it,  into  the  space,  in  the  sand,  previously  occupied  by  the  pattern. 

In  order  to  prevent  the  metal  from  being  chilled  (see  page  266) 
by  contact  with  the  sand,  the  inside  of  the  mould  is  painted  with 
a  blacking  made  of  charred  oak,  which  evolves  gases  under  the 

^  Application  qf  Iron  to  Building  PurpoMs,  p.  85. 
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action  of  the  hot  iron,  and  prevents  too  close  a  contact  between 
the  metal  and  sand. 

The  sand  is  also  pierced  with  holes  to  allow  of  the  escape  of 
the  air,  and  of  gases  evolved  when  the  metal  is  poured  in.  If 
these  are  allowed  to  force  their  way  through  the  metal,  they  will 
cause  it  to  be  unsound  and  full  of  flaws. 

The  passages  through  which  the  molten  iron  is  poured  into  the 
mould  should  be  so  arranged  that  the  metal  runs  together  bom 
different  parts  at  the  same  tima  If  one  portion  gets  partially 
cool  before  the  adjacent  metal  flows  against  it,  there  will  be  a 
clear  division  when  they  meet,  the  iron  will  not  be  run  into  one 
mass,  but  will  form  what  is  called  a  cold  sKvJt, 

The  above  is  the  simplest  form  of  the  process. 

When  a  casting  is  to  be  hollow,  a  pattern  of  its  inner  surface,  called  a 
*^core"  is  fonned  in  sand,  or  other  material,  so  that  the  metal  may  flow 
round  it 

This  leads  to  arrangements  in  the  pattern  which  are  somewhat  complicated, 
and  which  cannot  here  be  fully  described. 

The  core  for  a  pipe  consiBts  of  a  hollow  metal  tube,  having  its  surface  full 
of  holes.  This  is  wound  round  with  straw  bands,  and  the  whole  is  covered 
with  loam  turned  and  smoothed  to  the  form  of  the  inside  of  the  pipe. 

The  strength  of  a  casting  is  increased  if  it  be  run  with  a  Jiead  or  superin- 
cumbent column  of  metal,  which  by  its  weight  compresses  the  metal  below, 
making  it  more  compact  and  free  from  bubbles,  scorisB,  etc.  These  rise  into 
the  head,  which  is  afterwards  cut  oS, 

For  the  same  reason  pipes  and  columns  are  generally  specified  to  be  cast 
vertically,  that  is  when  the  mould  is  standing  on  end.  This  position  has 
another  advantage,  which  is  that  the  metal  is  more  likely  to  be  of  imiform 
density  and  thickness  all  round,  than  if  the  pipe  or  column  is  run  in  a  hori- 
zontal position. 

In  the  latter  case  the  core  is  very  apt  to  be  a  little  out  of  the  centre,  so  as 
to  cause  the  tube  to  be  of  unequal  thickness. 

In  casting  a  laige  nnmber  of  pipes  of  the  same  size  iron  patterns  are  used,  as  they  are 
more  durable  than  wooden  ones,  and  draw  cleaner  from  the  sand.  Socket  pipes  should 
be  cast  with  their  sockets  downwards,  the  spigot  end  being  made  longer  than  required  for 
the  finished  pipe,  so  that  the  scoriaa,  bubbles,  etc.,  rising  into  it  may  be  cut  off.  Pipes 
of  very  small  diameters  are  generaUy  cast  in  an  inclined  position.^ 

Casting  in  Loam. — Laige  pipes  and  cylinders  are  cast  in  a  somewhat  dif- 
ferent way. 

A  hollow  vertical  core  of  somewhat  less  diameter  than  the  interior  of  the 
proposed  cylinder  is  formed  either  in  metal  or  brickwork. 

The  outer  surface  of  this  is  plastered  with  a  thick  coating  of  loam  (which 
we  may  call  A),  smoothed  and  scraped  to  the  exact  internal  diameter  of  the 
cylinder  (by  means  of  f  rotating  vertical  template  of  wood),  and  covered  with 
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"  parting  mixture."  Over  this  ia  spread  a  layer  of  loam  (B)  thicker  than  the 
proposed  casting,  the  outer  surface  of  £  is  struck  with  the  template  to  the 
form  of  the  exterior  of  the  proposed  casting,  and  dusted  with  parting 
mixture. 

This  surface  is  then  covered  with  a  third  thick  covering  of  loam  (C)  backed  up 
with  brickwork,  forming  a  cope  built  upon  a  ring  resting  on  the  floor,  so  that 
it  can  be  removed. 

The  outer  brick  cope,  with  C  attached  to  it,  ia  then  temporarily  lifted  away 
upon  the  ring.  The  coating  (B)  is  cleared  out,  and  the  cope  is  replaced  so 
that  the  distance  between  its  inner  surfiEice  and  the  outer  surface  of  A  is  equal 
to  the  thickness  of  the  casting. 

The  metal  is  then  run  in  between  C  and  A.  When  cool  C  and  A  can  be 
broken  up,  and  the  casting  extracted. 

The  core,  etc^,  have  to  be  well  dried  in  ovens  before  the  metal  is  run.  B 
is  often  dispensed  with,  and  the  inner  surface  of  C  struck  with  the  template. 

Form  of  Castings. — ^The  shape  given  to  castings  should  be  very  carefully 
considered. 

All  changes  of  form  should  be  gradual.  Sharp  comers  or  angles  are  a 
source  of  weakness.  This  is  attributed  to  the  manner  in  which  the  crystals 
composing  the  iron  arrange  themselves  in  cooling.  They  place  themselves  at 
right  angles  to  the  surfaces  forming  the  comer,  so  that  between  the  two  sets 
of  crystals  there  is  a  diagonal  line  of  weakness.  All  angles,  therefore,  both 
external  and  internal,  should  be  rounded  ofL 

There  should  be  no  great  or  abrupt  differences  in  the  bulk  of  the  adjacent 
parts  of  the  same  casting,  or  the  smaller  portions  will  cool  and  contract  more 
quickly  than  the  larger  parts. 

When  the  different  parts  of  the  casting  cool  at  different  times,  each  acts 
upon  the  other.  The  parts  which  cool  first  resist  the  contraction  of  the 
others,  while  those  which  contract  last  compress  the  portions  already  cool. 

Thus  the  casting  is  under  stress  before  it  is  called  upon  to  bear  any 
load. 

The  amount  of  this  stress  cannot  be  calculated,  and  it  is  therefore  a  source 
of  danger  in  using  the  casting. 

In  some  cases  it  is  so  great  as  to  fracture  the  casting  before  it  is  loaded 
at  all. 

Thus  in  cast-iron  girders  whose  section  has  been  improperly  designed,  as 
shown  in  Fig.  iii,  the  web  being  very  thin  would  cool  and  contract 
first  The  subsequent  contraction  of  the  thick  flanges  would  be  resisted  by 
the  already  cold  and  rigid  web.      The  flanges  would  therefore  be  kept  by 
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Fig.  111. 


the  web  in  a  state  of  tension,  and  the 
web  would  be  kept  in  a  state  of  com- 
pression, the  amount  of  which  is  un- 
known ;  moreover,  the  sharp  angles 
between  the  flanges  and  the  web  would 
also  be  a  source  of  weakness. 

When  the  girder  is  properly  designed, 
as  in  Fig.  112,  the  change  of  thick- 
ness is  gradual,  and  the  unequal  contrac- 
tion does  not  occur.  (See  Part  L  p. 
168.) 


Fig.  112. 
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Fig.  114. 


In  a  caBt-iron  girder  of  omamental  chamcter  each  as  that  in  Fig.  113, 

with  an  open  web  and  moderately  thin  flanges,  the 
flanges  and  verticals  contract  first,  then  the  sabeeqnent 
contraction  of  the  diagonals  brings  them  into  tension, 
and  they  are  very  liable  to  break  across^  being  resisted 
by  the  outer  flanges. 

On  the  other  hand,  if  the  diagonals  contract 
first,  they  prevent  the  flanges  from  contracting, 
and  cause  a  rupture  in  them  by  throwing  them  into 
tension. 

The  internal  stress,  produced  by  unequal  cooling  in  the  different  parts  of  a 
casting,  sometimes  causes  it  to  break  up  spontaneously  several  days  after  it 
has  been  run. 

A  case  is  mentioned  by  Mr.  Anderson,^  which  actually  occurred  in  practice. 

The  casting  was  of  the  form  shown  in  Fig.  114.  It  was  duly  delivered 
by  the  maker  without  any  apparent  flaw,  but 
after  lying  by  for  a  day  or  two  it  suddenly  split 
through  the  middle  to  within  a  few  inches  of 
the  outer  edges.  On  inquiry,  it  was  found  that 
the  cooling  of  the  mass  had  been  hastened.  The 
outer  edges  cooled  first ;  the  thicker  inner  portion 
remained  hot  and  prevented  the  outer  edges  from 
contracting,  so  they  became  stretched.  When  the 
interior  became  cooled  it  attempted  to  contract, 
but  the  outer  edges  being  rigid  cracked  in  the  attempt 

Castings  should  be  covered  up  and  allowed  to  cool  as  slowly  as  possible  ; 
they  should  remain  in  the  sand  until  cooL  If  they  are  removed  from  the 
moulds  in  a  red-hot  state,  the  metal  is  liable  to  injury  from  too  rapid  and 
irregular  cooling. 

The  unequal  cooling  and  consequent  injury  caused  by  great  and  sudden 
differences  in  the  thickness  of  parts  of  a  casting,  are  sometimes  avoided  by 
imcovering  the  thick  parts  so  that  they  may  cool  more  quickly,  or  by  cooling 
them  with  water. 

It  is  generally  thought  that  molten  cast  iron  expands  slightly  just  at  the 
moment  when  it  becomes  solid,  which  causes  it  to  force  itself  tightly  into 
all  the  corners  of  the  mould,  and  take  a  sharp  ii^ipression. 

As  molten  iron  cools  down  it  shrinks  about  ^  in  all  its  dimensions  ;  the 
patterns  must  therefore  be  made  proportionately  larger. 

The  exact  amount  of  contraction  depends,  however,  upon  the  size  and 
thickness  of  the  casting,  and  upon  the  quality  of  the  iron.  The  amount  of  con- 
traction differs  considerably  in  other  metals,  and  the  patterns  should  vary  in 
size  accordingly  (see  p.  356). 

The  patterns  should  also  be  slightly  bevelled  (about  i  inch  to  the  foot), 
so  that  they  may  be  easily  drawn  out  of  the  sand. 

Superior  castings  should  never  be  run  direct  from  the  furnace.  The  iron 
should  be  remelted  in  a  cupola.  This  is  called  the  seccmd  rruUingy  and  is 
generally  prescribed  in  specifications.  It  greatly  improves  the  iron,  and  gives 
an  opportunity  for  mixing  different  descriptions  which  improve  one  another. 
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GastiiigB  required  to  be  tamed  or  bored^  and  found  to  be  too  hard,  are 
softened  by  being  heated  for  several  hours  in  sand,  or  in  a  mixture  of  coal 
dust  and  bone  ash,  and  then  allowed  to  cool  slowly. 

Examination  of  Castings.  —  In  examining  castings,  with  a 
view  to  ascertaining  their  quality  and  soundness,  several  points 
should  be  attended  to. 

The  edges  should  be  struck  with  a  light  hammer.  K  the  blow 
make  a  slight  impression,  the  iron  is  probably  of  good  quality, 
provided  it  be  uniform  throughout. 

K  firagments  fly  off  and  no  sensible  iifdentation  be  made,  the 
iron  is  hard  and  brittle. 

Air  bubbles  are  a  common  and  dangerous  source  of  weakness. 
They  should  be  searched  for  by  tapping  the  surface  of  the  casting 
all  over  with  the  hammer.  Bubbles,  or  flaws,  filled  in  with  sand 
from  the  mould,  or  purposely  stopped  with  loam,  cause  a  dulness 
in  the  sound  which  leads  to  their  detection. 

The  metal  of  a  casting  should  be  free  from  scoridB,  bubbles,  core 
naik,  or  flaws  of  any  kind. 

Tlie  exterior  surface  should  be  smooth  and  clear.  The  edges 
of  the  casting  should  be  sharp  and  perfect. 

An  uneven  or  wavy  surface  indicates  unequal  shrinkage,  caused 
by  want  of  uniformity  in  the  texture  of  the  iron. 

The  surface  of  a  fracture  examined  before  it  has  become  rusty 
should  present  a  fine-grained  texture,  of  an  uniform  bluish-grey 
colour  and  high  metallic  lustre. 

Cast-Iron  Pipes  should  be  straight,  true  in  section,  square  on  the  ends  and  in 
the  sockets,  the  metal  of  equal  thickness  throughout.  They  should  be  proved 
under  a  hydraulic  pressure  of  four  or  five  times  the  working  head.  The  sockets 
of  smaU  pipes  should  be  especially  examined,  to  see  if  they  are  free  from  honey- 
comb. The  core  nails  are  sometimes  left  in  and  hammered  up.  They  are, 
however,  objectionable,  as  they  render  the  pipe  liable  to  break  at  the  points 
where  they  occur.^ 

Tests  fob  Cast  Iron. — ^For  small  girders  and  other  castings  intended  to 
carry  weight,  it  is  usual  to  test  a  certain  proportion  of  the  number  supplied 
by  loading  them  till  they  break,  and  noting  the  weight  under  which  they  give 
way. 

For  large  castings  this  system  of  testing  would  be  too  expensive.  Small 
bars  are  therefore  cast  from  the  same  metal  and  at  the  same  time  as  the  cast- 
ings, and  these  are  tested  to  fracture  by  a  weight  applied  at  the  centre. 

Some  engineers  require  that  the  test  bar  should  be  cast  with  the  main 
easting,  and  not  broken  from  it  until  they  have  seen  it 

The  test  bars  are  usually  about  3  feet  6  inches  long,  2  inches  deep,  and 
1  inch  wide,  with  a  clear  bearing  of  3  feet. 
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The  test  weight  Taiies,  according  to  the  opinion  of  the  engineer^,  from  16 
to  35  cwt 

It  is  important,  however,  to  ascertain  not  only  the  weight  that  will  break 
the  test  bar,  but  also  the  amount  of  deflection  that  will  occur  before  fracture. 

The  reason  for  this  is  that  a  very  hard  iron  will  often  bear  a  considerable 
cross  strain  when  it  is  steadily  applied,  though  it  would  be  so  brittle  as  to  be 
unfit  for  any  position  in  which  it  woold  be  liable  to  slight  vibration  or  shocks 
of  any  kind. 

With  regaid  to  thii  point  Mr.  Matheson  uyi  : — 

*'  A  strength  capable  of  enduring  25  cwt.  on  the  test  bar  without  firactnre  should  be  the 
minimum  quality  allowed  even  for  short  and  heavy  columns ;  but  for  other  purposes  a 
load  of  from  28  to  80  cwt,  and  a  deflection  of  A  '^'^  should  be  demanded. 

*'  The  deflection  will  vary  from  *3  to  *5  inch. 

**  There  is  no  difficulty  in  getting  such  iron,  and  higher  qualities  can  be  given  if  neces- 
sary, breaking  strains  of  SO  to  85  cwt.  being  obtainable  with  judicious  mixtures  of  the 
best  kinds  of  iron ;  and  in  testing  such  iron  it  will  generally  be  found  that  some  of  the 
bars  will  endure  as  much  as  88  cwt."  ^ 

Mr.  Stoney  points  out  "  a  singular  fact  that  there  is  an  excess  of  about  16  per  cent  in 
the  weight  that  a  2-inch  by  1-inch  test  bar  will  support  when  cast  on  edge  and  prored 
as  oast,  over  that  which  it  will  support  when  proved  with  the  undeiside  as  cast  placed 
at  the  top  as  proved,  and  8  per  cent  over  the  weight  which  the  same  test  bar  will  sup- 
port if  cast  on  its  side  or  end,  and  proved  on  edge. 

"  Hence  cast-iron  girders  should  be  cast  with  the  tension  flange  downward  in  the  sand.'* ' 

Dr.  Pole  has  pointed  out  that  small  cast  bars  do  not  give  a  fedr  indication 
of  the  strength  of  larger  castings  run  at  the  same  time,  for  the  reasons  stated 
at  page  302,  in  the  paragraph  headed  Size  of  Section, 

The  cast-iron  sleepers  for  the  Great  Indian  Peninsula  Railway  were  tested 
by  a  falling  weight ;  and  test  bars,  of  the  ordinary  form,  cast  at  the  same 
time,  were  broken  by  cross  strain  ;  others,  having  a  central  section  one  inch 
square,  were  broken  by  tension. 

WEOUGHT  lEOK 

Wrought  Iron  is,  or  should  be  (as  before  mentioned),  very 
nearly  the  pure  metal,  containing  not  more  than  about  0*15  per 
cent  of  carbon. 

It  may,  by  a  pequliai  process,  be  procured  direct  from  the  ore, 
but  is  generally  obtained  from  the  harder  descriptions  of  pig-iron 
by  a  succession  of  processes,  the  object  of  which  is  to  get  rid  of 
the  carbon,  and  of  the  phosphorus,  silica,  and  other  impurities, 
which  injure  the  iron  and  make  it  brittle. 

In  order  to  expel  these  foreign  substances  the  finest  qualities 
of  wrought  iron  are  refined  and  then  puddled :  the  inferior  quali- 
ties are  puddled  only. 

Forge  pig  is  generally  used  for  the  manufacture  of  wrought 
iron,  and  can  be  converted  at  once  by  the  puddling  process. 

Grey  iron,  however,  contains  graphite  and  silicon.  The  latter 
makes  it  difficult  to  puddle,  and  it  is  often  removed  by  the  pro- 
liminary  process  of  refining  described  below. 
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BjEFiNiNa  consists  in  keeping  the  pig-iron  in  a  state  of  fusion  on  an  open 
hearth  with  coke,  for  about  two  hours,  with  a  strong  current  of  air  directed 
upon  it.  It  is  at  the  same  time  well  stirred,  so  that  all  parts  of  it  are  brought 
into  contact  with  the  air  and  oxidised 

The  oxygen  in  the  air  deprives  the  cast  iron  of  part  of  its  carbon,  and  at 
the  same  time  converts  the  silicon  into  silica,  which  combines  with  some  of  the 
oxide  of  iron  to  form  a  fusible  slag,  that  runs  oiF. 

The  liquid  iron  is  then  run  into  cast-iron  moulds  lined  with  loam,  and  kept 
cool  with  water  circulating  below  them,  so  that  it  is  chilled  and  easily  broken 
up  into  what  is  technically  known  as  Opiate  metaL** 

The  resulting  fine  metal  greatly  resembles  white  cast  iron  in  its  character- 
istics, but  the  percentage  of  impurities  will  be  found  to  have  been  consider- 
ably reduced  by  the  refining  process. 

Puddling  consists  in  melting  the  pig-iron  in  a  reverberatoiy  furnace,  by 
means  of  which  the  metal  is  subjected  to  the  heat  of  the  flame  and  a  strong 
current  of  air,  and  kept  quite  clear  of  the  fueL 

The  molten  metal  is  at  the  same  time  well  mixed  with  oxidising  substances, 
such  as  hssmatite  ore,  oxide  of  iron,  forge  scales,  etc.,  and  sometimes  with  lime- 
stone and  common  salt  The  oxygen  in  these  combines  with  the  remnant  of 
carbon  left  in  the  iron,  and  the  silicon  1b  also  oxidised,  passing  o£f  in  slag. 

As  the  carbon  is  removed  the  iron  becomes  less  fusible,  and  clotty  lumps 
of  pure  iron  appear,  which  are  collected  by  the  puddler  and  pressed  together 
with  the  tool  until  they  are  formed  into  puddk-haUa  weighing  about  f  cwt. 
or  more. 

In  order  to  reduce  the  labour  in  puddling,  rotatory  furnaces  and  other 
ingenious  inventions  have  been  introduced  of  late  years.  These,  however, 
need  not  be  further  referred  to. 

Shikgling. — ^The  lumps  or  baUs  formed  in  the  puddling  furnace  are  at 
once  placed  under  a  helve  or  a  tilt-hammer,  the  blows  of  which  force  out 
the  cinder  and  consolidate  and  weld  the  particles  of  iron  together,  forming  it 
into  what  is  called  a  bloom. 

Inferior  descriptions  of  iron  generally  have  the  slag  removed  by  a  squeezer, 
a  machine  something  like  the  jaws  of  an  alligator,  after  which  animal  it  is 
sometimes  named. 

On  many  works  the  steam-hammer  is  used  for  this  purpose,  and  it  can  be 
made  to  do  the  work  very  effectually.  It  may,  however,  be  used  to  produce 
very  inferior  iron,  because  it  can  be  adjusted  to  give  the  mass  such  very 
light  blows  that  the  slag  is  not  squeezed  out,  but  left  in  the  iron  to  its  very 
great  detriment^ 

Rolling. — Directly  after  this  the  red-hot  slab  of  iron,  or  "  bloom,"  is  passed 
between  grooved  rollers,  which  convert  it  into  puddled  bars  about  3  or  4  inches 
wide,  }  to  1  inch  in  thickness,  and  10  or  12  feet  long. 

The  puddled  bars  thus  formed  are  wrought  iron,  but  of  the  lowest  class. 
They  possess  hardly  any  of  the  charactenstics  of  the  higher  qualities,  and 
require  to  be  greatiy  improved  by  subsequent  processes  of  piling,  reheating, 
and  rolling. 

Before  referring  to  these  processes  and  to  the  different  qualities  of  iron 
produced  by  them,  it  will  be  well  to  glance  at  the  effect  of  rolling  upon  the 
structure  and  strength  of  the  iron. 
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Effect  of  Boluno  Iboh. — ^All  wrought  lion,  after  fiuiony  or  after  hv^ing 
been  ezpoeed  to  high  temperatores  sufficient  to  induce  softening  or  pastinem^ 
which  is  the  case  when  iron  is  reheated  to  a  white  heat,  consists  of  an  aggrega- 
tion of  crystals  of  a  cubical  form. 

In  the  act  of  rolling,  these  crystals  are  elongated  into  fihres,  which  form 
the  mass  of  all  good  wrought  iron. 

Some  authorities  consider  that  when  bar  iron  is  subjected  to  continued 
vibration,  constantly  repeated  loads,  shocks,  or  blows,  its  structure  becomes 
altered,  and  that  it  returns  to  a  crystalline  condition.  On  this  point,  however, 
there  is  considerable  doubt  (see  p.  332). 

The  chemical  constitution  of  the  iron  as  well  as  its  mechanical  structure  is 
altered  during  the  process  of  rolling.  When  heated  the  surface  is  exposed  to 
the  oxidising  influence  of  the  atmosphere,  the  amount  of  carbon  is  consider- 
ably reduced,  and  a  large  proportion  of  other  impurities  may  be  got  rid  of. 

Some  experiments  made  at  Woolwich  on  Bessemer  wrought  iron  showed 
that  this  iron,  when  fused  and  run  into  a  mould,  had  a  tensile  strength  of 
18*412  tons  per  square  inch,  but  when  the  same  iron  was  roUed  its 
tensile  strength  became  32*4  tons  per  square  inch,  by  which  it  appears  that 
the  operation  of  rolling  has  the  effect  of  nearly  doubling  the  strength  of  the 
iron. 

Tlie  effect  of  rolling  is  illustrated  also  by  the  example  given  at  page  333. 

Iron,  however,  will  not  bear  to  be  rolled  too  often,  for  it  appears  from  Sir 
W.  Fairbaim's  experiments  that  it  gains  strength  only  up  to  the  fifth  reheat- 
ing, and  then  its  strength  begins  to  fall  off. 

Professor  Rankine  says — ^^  Qood  bar  iron  has  in  general  attained  its  maxi- 
mum strength,  and  the  desired  size  and  figure  should  be  given  to  it  with  the 
least  possible  amount  of  reheating  and  working." 

Different  Qualities  of  Bar  Iron. — The  products  of  the  rolling 
process  are  classified  as  follows : — 

Puddled  Bars,  also  known  as  No.  1  or  rough  hart. 

The  puddled  bar  obtained  by  the  processes  above  described  is  of  a  very 
weak  and  inferior  quality. 

It  has  a  coarse  crystalline  structure,  and  very  small  tensile  strength  (see 
Table,  p.  318),  but  is  of  a  harder  texture  than  the  better  kinds  of  bar  iron 
about  to  be  mentioned. 

In  order  to  improve  the  quality  of  the  material,  the  puddled  bar  is  cut  up 
into  short  lengths  and  subjected  to  the  processes  of  piling,  reheating,  and 
rolling. 

The  effect  of  these  processes  is — 1st,  To  drive  out  the  slag ;  2d,  To  give 
unifonnity  of  structure,  weak  parts  of  one  bar  being  brought  alongside  the 
strong  parts  of  other  bus  ;  3d,  To  produce  a  finished  suifacei 

Some  of  the  harder  kinds  of  iron  are,  however,  worked  chiefly  by  the 
hammer,  the  bar  being  passed  through  the  rolls  only  at  the  last  when  it  is 
to  receive  its  finished  section. 

MsRCHAMT  Bar  or  Cbmnum  Jrtm,  known  also  as  No.  2,  is  produced  by  piling 
up  short  lengths  of  puddled  bars,  raisLug  them  to  a  welding  heat,  and  passim; 
them  through  rollers.  This  amalgamatea  them  into  a  single  bar,  and  gives 
the  iron  a  fibrous  structure  which  greatly  increases  its  strength. 

Tins  quality  of  bar  is,  however,  still  very  inferior,  being  hard  and  brittlfi. 
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It  can  be  forged  only  with  difficulty,  and  is  ufiefnl  only  for  the  commonest 
pnrpoaefl. 

Best  Bab  is  produced  by  cutting  up  merchant  bars,  and  repeating  the  pro- 
cesses of  piling,  reheating,  and  rolling. 

in  some  cases  the  top  and  bottom  of  the  pile  are  made  with  bars  that  have 
been  twice  rolled. 

Best  bar  is  far  tougher  and  more  easily  worked  than  merchant  bar,  and  is 
generally  used  for  ordinary  good  work. 

Bbst  Best  and  Best  Best  Best  iron  bars  are  those  which  have  respectively 
been  submitted  to  three  and  four  repetitions  of  the  processes  of  piling,  weld- 
ing, and  rolling. 

Scrap  Babs  are  made  from  short  pieces  that  are  useful  for  no  other  pur- 
pose welded  and  rolled  together  into  a  single  bar. 

IVhen  the  scraps  used  are  old  pieces  not  thoroughly  cleaned,  the  resulting 
bar  is  of  an  inferior  description. 

If,  however,  the  scraps  used  are  of  new  and  clean  iron,  such  as  the  short 
ends  cut  off  finished  rails,  an  iron  of  capital  quality  is  produced,  which  is 
known  as  best  scrap  or  best  best  scrap. 

Manufacture  op  T  and  I  Ikon. — In  manufacturing  iron  of  T,  I,  or  other 
sections,  or  rails,  a  pile  of  bars  is  formed,  heated,  and  welded  together  under  a 
steam  hammer. 

This  is  then  rolled,  in  the  roughing  or  cogging  rolls,  into  a  bloom  of  about 
half  or  two-thirds  the  sectional  area  of  the  original  pile. 

The  bloom  is  reheated,  and  rolled  down  in  grooved  finishing  rollers,  each 
approaching  more  and  more  nearly  to  the  section  of  the  finished  rail 

The  rails  are  then  cut  to  a  length,  straightened,  and  finished. 

For  rails  which  have  to  withstand  traffic,  the  upper  and  lower  surfaces  of 
the  piles  are  of  superior  or  better-worked  iron. 

Wrought  iron  girders  can  be  rolled  with  ease  up  to  a  depth  of  about  10  inches.  When 
they  are  required  of  greater  depth  than  this,  the  upper  and  lower  portions  are  sometimes 
rolled  separately,  and  then  united  by  inserting  a  piece  of  iron  containing  more  carbon, 
and  which  is  therefore  more  fosible.  This  piece  is  subjected  to  a  fierce  heat  from  blow- 
pipes, and  at  the  same  time  hammered  on  both  sides,  so  as  to  weld  the  upper  and  lower 
portions  of  the  girder  together. 

Contraction  of  Wrought  Iron. — "  When  a  bar  of  wrought  iron  is  heated 
to  redness  and  quenched  in  water  it  becomes  permanently  shorter  than 
before.  This  fact  is  well  known  to  practical  men,  who  sometimes  avail  them- 
selves of  it  when  a  wrought-iron  cruik,  etc.,  has  been  accidentally  bored  out 
too  laige  for  its  shaft ;  by  one  or  more  heats  it  may  be  reduced  so  as  to  be  a 
good  fit"  ^ 

Cold  BoUed  Iron. — ^Wrought  iron  bars  and  plates,  rolled  cold  under  a 
great  pressure,  acquire  a  polished  surface,  and  have  their  tensile  strength  in- 
creased, and  their  ductility  reduced  as  shown  in  the  Table,  p  319. 

Defeots  in  Wrought  Iroii. — CoLD  SHORT  iron  is  very  brittle 
when  cold,  and  cracks  if  bent  double,  though  it  may  be  worked  at  a 
high  temperature. 

This  defect  generally  appears  in  an  iron  produced  from  a  poor 
ore,  or  is  caused  by  an  excess  of  phosphorus. 

'  Box  071  ffectL 
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Eed  Short  or  Hot  Short  iron  cracks  when  bent  or  finished  at 
a  red  heat,  but  is  sufficiently  tenacious  when  cold.  The  defect  is 
generally  caused  by  sulphur  from  the  fueL  Eed  short  iron, 
though  useless  for  welding  and  for  many  other  purposes,  is  tougher, 
when  cold,  than  other  iron,  and  is  much  used  for  tin  plate. 

Arsenic,  copper,  and  several  other  impurities  also  produce  red 
shortness. 

TESTS  FOR  WROUGHT  IRON. 

Gteneral  Bemarkg. — There  are  several  ways  in  which  the 
quality  of  a  piece  of  wrought  iron  may  be  ascertained. 

It  may  be  broken  by  direct  slow  tension,  or  by  a  falling  weight, 
the  breaking  stress,  elongation,  contraction  of  area,  and  other  par- 
ticulars being  noted.  In  the  absence  of  facilities  for  breaking  it, 
it  may  be  subjected  to  certain  rough  tests  which  will  be  presently 
described. 

Where  these  tests  cannot  be  applied,  some  idea  may  be  formed 
of  the  quality  of  the  iron  by  the  appearance  of  the  fractured  sur- 
face. 

Wrought  iron  is  used  in  many  structures  in  which  it  is  liable 
to  receive  sudden  and  often-repeated  shocks.  This  is  the  case, 
for  example,  in  bridges,  and  to  a  certain  extent  in  roofs.  It  must, 
therefore,  be  able  not  only  to  resist  a  great  tensile  stress,  but  also 
to  withstand  sudden  concussion  or  continued  vibration. 

A  very  hard  iron  will  withstand  a  very  high  tensile  stress,  but 
is  brittle,  and  will  snap  under  a  sudden  strain. 

A  good  iron  must,  therefore,  not  only  possess  great  tensile 
strength,  but  must  be  diictile,  that  is,  able  to  stretch  before  it 
gives  way.  This  ductility  may  be  measured  either  by  the  pro- 
portion borne  by  the  permanent  elongation  to  the  original  length 
of  the  iron,  or  by  the  amount  of  contraction  of  area  of  section 
caused  by  the  stretching. 

A  specimen  of  such  iron  when  torn  asunder  by  slow  tension 


Fig.  115. 


Vifr.  116. 
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will  not  break  off  short  as  in  Fig.  1 1 5/  but  will  draw  out  as 
in  Kg.  1 16/  not  only  becoming  longer,  but  also  being  reduced 
in  diameter  and  sectional  area  at  the  centre.  The  dotted  lines  in 
Fig.  116  show  the  origmal  size  of  the  specimen. 

In  order  that  both  strength  and  ductility  may  be  secured,  it 
is  now  usual  for  engineers  to  require  that  the  iron  for  bridges 
and  similar  important  work  should  fulfil  at  least  two  condi- 
tions : — 

(1)  That  it  shall  not  break  with  a  tensile  stress  less  than  a 
certain  specified  amount 

(2)  That  before  breaking  it  shall  elongate  not  less  than  a 
named  proportion  of  its  original  length ;  or 

That  before  breaking  its  sectional  area  shall  be  reduced  (as  a 
consequence  of  its  stretching)  by  not  less  than  a  certain  named 
proportion  of  its  original  area. 

Of  these  two  forms  of  the  test  for  ductility,  the  measurement 
of  the  elongation  is  generally  simpler  and  more  easily  managed 
than  the  measurement  of  the  reduction  of  area. 

With  ordinary  irons,  as  a  rule,  that  specimen  which  has  the 
greatest  tensile  strength  is  the  hardest,  and  will  contract  least  in 
sectional  area,  or  lengthen  the  least  before  breaking. 

Iron  can,  however,  be  made  which  will  possess  both  qualities 
in  a  very  high  degree. 

In  addition  to  ascertaining  the  strength  and  ductility  of  the 
iron,  it  is  desirable  to  know  how  the  iron  will  behave  when 
reheated  and  worked. 

This  is  ascertained  by  bending  or  otherwise  distorting  the  iron 
when  hot,  as  described  at  page  280,  under  the  head  of  Forge 
Tests. 

Such  tests  are  especially  valuable  when  the  iron  is  to  be  forged 
into  different  shapes  before  use  in  the  structures  for  which  it  is 
intended. 

Mr.  Eirkaldt's  Experxhekts. — ^At  one  time  it  was  thought  that  the 
tensile  stress  required  to  break  a  piece  of  iron  was  all  that  was  necessary  to 
be  known  in  order  to  ascertain  its  quality. 

The  investigations  of  Mr.  Kirkaldy  founded  upon  an  elaborate  series  of 
experiments  made  by  him  on  iron  of  every  description  and  quality,  led  him, 
however,  to  the  foUowing  conclusions,^  among  many  others,  some  of  which 
will  be  referred  to  presently  : — 

^  From  Kirkaldy's  Baqteriments  <m  Iron  and  Steel. 
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1.  The  bmUng  itnin  doM  moi  iwMmtti  the  qnaUty  at  hitherto  eanmied. 
'  2.  A  high  bteaking  etnin  mey  be  doe  to  the  iron  bong  of  snperior  qnelity,  denae. 
fine,  and  modentelj  aoft,  or  eimply  to  its  being  vety  hazd  and  nnjielding. 

"  8.  A  low  breaking  atrain  maj  be  doe  to  looeeneaa  and  coaneneaa  in  the  textoi^  or 
to  extreme  loftneM,  though  Tery  cloee  and  fine  in  <inalitj. 

"  4.  The  oontnution  of  ana  at  fraetnre,  prerionalj  ovcriooked,  forma  an  eiaantiil 
element  in  eatimating  the  quality  of  apedmena. 

**  5.  The  reapectiTe  merita  of  vaziona  apecimena  can  be  correctly  aeoertained  by  com- 
paring the  breaking  itnin  jointly  with  the  contraction  of  area. 

"6.  Inferior  qnalitiea  show  a  moch  greater  Tariation  in  the  breaking  strain  than 
superior. 

"7.  Greater  differences  exist  between  small  and  large  bars  in  coarse  than  in  ffaie 
varieties. 

"  8.  The  prerailing  opinion  of  a  rough  bar  being  stronger  than  a  tamed  one  is  erro- 


"  9.  Rolled  bars  are  slightly  hardened  by  being  forged  down. 

*'  10.  The  breaking  strain  and  contraction  of  area  of  iron  plates  are  greater  in  the 
direction  in  which  they  are  rolled  than  in  a  transrerse  direction."  (Hie  experimenta 
show  the  difference  to  be  abont  10  per  cent.) 

Unifobmitt. — In  chooong  iron  for  railway  bridges  and  similar  structures 
it  is  not  only  important  that  the  iron  should  be  strong  and  tough,  but  alao 
that  it  should  be  uniform  in  quality. 

Iron  structures  should  be  so  proportioned  that  an  equal  stress  shall 
come  upon  every  square  inch  of  the  section  of  every  part  It  is  of  no  advan- 
tage that  the  iron  in  one  part  should  be  so  good  as  to  enable  it  to  take  more 
than  this  working  stress,  when  at  the  same  time  another  part  would  give  way 
if  the  stress  were  applied. 

DiFFSBBNT  Mbihods  OF  TBSTiNa.' — (1)  Upon  receiving  a  quantity  of 
iron  for  any  work,  pieces  may  be  taken  at  random  and  tested  to  breaking  in  the 
manner  before  described. 

This  is  the  best  way  of  testing — all  the  particulars  required  to  be  knoiivn 
with  regard  to  the  iron  may  be  ascertained — and  though  some  bad  pieces  may 
escape  detection,  yet  the  general  average  of  the  whole,  and  the  degree  of  uni- 
formity which  exists,  is  pretty  well  arrived  at 

In  order  that  the  iron  may  be  uniform  in  ductility  as  well  as  in  tensile 
strength,  it  has  been  recommended  that  a  maximum  percentage  of  elongation 
or  contraction  of  area  should  be  specified  as  well  as  a  minimum.  This,  how- 
ever, is  not  done,  the  minimum  only  being  referred  to  in  most  specifications. 

There  are,  however,  other  ways  in  which  engineers  endeavour  to  ascertain 
the  quality  of  a  lot  of  iron  by  applying  a  tensile  stressL 

These  may  juBt  be  mentioned. 

(2)  Sometimes  every  piece  to  be  used  in  the  work  is  tested  under  a  small 
stress,  any  bars  which  appear  to  elongate  more  than  the  others,  and  sooner  to 
take  a  permanent  set  (see  p.  329),  being  considered  inferior.  This  test  gives 
no  information  regarding  the  ultimate  strength  of  the  iron.  Moreover,  there 
is  danger  of  testing  each  piece  beyond  its  limit  of  elasticity  (see  p.  329),  and 
thus  doing  it  a  permanent  injury. 

(3)  In  other  cases  it  is  specified  that  all  bars  shall  be  rejected  the  elonga- 
tion of  which  exceeds  a  certain  fixed  proportion  under  a  specified  stress. 

This  is  a  bad  test  of  the  quality  of  the  iron,  for  the  large  elongation  may 
be  due  either  to  the  iron  being  a  good  tough  material,  which  stretches  con- 


^  Vnwia'B  Iron  Bridges  and  £oqf». 
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sideiably  long  before  breaking,  or  it  may  be  due  to  the  iron  being  of  a  weak 
description  and  on  the  point  of  breaking. 

Testing  Machines. — The  machines  for  accnrately  testing  iron  and  steel 
are  too  cnmbrons  and  expensive  for  ordinary  nse.  Engineers  generally  send 
their  specimens  to  be  tested  by  Mr.  Elirkaldy  of  Southwark,  to  other  testers 
of  materials,  or  to  one  of  the  chain-testing  establishments,  such  as  those  at 
Birkenhead  and  Sunderland. 

A  description  of  Mr.  Eirkaldy's  admirable  machinery  for  testing  is  given 
in  Spon's  Dictiona/ry  of  Engineering, 

Tensile  Tests  fbr  Wrought  Iron. — The  Tables  at  page  318  give  the 
tensile  strength,  the  contraction  of  area,  and  other  particulars,  with  regard  to 
several  different  descriptions  of  iron. 

These  particulars  differ  in  nearly  every  case.  It  is  not  usual  to  make  shades 
of  difference  in  the  tests  applied,  so  that  they  do  not  vary  with  each  minute 
difference  in  the  description  of  iron  that  is  to  be  used. 

The  following  Tables,  showing  the  tests  that  are  applied  to  the  various 
classes  of  iron  by  the  different  Government  departments,  will  therefore  be 
useful 

India  Office, — ^The  following  Table  is  extracted  from  one  prepared  for  the 
India  Ofiice  by  Mr.  Eirkaldy :  ^ — 

Scale  of  Tensile  Tests  for  Iron  of  Various  Qualities. 
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Swedish  Babs. 
22  tons. 


Ultimate  Stress  >  ««  x-__  Contraction  of 


^^  ^_  itraction  of   )  g^        ^^^ 

per  square  inch.  {  ""  '^"°*  area  at  fracture.  )       *^ 

Comparing  this  Table  with  the  Tables  of  strength  given  at  page  318,  it  will 
be  seen  that 

The  best  Yorkshire  iron  might  be  expected  to  stand  the  tests  under 
Class  C. 


^  Wray's  Theory  of  CoTistruction. 
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The  Best  Best  irons  of  the  market  should  stand  the  test  under  Class  K 
The  ordinaiy  Best  iron  of  the  market  should  stand  those  of  Class  G. 

A  and  B  are  reserved  for  special  qnalities  of  iron  which  might  be  required  at  any 
future  time,  and  the  Classes  D  to  F  would  be  for  qualities  intermediate  between  the  others. 

Recent  India  Office  specifications  are  summarised  as  in  the  following  Table,  which 
shows  the  ultimate  tensile  stress  per  square  inch,  and  the  percentage  of  elongation  for  each 
description  of  iron. 
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Admiralty. — The   Admiralty  Tests  for   iron   for  ship -building   may  be 
tabulated  as  follows  : — 


BB  or  1st  class  plate  iron  and  sheet    |  (grain  lengthways) 
iron  i  inch  thick  and  above      .        .    j  (grain  crossways) 

Do. ,  boiler  plate,  do.  do. 

B  or  second  class  plate  and  sheet  iron  . 

Angle,  Bulb,  T,  Angle-bulb,  Tee-bulb, 
or  other  iron  of  ordinary  form 

All  the  above  are  in  addition  to  the  foige 
tests  enumerated  at  page  281. 


!  (grain  lengthways) 
(grain  crossways) 

I  (grain  lengthways) 
(grain  crosswajTs) 

I  (grain  lengthways) 


Tensile  Strain 
per  square  inch. 

22  tons. 

18 


21 
18 

20 
17 

22 


ft 
1* 

»t 

n 
ft 


22 


BB  bar  iron,  moulding,  sash  bar,  half^         Do.  ... 

round,  and  segmental  iron.    Fire-bar  hand  such  forge  tests,  hot  and  cold,  as  may 
iron  J         be  deemed  expedient. 

Rough  Tests  for  Wrought  Iron. — ^There  are  several  very  useful  tests 
which  may  be  applied  to  iron  of  different  forms  in  addition  to  the  tensile  tests. 

Forge  Test^, — Plate  iron  may  be  bent  either  hot  or  cold,  with  or  across  the 
grain.  The  bending  is  done  upon  a  cast-iron  rectangular  slab,  having  the 
comer  slightly  rounded  off.  The  angle  through  which  the  plate  Aauld  bend 
without  cracking  depends  upon  the  quality  and  thickness  of  the  iron,  and  is 
shown  in  the  following  tables,  which,  together  with  the  tests  following  for 
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angle  irons,  eta,  have  been  extracted  from  the  Admiralty  directions  for  test- 
ing iron. 


. 

THICKNKaS. 

1  inch  thick 
and  Tinder. 

linch. 

finch. 

linch. 

iinch. 

B  B,  grain  lengthways     . 
«y        ,)     crossways 
B,  grain  lengthways 
r,       „     crossways  .... 

125' 
90' 
90' 
60' 

15' 

5' 

10' 

•  •  • 

25' 
10' 
20' 

5' 

35' 
15' 
30' 
10' 

70' 
80' 
65' 
20' 

8HKET  IRON. 

Hot. 

Cold. 

B  B,  grain  lengthways    .        .        • 

y,         „     crossways 
B,  grain  lengthways         .        ,        . 
„       „     crossways  .... 

125' 
90' 
90' 
60' 

90' 
40' 
75' 
30' 

N,B, — It  should  be  noticed  that  the  angle  mentioned  above  in  each  case  is  the  angle 
through  which  the  plate  is  bent,  commencing  at  the  horizontal,  not  the  angle  between  tiie 
two  sides  of  the  plate  after  it  is  bent. 

Different  descriptions  of  iron  may  be  tested  as  follows : — ^ 


HOT. 
AngU  Irons 

May  be  bent  thns 


(^ 


Or  thus 


Or  flattened  thus 


And  end  bent  oyer  thus 


COLD. 

Notched  and  broken  across  to 
show  quality  of  the  iron. 


One  flange  cut  off  and  bent  cold, 
thus 


^  These  are  the  tests  used  by  the  Admiralty. 
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Teelnms 


May  Tm  bent  thus 


Or  thus 


6d 


Tee  huXh  iron  may  be  tested  like 
Tee  iron,  and  angle  Inilb  iron 
like  angle  iron,  after  the  bulb 
in  each  case  is  cut  off. 


Bulb  Iron 


Cat  off  bulb,  and  bend 
web  thus 


C^nnel  Iron 


Bent  thus 


Same  as  for  angle  irona. 


The  bulb  may  be  notched  on  one 
side,  and  broken  cold  to  show 
the  quality  of  the  iron« 


Bulb  notched  on  one  side,  and 
broken  to  show  quality  of  iron. 


Flange  cut  off  and  bent  cold  as 
for  angle  iron.  One  sample 
notched,  and  broken  cold,  to 
show  quality  of  iron. 


Rivets  of  good  quality  should  double  when  cold  without  showing  any  signs 
of  fracture.  The  heads  "  when  hot  should  stand  being  hammered  down  to 
less  than  ^-inch  thickness  without  cracking  at  the  edge.  Rivets  should  also 
stand  having  a  punch  of  nearly  their  own  diameter  driven  right  through  the 
shank  of  the  rivet  when  hot  without  cracking  the  iron  round  the  hole.*'  ^ 

Appearance  of  the  Fractured  Surface  of  Wrought  Iron. — ^At  one  time  it  was 
thought  that  a  fibrous  fracture  was  a  sign  of  good  tough  wrought  iron,  but  that 
a  crystalline  fracture  showed  that  the  iron  was  bad,  hard,  and  brittle. 

Mr.  Eirkald/s  experiments  led  him^  however,  to  the  following  conclu- 
sions.' 

**  1.  Whenever  wrought  iron  breaks  suddenly,  a  erystaUine  appearance  ia  the  invari- 
able  result ;  when  groduaUy,  invariably  ^fbrova  appearance. 

''2.  Whether,  on  the  one  hand,  it  is  finely  or  coarsely  crystalline,  or  on  the  other, 
the  fibre  be  fine  and  close,  or  coarse  and  open,  depends  upon  the  quality  of  the  iron. 

"  8.  When  there  is  a  combination  in  the  same  bar  or  plate  of  two  kinds — the  one 
harder  or  less  ductile  than  the  other — ^the  appearance  will  be  partly  crystalline  and  partly 
fibrous,  the  latter  produced  by  the  gradual  drawing  asunder  action  previous  to  and  at  the 
time  of  rupture ;  whilst  in  ^e  former  the  iron  breaks  suddenly,  without  elongating  at 
time  01  rupture. 

"4.  When  the  proportion  of  the  harder  is  considerably  less  than  the  softer,  the  for- 
mer snaps  suddenly,'  whilst  the  latter  continues  stretching ;  but  when  nearly  equal,  or  the 
less  ductile  predondnates,  both  portions  break  together,  or  almost  at  the  same  moment ; 


^  Graham  Smith  in  Proceedings  Liverpool  Engineering  Society,  from  **Engineer," 
'  Eirkaldy's  Expervmenls  on  Wrought  Iron  and  Steel, 
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the  one  part,  fipradoally  arriTing  at  its  limit  of  endurance,  breaks  with  a  fibrous  i^ppear- 
ance,  whilst  a  greatly  increased  strain  consequently  coming  on  the  remaining  portion,  it 
suddenly  gives  way  producing  a  crystalline  appearance. 

''5.  The  relative  qualities  of  various  irons  may  be  pretty  accurately  judged  of  by 
comparing  their  fractures,  provided  they  have  all  been  treated  in  precisely  the  same  way, 
and  all  broken  under  the  same  sort  of  strains  similarly  applied. 

"6.  By  varying  either  the  shape,  the  treatment,  the  kind  of  strain,  or  its  application, 
pieces  cut  off  the  same  bar  will  be  made  to  present  vastly  different  appearances  in  some 
kinds  of  iron,  whereas  in  others  little  or  no  difference  will  result.'' 

It  will  be  seen  then  that  the  appearance  of  the  fractored  surface  of  wrought 
iron  is  to  a  certain  extent  an  indication  of  its  quality,  provided  it  be  known 
how  the  stress  was  applied  which  produced  the  fracture. 

Good  iron  may  be  either  crystalline  or  fibrous,  according  as  the  stress  which 
caused  fracture  was  sudden  or  gradual,  but  it  should  be  remarked  that  bad 
iron  is  never  fibrous. 

Small  uniform  crystals  of  a  uniform  size  and  colour,  or  fine  close  silky  fibres, 
indicate  a  good  iron. 

Coarse  crystals,  blotches  of  colour  caused  by  scorisa  or  other  impurities,  loose 
and  open  fibres,  are  signs  of  bad  iron,  and  flaws  in  the  fracture  surface  are 
signs  that  the  piling,  welding,  and  rolling  processes  have  been  imperfectly 
carried  out 

Fractures  examined  should  be  those  of  bars  at  least  half-an-inch  thick,  or 
they  will  become  distorted  and  will  not  exhibit  the  characteristic  peculiari- 
ties to  be  seen  in  larger  bars. 

The  fibres  of  wrought  iron  are  readily  exposed  by  immersing  the  specimen 
for  a  few  days  in  very  weak  hydrochloric  or  nitric  acid,  which  eats  away  the 
material  between  the  fibres,  leaving  the  latter  exposed. 

Test  by  means  of  Falling  Weight,  or  Ihpaot  Test. — ^In  testing  iron  for  very  im- 
portant situations,  where  it  will  be  subject  to  sudden  shocks,  it  is  well  to  subject  it  to 
the  tension  produced  by  a  weight  falling  firom  a  height,  so  as  to  imitate  as  nearly  as 
possible  the  action  of  the  force  to- which  it  will  be  subjected. 

This  is  done  in  the  case  of  bolts  for  fastening  the  thick  iron  plates  of  armour-plated  forts. 

These  are  tested  by  means  of  a  ton  weight  falling  through  a  distance  of  30  feet.  The 
testing  apparatus  is  so  arranged  that  the  blow  acts  in  the  direction  of  the  length  of  the 
bolt  This,  it  is  found,  will  pull  asunder  a  8-inch  bolt  in  six  or  seven  blows.  The 
fracture  is  required  to  be  "  silky  fibrous,  not  crystalline  in  any  degree,"  and  the  contrac- 
tion of  area  40  per  cent 

Iron  rails  are  also  sometimes  tested  by  a  fklling  weight 


DIFFERENT  DESCRIPTIONS  AND  MARKET  FORMS  OF' 
WROUGHT  IRON,  AND  THEIR  RELATIVE  VALUK 

DESCRIPTIONS  OF  WROUGHT  IRON. 

The  following  are  the  different  kinds  of  wronght  iron  most  generally  known 
in  this  country. 

Swedish  Iron  is  made  from  pure  magnetic  iron  ore — chiefly  from  Danne- 
mora — smelted  with  charcoal. 

It  excels  any  iron  made  in  this  coxmtiy  with  r^pard  to  tenacity  and  tongh- 
nesB,  but  its  great  cost  precludes  it  from  use  in  engineering  and  building 
structures. 

Begt  YorJahire  Iron — ^produced  by  certain  well-known  firms  of  long  stand- 
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ing  (see  p.  299).  This  iron  can  be  more  thoroughly  relied  upon  for  strength, 
toughness,  and  uniformity  than  any  other  made  in  this  country.  It  is  gener- 
ally specified  for  important  work  intended  to  vrithstand  an  unusual  stress,  or 
to  resist  sudden  shocks,  or  changes  of  temperature. 

Other  Yorkshire  manufacture — Staffordshire  Iron,  Scotch  Iron^  Cleveland 
Iron,  Newcastle  Iron,  Middlesborou^h  Iron,  Welsh  Iron,  etc.  etc.,  are  other 
descriptions  of  bar  and  plate  iron  in  the  market  They  vary  considerably  in 
quality ;  some  of  them  possess  considerable  strength  and  toughness,  are  only 
half  the  cost  of  best  Yorkshire  iron,  and  are  more  generally  used  for  ordi- 
nary purposes. 

These  different  varieties  are  generally  distinguished  by  marks  or  brands, 
which  are  described  at  p.  296.  The  qualities  of  the  different  kinds  of  iron  are 
further  referred  to  in  connection  with  the  brands  under  which  they  are  sold. 

MARKET  FORMS  OF  WROUGHT  IRON. 

Wrought  Iron  is  prepared  for  the  market  in  several  convenient  forms. 

Ordinary  Dimensions  are  those  generally  made  and  kept  in  stock.  Every- 
thing required  of  different  dimensions  from  these  must  be  paid  for  at  a  higher 
price.  The  ordinary  dimensions  for  each  district  are  given  in  the  list  of 
extras,  p.  291. 

The  extras  charged  in  South  Staffordshire,  also  in  the  North  of  England, 
Wales,  and  Scotland,  are  shown  in  the  list  at  page  291,  which  is  copied  from 
that  compiled  by  Messrs.  Boiling  and  Lowe,  London. 

Dead  Lengths  cmd  Exact  Dimensions  are  also  chaigea  for  extra,  that  is  when 
a  bar  must  be  the  exact  length  specified  within  ^  inch,  or  when  a  plate  must 
be  a  special  unusual  length  by  a  special  unusual  width  in  disproportion. 

Iron  of  irregular  or  unusual  figure  or  dimensions,  or  cut  according  to 
sketches,  is  also  charged  extra. 

Bar  Iron  includes  simple  sections — ^round,  square,  or  flat 

^^ '  I  Ordinary  dimensions  are  generally  from  \  inch  to   3  inches 

(  diameter,  or  sides,  increasing  by  ^  of  an  inch  each  size. 
round,  J 

If  under  ^  an  inch  diameter,  they  are  classed  as  rods ;  or  if  imder  A  inch 
diameter,  as  wire, 

^^M  FUU  Bars, — ^The  ordinary  dimensions  are  generally  from  1  foot  by  J 
of  an  inch  to  6  inches  by  1  inch,  the  width  increasing  i  of  an  inch  and  the 
thickness  increasing  iHr  of  an  inch  (at  the  same  time)  in  the  various  sizes. 

Bars  of  these  sections  may  be  readily  obtained  of  to  22  feet  in  length  with- 
out extra  chaige. 

^^  Half  round,  ^^  Oval,  ^  m      Convex,    ^i^  Half -oval,  #  Hexagon, 

W  Octagon,  and  ^^^  Tyre  ircfn,  are  other  sections  which  are  useful  for  dif- 
ferent purposes,  but  which  need  not  be  more  fully  described. 

Bar  iron  is  classified  as  to  quality  in  the  manner  described  at  p.  274. 

Uses. — Best  Yorkshire  Bar  Iron  is  used  for  locomotives,  and  in  superior 
shipbuilding,  also  for  bolts  and  jhstenings  of  very  important  structures. 

Best  Best  Bar  Iron  of  other  descriptions  is  used  for  all  very  important  work 
where  the  expense  of  Lowmoor,  Bowling,  or  other  best  Yorkshire  irons  ex- 
cludes their  use. 
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Best  StaffordshirB  Bar  Iron  is  used  for  ordinary  work  in  bridges  and  roofs. 

Common  Bar  Iron  is  used  where  the  iron  requires  hardly  any  forging,  and 
is  not  expected  to  offer  much  resistance.  It  sufBices  for  hurdles,  standards, 
and,  in  fact,  ordinary  work. 

Angle  and  T  Irons. — Iron  of  these  sections  is  most  useful  in  a  great 
many  building  and  engineering  structures,  such  as  roo&,  girders,  bridges,  etc. 
eta 

The  sections  are  made  of  a  great  variety  of  dimensions.  Iron  merchants 
generally  publish  lists  showing  those  that  they  keep  in  stock. 


The  sides  a  6,  &  c  are  sometimes  equal,  as  in  Fig.  117  ;  sometimes  unequal, 
as  in  Fig.  118. 

These  forms  of  iron  are  obtainable  in  lengths  up  to  about  40  feet. 

It  will  be  seen  that  extras  are  charged  for  the  smaller  sized  angle  and  T 
irons,  also  for  sections  exceeding  8  united  inches^  that  is  sections  in  which  the 
sum  of  the  length  of  the  sides,  or  of  the  length  of  both  and  stem,  is  more 
than  8  inches. 

Extras  are  also  charged  for  sections  having  an  obtuse  or  an  acute  angle,  as 
in  Figs.  121,  122  ;  or  "round-backed,"  as  in  Fig.  123. 

Angle  irons  cannot  well  be  rolled  of  a  thickness  less  than  i  of  the  width 
of  one  side.  On  the  other  hand,  if  they  are  very  thick,  there  is  a  consider- 
able percentage  of  loss  of  metal  in  the  rivet  holes. 

They  should  have  sides  or  flanges  of  equal  thickness — holding  up  the  full 
thickness  to  the  ends  of  the  flanges,  not  feather-edged. 

Channel  Iron,  known  also  as  half  H  iron,  is  a  form  fre- 
quently used  in  lattice  girder  bridges  and  similar  structures. 

The  united  inches  in  channel  iron  consist  of  the  width  added  to 
twice  the  height  ^«-  '^^^' 

Boiled  Girder  Iron,  known  also  as  Rolled  Joist  Iron^  Beam  Iron^  I  Iron, 
or  H  Iron, 

This  is  one  of  the  most  useful  sections  of  iron  for  fireproof  and 
other  floors,  parts  of  bridges,  roofs,  etc.,  and  is  rolled  in  depths  of 
from  3  to  20  inches. 

An  endless  variety  of  sections  is  kept  by  different  makers  who 
generally  publish  full-size  sections  of  their  iron  joists,  showing  the 
weight  per  foot  run  of  each  joist,  and  the  distributed  load  that  it  j,.    ,.25 
will  support. 

MisoellaneouB  Sections. — Besides  the  above-mentioned  there  are  a  great 
many  forms  of  wrought  iron,  some  of  which  are  in  common  use,  others  re- 
quired only  for  special  purposes. 

A  few  of  these  will  now  be  briefly  mentioned.  Their  BecUons  are  shown 
below. 

I  T   LL  L 

Pigs.  126.  127.  128.  129.  180.  131 
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BvUb  Beam  (Fig.  126)  is  clueflj  used  for  shipbuilding. 

Bulh  Tee  Beam  or  Deck  Beam  (Fig.  1 2  7)  is  also  used  for  ships,  and  some- 
times for  roofs. 

Bulh  Angle  (Figs.  128,  129)  also  for  ships. 

Sqaare  Boot  (Fig.  130),  used  for  riveted  structures  in  which  the  feather 
edge  would  cause  an  empty  space. 

Dovble  Angle  or  Z  Sections  (Fig.  131),  used  for  riveted  structures  instead  of 
a  flat  and  two  angle  irons. 

Bail  Bars. — ^These  are  made  of  various  sections ;  some  of  them  may  be 
illustrated,  but  need  not  be  described. 


Z 


Figs.  132.  183.  184.  135.  135a. 

Dovble-headed  Bail  (Fig.  132). — Formerly  a  section  in  common  use,  but 
now  mostly  found  on  British  lines  only. 

Vignoles  or  Flat-bottomed  Rail  (Fig.  133),  used  especially  on  Continental 
lines,  in  India,  and  the  Colonies. 

Bridge  Bail  (Fig.  134),  used  mainly  by  the  Great  Western  Hallway  Com- 
pany for  the  broad-gauge  traffic. 

Tram  Bail  (Figs.  135  and  135a),  are  only  two  of  the  many  forms  of  sec- 
tions used  for  tramways  in  streets. 

Sash  and  Fancy  Iron, — This  class  includes  a  great  variety  of  forms  of  iron 


Figs.  186.  137.   .    138.  139.  140.  141.  142.  143. 


sash  bars,  such  as  those  in  Figs.  136  to  138  ;  Beading  Iron,  for  ornamental 
work,  as  in  Figs.  139  to  141  ;  Cross  Iron  (Fig.  142),  for  struts ;  Quadrami 
Iron  (Fig.  143),  for  building  up  parts  of  structures  ;  and  other  sections  useful 
for  different  purposes. 

Market  Sections. — Before  ordering  L,  T,  U  iron,  joists,  or  iron  of  the 
various  other  sections,  it  is  well  to  ascertain  the  dimensions  of  the  usual  sec- 
tions kept  in  stock  by  the  merchants,  or  for  which  the  works  have  rolls.  Iron 
merchants  give  their  customers  printed  lists  of  all  such  sections,  and  selections 
should  be  made  from  them.  If  sections  of  unusual  form  and  dimensions  are 
called  for,  extra  expense  and  delay  are  occasioned. 

The  lists  include  almost  every  variety  that  can  possibly  be  required ;  for 
example,  in  those  of  Messrs.  Boiling  and  Lowe. 

Angle  irons  are  shown  from  J  inch  x  \  inch  x  \  inch  thick  up  to  8  inches 
y  8  inch  x  \  inch  thick. 

T  irons  from  A  inch  table  x  |  inch  stem  x  \  inch  thick,  up  to  12  inch  table 
X  3|  inch  stem  x  {  inch  thick. 

U  irons  from  f  inch  wide  x  |  high  x  A  thick,  to  12  inches  wide  x  4  inches 
high  X  ^  inch  thick. 

Z  iron  from  2|  incheshighx  1  inch  wide  x  ^  inch  thick,  to  20  inches  high 
X  11^  inches  wide  x  1^  inch  thick. 
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Bivet  Iron,  Chain  Iron,  Horse-shoe  Iron,  Nail  Iron,  are  special 
q^ualitiee  manufactured  for  the  purposes  indicated  by  their  respective  names. 

Plate  Iron  is  made  in  thicknesses  between  \  inch  and  1  inch. 

The  different  thicknesses  vary  iVth  inch  each  in  succession. 

When  beyond  f  inch  thick  the  plates  are  generally  of  ordinary  quality, 
unless  specified  ^  best ''  or  '*  best  best" 

Extras, — Large  or  heavy  plates  are  more  expensive  because  they  require 
more  care  and  labour  in  manufacture. 

The  eirtxas  charged  upon  plates  vary  slightly  in  the  different  districts,  as 
will  be  seen  by  the  list  of  extras. 

Thus,  in  Staffordshire,  an  extra  is  charged  if  the. plate  is  more  than  16  feet 
long  or  4  feet  wide,  or  if  it  contains  more  than  30  square  feet  surface,  or 
weighs  more  than  4  cwt  In  the  North  of  England  many  of  these  extras  are 
given  up,  and  a  proportion  (say  10  per  cent)  of  an  order  for  plates,  weighing 
as  much  even  as  10  cwts.  per  plate,  wUl  be  rolled  without  extra  charge. 

Plates  less  than  \  inch  thick  are  charged  extra  in  the  Cleveland  district 

Uses. — Common  plates  are  used  for  shipbuilding,  and  called  "  ship  platea'' 

Best  pkUeSy  also  for  shipbuilding  where  more  tensile  strength  is  required, 
and  for  girder  work. 

Best  best  plates,  for  the  better  class  of  shipbuilding,  such  as  men-of-war,  also 
for  boilers  of  engines. 

Treble  best  plates  are  used  in  boilers  of  superior  constraction,  and  first-dass 
work  generally. 

Charcoal  Plate  is  produced  by  a  peculiar  process  of  refining  with  charcoal 
instead  of  coke. 

It  is  very  tough  and  strong,  and  can  be  bent  either  way,  with  or  against 
the  grain,  and  is  used  chiefly  for  the  manufacture  of  utensils  which  are 
stamped  out  of  it 

Tin  Plates  are  coke  or  charcoal  iron  plates  coated  with  tin. 

Terne  Plate  is  the  same  plate  coated  with  an  amalgam  of  lead  instead  of 
tin,  and  wears  a  less  brilliant  look,  but  suffices  for  lining  packing-cases,  etc. 

Mallet's  Buckled  Plate& — These  are  plates  of  any  shape  in  plan,  arched 
from  the  edges  towards  the  centre  ;  the  arch  has  a  very  slight  rise,  and  forms 
a  dome  or  groined  surface,  according  as  the  plate  is  round  or  square. 

Such  plates  will  bear  a  very  great  weight,  and  are  applicable  to  fireproof 
floors,  bridges,  and  several  other  purposes. 

Flitch  Plates  are  made  in  widthis  up  to  18  inches  for  use  in  flitch  girders 
(see  p.  278,  Part  II.)  They  are  generally  of  common  iron,  as  they  require  no 
bending  or  smithing,  nothing  but  a  few  holes  punched. 

Sheet  Iron  is  so  called  when  the  material  is  of  a  thickness  equal  to  or  less 
than  No.  4  B.W.G. — i.e,  '239  inch ;  above  that  thickness  the  material  is 
called  plate  iron. 

It  is  generally  of  superior  quality  and  higher  price  (as  there  are  so  many 
more  sheets  to  the  ton,  and  consequently  extra  labour  in  rolling,  etc.,  than  in 
plate  iron)  and  its  thickness  is  specified  in  terms  of  the  Birmingham  wire 
gauge  (B.W.G.) 

The  foUowing  table  shows  the  classification  of  sheet  iron  as  to  thickness  :^ 
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Name  of  Class. 

B.W.  Gauge. 

Thinkneaa. 

Singles 

Doubles 

Lattens 

From 
4 

20 

26 

To 
20 

26 

27 

From 
•239 

•086 

•020 

To 
•086 

•020 

•016 

Sheet  iron  is  not  much  required  for  engineering  purposes,  but  in  many  places 
it  is  used  for  roofing  churches,  houses,  sheds,  etc. 

Corrugated  Sheet  Iron  is  made  by  passing  sheets  between  grooved  rollers, 
which  force  and  bend  them  into  a  series  of  parallel  waves  or  corrugations. 
These  enormously  increase  the  stiffness  and  strength  of  the  sheets,  and  adapt 
them  for  several  purposes  for  which  the  flat  sheets  would  be  too  weak. 

The  sheets  must  be  of  good  quality  to  stand  the  process,  or  they  will  crack. 

The  sheets  are  in  sizes,  generally  about  6  feet  by  3  feet  2  inches,  or  8  feet 
by  3  feet  2  inches,  before  corrugation  ;  with  corrugations  5  inches  apart,  which 
reduce  the  width  from  3  feet  2  inches  to  2  feet  6  inches. 

The  thicknesses  and  weights  are  as  follows  : — 


Birmingham 

Wire  Gauge. 

B.W.G. 


No.  16  , 

17  . 

18  . 

19  . 

20  . 

21  . 

22  . 

23  . 

24  . 
26  . 


%> 

a 
It 
if 
ti 
>r 
»f 
ft 


Thickness 
in  inches. 


•066 
•066 
•049 
•042 
•086 
•082 
•020 
•026 
•022 
•020 


Weight 

per  square 

in  lbs. 

Width 

of 
Flutes. 

380 

6  in. 

820 

If 

280 

ff 

262 

ff 

224 

Sin. 

206 

ff 

186 

If 

166 

ff 

160 

ff 

112 

ff 

Uses. 


Where  great  strength  is  required. 


For  firat-dass  work  generally. 


Sent  to  Colonies. 


Fig.  144. 


''The  flutes  or  corrugations  are  made  of  various 
widths,  those  most  usual  in  England  being  3,  4,  and 
6  inch.  Sheets  with  6  inch  flutes  are  commonly  pre- 
ferred by  engineers.  The  depth  D  is  generally  }  of 
the  width  A,  and  the  proportions  can  only  be  modi- 
fied in  the  manufacture  by  making  special  new  dies. 
Sheets  with  flutes  wider  than  6  inch  are  occasionally 
used  when  great  strength  is  required,  but  in  such  cases 
the  thinner  gauges  of  iron  should  not  be  employed."  ^ 

The  ordinary  form  of  corrugation  is  shown  in  Fig.  144,  the  sheets,  when 

/ — -^  used  for  roof-covering,  being   laid  with  the  corru- 

y^      ^    ^-^  gations  parallel  to  the  slope.    A  special  form,  shown 

^***-.^r      ^^^^""^      in  Fig.  145,  is  sometimes  made  for  sheets  intended 

^***ii.^r       ^\,    to  be  laid  with   the  corrugations  parallel  to   the 

^-"^y    ridge. 

^^^  Corrugated  iron  is  generally  galvanised  (see  next 

Fig.  145.  paragraph). 


^  Matheson's  Works  in  Iron- 


I» 

)> 

» 

M 

»» 

J» 

» 

n 

» 

» 

)) 

y> 
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Qalvaniaed  Iron  ib  iron  covered  with  a  coating  of  zinc  by  the  process 
described  at  p.  335. 

The  qnalitj  of  galvanised  sheets  depends  upon  the  kind  and  thickness  of 
the  Iron,  the  purity  of  the  zinc,  and  the  care  with  which  the  process  has 
been  conducted 

GonJimwmA  OcUvardded  Iron  Boofing  Sheds  are  made  in  lengths  of  100  and 
200  feet,  and  of  the  undermention^  widths,  gauges,  and  weights.  They 
are  very  suitable  for  light  roofs  and  save  much  expense  and  trouble  as  there 
are  so  few  joints  required. 

31  gauge  24  inches  wide,  weighs    8  ounces  per  square  foot. 

28     „      24,  or  30  „         „          „       H 

26     „       24,  30  or  36  „         „          „       13 

24     „      24,  30  or  36  .,         „          >,       18 

Hoop  Iron  is  made  of  the  widths  and  gauges  specified  in  the  list  of  extras, 
p.  292. 

It  is  not  much  use  in  building,  except  as  an  additional  bond  in  brickwork, 
for  which  purpose  it  is  generally  about  1^  inch  wide  and  of  No.  16  BWG, 
tarred  and  sanded,  and  laid  as  described  in  Part  II.  p.  228. 

ICitis  'Wronffht  Iron  Oastings  are  produced  by  Mr.  Nordenfeldt's  patent  process. 
They  are  made  from  scrap  iron  containing  a  very  small  quantity  of  carbon.  This  is 
mehed  in  crndbleB,  and  has  to  be  raised  to  a  very  great  heat  produced  by  the  use  of 
naphtha  as  fbeL  Tha  molten  metal  is  poured  into  the  moulds  from  ladles  in  which  the 
contents  are  kept  hot  by  means  of  a  surfisuM  blast.  The  best  castings  are  made  from  the 
highest  daas  of  irons,  such  as  Swedish  or  Best  Yorkshire.  Raw  material  containing  as 
much  as  ^  per  cent  of  phosphorus  makes  the  castings  too  brittle.  These  castings  may  be 
readily  ran  into  any  form  required,  and  the  inventor  claims  for  them  that  their  strength 
is  20  per  cent  greater  than  that  of  the  best  foigings. 

A  specimen  mentioned  by  Mr.  Warren  ^  in  his  paper  on  cast  steel  gave  the  following 
results: 

Tensile  test,  28  tons  per  square  inch. 
Elongation  in  2  inches,  12*8  per  cent. 


KELATIVE  VALUE  OF  DIFFERENT  DESCRIPTIONS 
AND  FORMS  OF  WROUGHT  IRON. 

The  price  of  iron  of  all  kinds  fluctuates  continually  according 
to  the  state  of  the  market.  These  Notes  do  not  profess  to  deal 
with  the  cost  of  materials;  and  the  following  lists  are  given 
merely  to  show  the  relative  value  of  iron  from  the  districts 
named,  and  the  difference  in  cost  of  the  various  forms  and 
qualities. 

The  Table  of  Prices  on  page  291^  and  the  list  of  extras  charged 
on  British  iron  from  Staffordshire,  the  North  of  England,  Wales, 

^  In  paper  read  before  the  Institute  of  Naval  Architects,  2l8t  May  1886. 
B.  C. in  U 
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and  Scotland,  are  taken  from  the  current  price-list  for  July  1885, 
issued  by  Messrs.  Boiling  and  Lowe,  of  2  Laurence  Pountney 
Hill,  London,  E.C.  The  prices  and  extras  for  Lowmoor  iron  are 
from  the  list  of  Mr.  Berkeley  Paget,  of  2  Laurence  Pountney  Hill, 
for  September  1884. 

The  details  which  follow  with  regard  to  extras,  brands,  etc., 
may  appear  to  be  superfluous,  or  at  any  rate  too  voluminous. 

They  serve,  however,  to  impress  upon  the  student  that  there  is 
a  great  variety  as  to  these  particulars  in  different  districts ;  and  it 
is  hoped  that  they  may  be  of  value  to  those  engaged  in  practice, 
to  whom  a  few  condensed  paragraphs  on  the  subject  would  be 
disappointing  and  almost  useless. 


Price  Current,  July  1885. — Merchant  Iron. 


Staffordshire 

AND  Midland. 

North  of  Eng- 
land. 

Wales. 

1 

Scotland. 

TORK- 
SHIRE. 

Com- 

Good 

marked 

iron. 

List 

"Bird" 
Admir- 

^ 

Ordi- 

Superior 

Low- 
moor, 

mon. 

Brands. 

alty  Test 
Iron. 

QuaUty. 

nary. 

QuaUty. 

Bowling, 
etc 

Per  Ton. 

Per  Ton. 

Per  Ton. 

Per  Ton. 

Per  Ton. 

Per  Ton. 

Per  Ton. 

Per  Ton. 

Per  Ton. 

Per  Ton. 

£  s.  d. 

£  i.  d. 

£  $.  d. 

£  ».  d. 

£  s.  d. 

£  s.  d. 

£  a.  d. 

£  s.  d. 

£  s.  d. 

£  t.  d. 

Bar  Iron  .    .    . 

6    7    6 

7    0    0 

8    2    6 

8    2    6 

5  10    0 

6    0    0 

5    5    0 

6    5    0 

6  10    0 

19    0    0 

(Ordinary  Sizes.) 
Plates,  Ship     . 

8    7    6 

8  10    0 

■  ■ 

•  • 

6  10    0 

7    0    0 

•  • 

6  15    0 

7  10    0 

•  • 

Do.      Boiler  . 

■  • 

8  15    0 

9  12    6 

9  12    6 

•  • 

7  10    0 

•  • 

7    0    0 

7  10    0 

22    0    0 

Shxbtb,  singles . 

8    7    6 

8  15    0 

9  12    6 

9  12    6 

7    5    0 

8    0    0 

•  • 

7  10    0 

8  10    0 

26    0    0 

Hoops  (Ordinary 

Gauges) 
AkoleIron  .    . 

6  17    6 

7  10    0 

8  12    6 

•  • 

7    0    0 

7  10    0 

7  10    0 

8    0    0 

■  m 

7    2    6 

7  10    0 

8  17    6 

8  12    6 

5  10    0 

6    0    0 

•  • 

7    0    0 

7  10    0 

22  10    0 

(To  8  united  in.) 
Tu  IBOM  (ditto) 

7  12    6 

8    0    0 

9    2    6 

9    2    6 

6  10    0 

7    0    0 

■  • 

7  10    0 

8    0    0 

•  • 

Extra   for   Best 

IDs. 

208. 

20s. 

■  « 

10s. 

10s. 

lOs. 

Iron 

Extra  for   Best 

SOS. 

40s. 

40a. 

SOs. 

308. 

•  • 

SOs. 

•  • 

Best 

Extra  for  Treble 

608. 

00s. 

608, 

•  • 

50s. 

•  • 

508. 

•  • 

Best 

Ddivt 

Ty  in  Live 

rpooL 

Ddivery  in  Tyne 
or  Tea. 

DeUvtry 
in  Xev}- 
port  or 
Cardiff. 

Delivery  in  GUu- 
gov  or  Izith. 

Delivtry 

at 
Works. 

London  ' 
Hull  . 

5s.  to  7c 
ton  63 

L  6d.  per 
:tnL 

London,  10s. 
Liverpool,  12s.  6d. 
Hull,  68. 
I^er  ton  extra. 

London,      88.  6d. 

Liverpool,  ISs.  6d. 

per  tonextau 

35b     1 
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Joist  Iron,  Girder  Iron,  and  Channel  Iron  are  not  included  in  the  above  list,  but  their 
prices  as  given  in  Messrs.  Bird's  other  lists  may  be  summarised  as  follows  : — 


mZES  IN  INCH£S. 

Fbice  per  Ton. 

FROM 

TO 

Depth. 

Width. 

Thickness. 

Depth. 

Width. 

Thickness. 

• 

Joist  Iron,  Eng- 
lish 

4 

IJ 

i 

8 

2i 

i 

£8:6s.to£8:16s. 

Girder  Iron 

H 

81 

A 

12 

6 

1 

£9  to  £11 

Channel  Iron 

2 

1 

A 

10 

3i 

i 

£7  to  £11 

Lengths  up  to  SO  feet  without  extra.  Sawing  hot  to  lengths  included.  Dead  lengths 
cat  cold,  7s.  6d.  per  ton  extra. 

The  higher  prices  are  for  those  sections  with  wider  flanges  and  peculiar  shapes. 
Foreign  joist  iron  may  be  obtained  at  about  £2  a  ton  less  than  English  joist  iron. 


List  of  Extras  on  British  Iron. 
StafTordshire. 

ROUND  AND  SQUARE. 

Ordinary  dimensions  are  from  ^  to  3  inches. 
A    li'ir     i     A    A     H     a      if     jV    il    3Jto3i    3ito4     4Jto4J    4Sto5in. 


708.  60s.  40s.  85s.  30s.  258.  20s.  15s.  lOs.  5s. 


10s. 


20s. 


408.      60s.  per  ton. 


ROUND  ONLY. 

5i  to  5i        5}  to  6        e\  to  6i        6}  to  7  inches. 


' — , — ' 
70s. 


90s. 


110s. 


ISOs.  per  ton. 


FLAT  IRON. 

Ordinary  dimensions  are  from  1  to  6  inches  wide  by  }  to  1  inch  thick. 


1 

A 

i 

A 

i 

inch  thick." 

«o  "o 

— 

0.2  d 

1  inch  wide 

.     20s. 

10s. 

■  •  • 

■  ■  ■ 

•  ■ « 

per  ton. 

1                 M 

.     30s. 

10s. 

10s. 

lOs. 

10s. 

It 

}                   M 

.     308. 

208. 

10s. 

10s. 

10s. 

i> 

jl 

.     40s. 

30s. 

20s. 

208. 

20s. 

»» 

f-^s 

^                 M 

.     406. 

308. 

20s. 

20s. 

20s. 

If 

6  to  7, 

8  to  11  inches  wide. 

t.      ^^^j 

P2^2 

"^"t^^" 

^  a 

20s. 

30s.  per  ton. 

d 

HALF  ROUND,   OVALS,   ETC. 

For  every  \  less  than  1  inch  wide lOs.  per  ton. 

^  in  thickness  less  than  \  inch    .  .         .58. 


ff 


ti 


ANGLE  AND  T  IRON. 


2i  to  1  inch  wide  . 

B  »  ... 

4  »  ... 

For  every  inch  or  part  of  an  inch  exceeding  8  united  inches,  lOs.  per  ton. 


208. 
30s. 
408. 


a 


lOs. 
20s. 
308. 


I    inch  thick. 

. . .  per  ton. 
10s. 
20s. 


ft 
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fJrtUjuaj  widths  and  gvigcs  sre  as  faiOawa : — 


Zi  U,  6, 

Dot  thiniMr  than 

y<x  14  WG. 

^toSi 

ft             ft 

«    15    „ 

]|t/>2 

f9                           9f 

ff    17    ,. 

ft 


1{to]4,    not  thiimer  tliaB    5a  18  WG. 
1    toli  „        „  „    19 

ito    I  „        „  „    20 

Wtfmlil  ihts  aboire  wirlths  he  required  in  thinner  gauges  than  specified,  lOs.  per  ton 
extra  wi]!  b«  cbargerl  for  each  immber  of  the  Wire  Gauge  up  to  No.  20,  and  20a.  per  ton 
♦Mneding  that  Xo, 

1      L     L      1.  ^'^ 

Eztn  forwidth    .        .    20s.  iOs.  80a.  120b.  per  too. 


Singles  to  No,  20  WG^.  Doubles  21  to  24  WG,  30a.  per  ton ;  and  Latten  25  to  27 
WO,  dOs.  per  ton  above  the  price  of  Singles. 

For  each  No,  thinner  than  27  WG,  and  for  sheets  8  inches  wide  and  under,  fitom  14 
to  27  WG,  as  iier  agreement. 

PLATES. 

Up  to  4  cwt.  per  plate,  not  exceeding  80  feet  super  and  not  above  15  feet  long  or 

4  feet  wide,  or  narrower  than  1  foot : — 
From  4to5        5to6        6to7        7to8        8to9  cwt.  per  plate. 

IOh.  25s.  508.  758.  110s.  per  ton. 

Welsh. 

Ordinary  dimensions  are  from  |  to  8  inches  round  and  square,  and  Flats  1  inch  wide 

by  I,  and  IJ  by  J  inch  to  6  by  1  inch. 

SMALL  FLATS. 

1 1  to  4  in.  wide  by  ^  in,  4|  by  6  in.  wide  by  A  ^Q*  1  by  ^  in. 


■V" 


IOh.  208.  10s.  per  ton. 

landlibyi        1  by  A        ItolJbyJ        J  by  f        A        i        A       i 

20n.  808.  10s.         10s.     10s.     80s.     808.  per  ton. 

lOs.     208.  208.  808.  408.     208.     808.  SOs.  408.  508.    808.      40s.  408.  50s.  60a.  per  ton. 

LARGE  FLATS. 


8^  to  4  in.  by  2  J  to  8    in.  .  lOn.  per  ton. 

4i  i»  5     „      2    I,  3     „  .  208.     „ 

H  ••  ^     u      U  fi  U  i»  .  10s.     „ 

5i  „  «     „      ij  „  2    „  .  208.     „ 

6^  ,1  7     II      i*^  It  "jV  ,1  .  SOs.     „ 


7  J  to   8  in.  by  ^  to  ]^  in.  .  80s.  per  ton. 

7i  If    8     „        I »»  1    II    •  20s.     „ 

7i  „    8     „      li  „  2    „    .  808.     „ 

9     1, 10    „        I  I,  2    „    .  608.     „ 

12     „  20    „        I  „  2    „    .  608.     „ 


SMALL  ROUND,  SQUARE,  AND  OCTAQQN  IRON. 
'"^  1  ^  1  ^  1  * 

108.  IOh.  20s.  30s.  40s.  50s.  100s.  per  ton. 

LARQB  ROUND  AND   SQUARE  IRON. 

Not  over  6  cwt.  per  bar. 


^t(^^        Si  to  4         iitoAi  4ito5        S^toSJ        5)  to  6 

> , *  y , '  > , *  > , '  N , *  > ^^ 

10a,  20s.  SOs.  ;  rounds  only  50s.  60s.  80s.  per  ton. 

Bundling  sites  above  ^  Inch  rounds  and  squares,  and  li  by  J  inch  flats,  2s.  6d.  per  ton. 
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Sootch. 

Ordinary  dimendoxiB  are  from  )  to  3  inches  round  and  square,  and  Flats  IJ  to  6 

inches  wide  by  ^  to  1  inch  tliick. 


FLAT,  HALF-ROITND,  OVAL,  AND  HALF-OVAL. 


i 


I 

i 

I. 

landll 
Uto6 
6jto7     • 

74 

20s. 


I  inchTride 


»« 

)i 
It 
ti 
If 
»t 
t* 


60s. 
408. 
dOs. 


lOOs. 

•  •  • 

608. 
508. 
408. 
808. 
208. 
lOs. 
208. 


\ 


808. 
608. 
508. 
408. 
80s. 
208. 
lOs. 


60s. 
608. 
50s. 
40s. 
80s. 
208. 
10s. 


508. 
40s. 
dOs. 
20s. 
lOs. 


per  ton. 


lOs. 


108. 


lOs. 


8 
80s. 


8i 
40s. 


9 
508. 


10 
50s. 


11 
608. 


208. 

•  ■  • 

dOs. 

lOs. 
lOs. 


108. 

12   inch. 


60s.  per  ton. 


81  to  8}       4       4i      4i 


KOinn),  BQUARB,  AND  OCTAGON. 

4i   5   5i  h\      5i   6 


A   i   A   J  inch. 


lOs.    208.  808.  40s.  508.  608.  708.  SOs.  90s.  lOOs.  lOs.  208.  80s.  408. 
No.  4  WG.    No.  5  WG.    A  "id  No.  6.    No.  7  WG.    No.  8  WG. 


508. 


608. 


80s. 


lOOs. 


1208. 


FLATS,  BOUNDS,  AND  BQUABES,  WHBRE  NOT  EXTRA  FOR  BIZB. 

For  every  half-cwt  over  5  cwt,  lOs.  per  ton. 

Common  quality  of  Rounds,  Machine-straightened,  lOs.  per  ton. 

For  Ovals,  twice  the  extra,  and  for  Half-ovals,  three  times  the  extra  on  above 

sizes  of  Flats.    Convex  1  j  inch  broad  and  under,  208.  per  ton. 

Half-circles,  \\  inch  broad  and  under,  208.  per  ton  in  addition  to  above  extras  for 

Half-ovals. 

ANQLB  AND  T    IRON. 

}  by  I  inch  wide      i  by  f  inch  wide      ^  inch  thick      \  inch  thick 


V  y  y 

208.  808.  lOs.  208.  per  ton. 

For  every  half-inch  exceeding  8  united  inches,  10s.  per  ton. 


HOOF  IRON. 


6}  inches  to  2 J  inches  wide,  if  thinner  than  15  WG 


2 

f> 

» u 

» 

li 

tf 

» n 

»» 

u 

»l 

„  1 

t> 

i 

\ 

i 

208. 

408. 

808. 

f* 
II 
It 


17  „ 

18  „ 

19  .. 


\  inch  wide 


1 10s.  per  ton  for  each 
[number  of  the  WG. 


120s.  per  toui    If  thinner  than  20  WG,  208.  per  ton  for  each 
number  of  WG. 

SHBET  IRON. 


Doubles,  No.  21  to  24  WG 
Latten,     „    25  to  27    ,, 
For  each  gauge  thinner  . 
If  under  12  inches  wide  . 
„        24     „      long  . 

PLATES 

For  each  cwt.  above  6  cwt.,  i)er  plate 
„        foot     „    15  ft.  long    „ 

ti 
II 


If  under  12  inches  wide 
24     „      long 


n 


80s. 

per  ton. 

608. 

It 

208. 

II 

10s. 

II 

108. 

It 

lOs. 

per  ton. 

108. 

II 

10s. 

It 

10s. 

It 
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If  above  51  to  54  inches  wide,  per  plate 
54  to  57 
„       67  to  60 
From  Xo.  7  WG  to  }  inch  bare  thick,  per  plate 


»f 


»» 


f» 


»» 


10s.  per  ton. 

20s. 

30s. 

10s. 


» 


»» 


»« 


North  of  iESngland. 


A  in. 

ft 

Tir  »» 

Z\  to  3^  ill 
3}  „  4     „ 


ROUXD  AND   SQUARE. 
Per  ton  extra. 

.      108. 

.  208. 

.  30h. 

.  408. 

.  lOs. 

.  20s. 


Per  ton  extra. 
i\  to  4^  in.  .  .  30s. 
4}  „  5  „  Rnds.  only  40s. 
5|  n   5 J  „      ..  .,        608. 


5| 
6i 


»f 


ff 


6 
6i,. 


tt 


II 

11 
II 


708. 
808. 


FLAT   IRON. 

Per  ton  extra. 
j  in.  wide         .        .     30s. 

i  I. 

I  I. 

i    " 

8 


If 
I* 
If 

ff 


»i 


ff 


20s. 
10s. 
10s. 
15s. 
208. 


^  and  under  \  inch  thick,  lOs.  per  ton  extra. 
No  common  Iron  made  above  6  inches  wide,  or  3  inches  round  or  square,  or  below  \ 
inch  round  or  square.     6  to  8  inch  Flat  is  not  rolled  thinner  than  |  inch. 


1  in.  by  1  in. 


ANGLE  IRON. 

IJ  in.  by  IJ  in. 


IJ  in.  by  Ig  in. 


20s.  lOs.  lOs. 

For  every  inch  or  part  of  an  inch  above  8  united  inches,  lOs.  per  ton. 

^  inch  thick,  lOs.  per  ton. 
Up  to  8  united  inches,  ordinary  length  is  40  feet ;   above  8  and  not  exceeding  10 
united  inches,  ordinary  length  is  85  feet. 

For  every  foot  or  part  of  a  foot  above  ordinary  lengths,  2s.  6d.  per  ton. 

PLATES. 

Ordinary  sizes  up  to  15  by  4  feet,  or  8  cwt.  per  plate. 

Best  and  Best  Best  above  6  cwt.,  Best,  Best,  Best  #B»  above  /  ^^ 

»        -»  -^  1 208.  per  ton. 

4  cwt. ) 

A  and  under  J  inch  thick lOs.      „ 

■  »♦         "nr       If  .........       20s.       „ 

For  every  6  inches  or  part  of  6  inches,  exceeding  4  feet  wide,  20s.  per  ton. 

,,  ,,  ,,  under  1  foot     „      20s.       „ 

Above  15  feet  and  not  exceeding  18  feet  long  ....        208.  per  ton. 

X  O  yi  fi  £i*j  If  ■  •  •  «  4\/8l« 

25  „  „  30       „        .        .        .        .        60s. 


II 
II 


It 
If 


ITorkBhire. 

The  following  prices  and  extras  chai^d  upon  Lowmoor  Iron  may  be  taken  as  a  sample 

of  those  for  other  Best  Yorkshire  Iron. 

Bars — Flatf  Bound,  and  Square,  Rods — Flat  and  Round. 

Weight,  c wts. .  To  3^,  3i  to  6, 6  and  upwards.   Size. . .  1}  x  f "  Under  |  to  i*  Under  }  to  T  i* 
Price  i)er  cwt....  1 88.     IQs.  20s.  Price,  cwt.  18s.      198.  20s.       2^ 

For  each  }*  less  than  1^"  10s.  extra  per  ton. 

Rods — Square,  Rods — Round, 

Bize i"  and  upwards.  A"  V  and  t^"  J*       Size,  f  upws.  A"  and  J*  J^"  and  f  A"  i* 

Price  per  cwt  ISs.  20s.        22s.    248.      Price,  cwt  18s.       208.        22s.      24s.  268. 

Rivet  Iron — ^Same  as  above.    Chain  Iron — Stamjied  Lowmoor  Chain,  Is.  per  cwt  extra. 

LMR — Best  bars  and  rods,  3s.  per  cwt  extra. 
Boiler  Plate— Weight  in  cwts.  To83to8iSito44to55to77tol0  above  10. 

Price  per  cwt 21s.     238.        25s.      27s.     308.       33s.         368. 

All  plates  exceeding  6  feet  wide,  2s.  per  cwt  extra.  All  plates  cut  to  a  curve  of  6 
inches  rise  and  upwards,  or  whose  waste  in  shearing  from  a  square  form  exceeds  20  per 
cent,  extra  per  cwt.  25s.    Tliick -edged  plates,  8s.  per  cwt  extra. 

L  and  T  Iron — Not  exceeding  10  united  inches,  20s.  per  cwt.  ;  exira  per  additional 
inch,  2s.  per  cwt    Sheets,  11  to  17  WG,  23s.  i)er  cwt 
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BRANDS  ON  lEON. 

Fig-Iron  Brands. 

The  different  pig-irons  in  the  market  are  distingmshecL  by  brands,  which 
indicate  the  locality  from  which  the  iron  was  procured. 

The  biandsy  which  are  in  laised  letters  on  the  pig,  serve  as  a  guide  to  the 
quality  and  place  of  manufacturo.  The  brands  aro  sometimes  tibe  initials  of 
tiie  manufacturer,  but  more  commonly  refer  to  the  place  of  production. 
Thus  the  brands  Blaenavon,  Gartsheme,  Weaidale,  indicate  at  once  to  the 
initiated  that  the  first  is  a  Welsh,  the  second  a  Scotch,  and  the  third  a  North 
of  England  pig-iron. 

G.M.B.  aro  letters  often  quoted  in  price-lists^  etc. ;  they  do  not  rofer  to 
any  particular  locality,  but  stand  for  ^  Good  Marketable  Brands." 

As  already  stated,  the  engineer  has  but  little  personal  concern  with  the 
peculiarities  and  shades  of  difference  between  the  brands  of  the  same  or  differ- 
ent districts.  It  is  suflcient  for  him  to  specify  that  the  finished  iron  he 
requires  must  stand  certain  tests,  and  the  selection  of  ores,  pig-iron,  and  other 
raw  material,  required  to  effect  tills  is  better  left  to  the  manufacturers. 

It  may  be  useful,  however,  to  mention  a  very  few  of  the  principal  brands 
in  each  district,  with  their  characteristicB.  The  dasaification  of  pigs  by 
numbers  has  been  described  at  p.  263. 

YoBKSHiBs  Brands. — ^There  aro  several  ordinaiy  descriptions.  The  best 
works,  such  as  Lowmoor^  Bowling,  Famley,  etc,,  use  the  local  ores  mixed 
with  other  kinds. 

SooTGH  Braitdb,  such  as  Colder^  ClydSf  Oovauy  Cambro&^  Carrcn,  OarU' 
herrUy  Langloan^  CoUneu,  This  pig-iron,  chiefly  fix>m  clay  ironstone,  and  used 
largely  for  foundry  puiposes ;  sometimes  mixed  with  N.  England  pig-iron  to 
improve  its  strengtii. 

NoKCH  07  England  Brands,  such  as  Aellamy  RidsdaU,  SouManky 
WeardaiU,  etc,  are  chiefly  from  ores  of  the  Carboniferous  system,  tougher  and 
stronger  than  Scotch,  and  used  chiefly  for  foige  purposes.  CUifdcmd  Iron  is 
from  oro  of  the  Lias  formation. 

Wsi£H  Brands,  such  as  BUunawm^  Oadlyt,  Tstalf/fem,  Pentyrch,  aro  from 
good  but  lean  ores,  generally  mixed  with  Spanish,  Cumberland,  or  other 
hsematite  ores,  and  used  in  the  district  for  rails. 

Blaenavon  is  a  cold-blast  pig  used  for  engine  cylinders  and  other  special 
purposes. 

Hjematttb  Pig-Iron — Asiam,  Barrow,  WorkingUm,  Cleator,  Oaimforth, 
HarrvngUm — ^is  made  from  the  rich  ores  of  Cumberland.  Is  used  largely  by 
steel,  tin-plate,  and  sheet-iron  manufacturors.  A  special  quality — <'  Bmemer 
Pig  **  (see  p.  263) — is  made  for  the  Bessemer  steel  workers. 

NoRTHAHFTONSHiRB  Pig-Iron  is  made  from  poor  ore,  but  useful  to  mix 
with  others. 

Shropshire  Brands  aro  LUUthaU,  Madeley  Wood,  Old  Park,  eta 

Staffordshire  Pig-Iron  differs  very  much  in  quality,  and  is  mostly  used 
in  the  district  Much  of  the  Staffordshiro  iron  is  made  from  ores  from  other 
counties. 
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Wrought  Iron  Brands. 

In  order  to  nnderstand  the  different  qualities  of  British  wrought  iron  in 
the  market,  the  relative  coet  of  the  different  forms,  and  to  form  some  idea  of 
the  brands  by  which  they  are  distinguished,  it  will  be  well  to  examine  the 
current  Price  List  given  at  page  290. 

It  will  be  seen  from  that  list  that  the  prices  of  iron  vary  according  to 
the  shapes  in  which  it  is  manufactured,  according  to  the  locality  it  comes 
from,  and  also  with  its  quality,  t.«.  best,  best  best,  or  treble  best. 

Before  proceeding  further  it  should  be  mentioned  that  all  good  iron  has 
some  sort  of  mark  upon  it  to  indicate  where  it  came  from,  although  it  does 
not  follow  that  all  marked  iron  is  good  ;  an  unmarked  iron  may  be  suspected 
to  be  bad  ;  the  maker  is  probably  ashamed  of  it. 

In  most  cases  the  only  sure  way  of  ascertaining  the  quality  of  a  piece  of 
iron  is  to  test  it  as  described  at  p.  276  ;  but  as  some  engineers  still  specify 
certain  brands  in  order  to  secure  i^good  quality  of  iron,  it  will  be  as  well  to 
know  what  some  of  those  brands  mean. 

It  may  be  stated  with  regard  to  brands  generally,  that,  though  they 
differ  in  detail,  they  frequently  consist  of  the  maker's  initials,  name,  or  device 
stamped  upon  the  bar  or  plate  near  its  end,  immediately  after  which  is  stamped 
either  hesty  best  besty  or  best  best  bed,  to  indicate  the  quality ;  the  letters  B^ 
BB,  or  BBB  are  often  used  instead  of  the  words.  The  crown  which  is  intro- 
duced in  many  brands  has  no  special  signification  -,  indeed,  several  crowns 
have  been  known  on  very  bad  iron. 

Some  large  exporters  use  their  own  marks  for  particular  markets.  Thus 
Messrs.  Boiling  and  Lowe  sell  certain  irons  branded  Bird  with  a  horseshoe, 
crown,  or  similar  device,  or  with  stars  so  placed  that  they  can  always  trace 
the  works  whence  the  iron  came. 

8ta.fford8hire  Brands. — It  will  be  seen  that  these  irons  are  divided  into 
three  classes,  which  are  (putting  them  in  order  of  price)  list  brands^  good 
marked  iroUy  and  com/mon  iron. 

List  Brands  are  those  used  by  some  of  the  oldest  established  manufac- 
turers, known  as  the  lid  maken,  who  having  years  ago  obtained  a  good  char- 
acter for  their  iron,  and  thereby  secured  a  connection  for  their  productions, 
are  able,  as  a  rule,  to  dispose  of  it  and  to  fix  their  own  prices.  Of 
late  years  many  of  the  old  Staffordshire  firms  have  died  out,  and  other 
districts  are  coming  to  the  front  as  making  special  classes  of  iron  suitable  for 
special  purposes.  Many  engineers  however,  who  have  heard  of  the  good  qualities 
of  the  iron  in  former  days,  or  are  xmwilling  to  take  the  responsibility  of  a 
change,  still  specify  the  brands  to  which  they  have  been  accustomed,  though 
they  pay  a  higher  price  for  doing  sa 

As  specimens  of  list  brands,  the  following  are  given  : — ^ 

The  iron  from  the  Earl  of  Dudley's  Round  Oak  Works  is   *"    jSSF^ 
marked  r^O 

and  also  best,  double  best,  treble  best,  according  to  quality. 

^  It  will  be  understood  that  a  few  of  the  brands  of  each  sort  are  given  as  speci- 
mens ;  it  is  not  intended  to  assert  that  they  are  the  best  in  the  market. 
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is  the  brand  used  by  Messrs.  Bradley  of  Stourbridge,  known  by  engi- 
5  Q     neers  as  f*  SC  Crown  Iron." 

BBH  is  the  mark  used  by  Messrs.  W.  Barrow  and  Sons,  of  South  Staf- 
fordshire. 


I  B  stands  for  John  Bagnall  and  Sons  (Limited),  Staffordshire. 
NB  -*^  ^  IC 

is  the  brand  of  the  New  British  Iron  Company. 


M 


the  brand  of  various  makers  and  firms  with  or  without  their  initials. 


is  the  brand  of  Messsrs.  Philip  Williams  and   Sons,  Wednesbury 
Oak  Works,  known  as  ^  Mitre  Iron." 


TIb  Best  H  B 


are  brands  used  by  Messrs.  Brown  and  Freer 
(late  Hunt  and  Brown),  Leys  Ironworks  near 
Stourbridge. 

Ji^        is  the  brand  on  galvanised  iron  of  Messrs.  William   Lee  and 
0-  \l/  0        Company,  Gospel  Oak  Works. 


QooD  Marked  Ibon  is  that  produced  by  many  manufacturers  of  repute, 
who  do  not  belong  to  the  list  makers ;  their  brands  are  well  known,  but  not 
so  long  established.  Their  iron  can  be  purchased  at  5s.  to  15s.  a  ton  cheaper 
than  the  liib  brands^  though  it  may  be  of  exactly  the  same  quality  when 
gauged  by  the  result  of  tests.  They  frequently  brand  iron  with  their  names, 
initials,  or  devices,  and  with  the  usual  additions  to  denote  quality — such  as 
hegt^  hat  best,  lest  bed  best,  A  good  deal  of  this  iron  is  made  in  North 
Staffordshire. 

[7«es. — Of  the  qualities  of  iron  above  mentioned,  BBB  is  used  for  rivets  and 
chains.     BB  iron  is  used  for  swing  bridges  and  similar  important  structures. 

B  iron,  or  iron  of  equal  quality,  is  generally  specified  for  bridges,  roofs,  and 
other  ordinary  structures  in  iron. 


k 
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Under  this  head  the  following  brands  are  given  as  specimens : — 


SHELTON  M^  ^^^  ^y  the  Shelton  Bar  Iron  Company,  Stoke. 


GRANYtLLE    tlT  do,  do. 


SJcH    llf  Silverdale  (Stanier  and  Company). 


TK 


Kinnersley  and  Company,  Clough  Hall  Iron  Works,  Rid&- 
grove. 


by  the  Birchills  Hall  Iron  Company,  WalsalL 


B.I.C. 

SWAN 

SPC 

BILSTON 


SWAN 
SPC  ^^  other  brands  used  by  the  same  Company. 


4a  ^ 

Cm^      L    cS)  d,  DC*  ^    ^^       nesbniy,  Staffordshire. 


are  brands  of  the  Darlaston  Steel 
and  Iron  Company,  near  Wed- 


«y^v    Samuel  Groucutt  and  Sons,  Bilston. 
SOtcS 

SPARROW  XXX.     W-  and  J-  S.  Sparrow  and  Sons,  Bilston. 


Common  Iron  is  made  by  manufacturers  who,  being  slovenly  and  careless 
in  manufacture,  or  having  but  a  small  range  of  sizes,  or  being  known  to  buy 
common  pig-iron  and  raw  material,  or  having  been  found  unreliable  or  want- 
ing in  uniformity  of  quality,  etc,  have  to  submit  to  lower  rates.  Common 
iron  is,  or  should  be,  used  only  for  unimportant  work  which  requires  but 
little  heating  or  forging  to  bring  it  into  the  shape  required. 

Midland  and  other  Districts. — The  remarks  upon  the  iron  manufactured 
by  the  less  known  makers  in  Staffordshire  apply  also  to  the  qualities  of  irou 
priced  in  this  colunm  of  the  Table,  page  290. 

jHv  is  the  brand  used  by  the  Midland  Iron  Company  (Limited),  Rotherham. 
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PARKGATE   ^^f/f  IHlP  ^  ^^^  ^7  ^^^  Parkgate  Iron  Company,  Rotherham. 
^  is  the   brand  of  the   Pearson  and  Knowles  Coal  and  Iron  Company 
B  F      (Limited),  Warrington,  for  bars  and  plates. 

V    is  the  brand  of  the  same  company  for  sheets  and  hoops. 
WIW  ^  ^ 

North  of  England. — ^The  principal  make  in  this  locality  is  in  lails^  ship 

plates,  angles,  and  T  irons  for  shipbuilding,  also  common  boiler  plates.    The 

better  varieties  of  this  iron  are  marked  with  a  crown. 

Well-known  brands  are — 

used  by  Bolckow,  Vaughan,  and  Company  (limited),  Middles- 
borough,  Cleveland,  and  Wilton  Park  Works. 


by  Jno.  Abbot  and  Company  (Limited),  Gateshead-on-Tyne. 


G 


PALMERS.      %By  Palmer's  Shipbuilding  and  Iron  Company  (Limited), 

Jarrow. 

RIDSDALE.     Hawkes,  Crawshay,  and  Company,  Gateshead. 

"  CONSETT,"  by  the  Consett  Iron  Company,  Newcastle-on-Tyne. 

Torkshire. — ^The  term  "  best  Yorkshire  qualities  *'  is  generally  understood 
to  refer  to  iron  made  by  the  following  works  or  manufacturers  : — Lowmoor 
Works  and  Bowling  Works,  near  Bradford,  Famley  Works,  Taylor  Brothers, 
S.  C.  Cooper's  and  Monkbridge  Works — the  last  four  in  or  near  Leeds.  These 
makers  owe  their  reputation  to  the  good  ore  and  coal  used  by  them,  and, 
above  all,  to  the  great  care  with  which  their  iron  is  made. 

Every  process  is  carefully  watched.  The  different  qualities  and  textures 
of  iron  produced  at  the  various  stages  of  manufacture  are  carefully  selected, 
sorted,  and  blended  together,  so  that  the  resulting  iron  as  turned  out  is 
thoroughly  homogeneous  and  uniform  in  quality,  and  may  be  relied  upon  as 
equally  good  throughout 

Iron  of  this  class  is  generally  branded  with  the  name  of  the  place  where 
it  is  produced  in  full  :  thus — LOWMOOR  ;  but  it  has  no  marks  relating  to 
quality,  because  it  is  all  of  the  very  best  description. 

The  above-mentioned  works  make  a  good  deal  of  bar  iron,  but  their  chief 
manufacture  is  in  plates  for  boilers,  and  railway  carriage  and  waggon  tyres, 
locomotive  axles,  armour  bolts,  eta 

Their  iron  costs  about  double  the  price  of  ordinary  brands,  principally  be- 
cause it  bears  such  a  high  character  that  it  is  genendly  specified  for  parts  of 
structures  which  have  to  be  subjected  to  great  heat,  changes  of  temperature, 
or  sudden  shocks,  combined  with  great  tensile  strains. 

Wales. — The  manufacture  of  bar  iron  and  plates  in  this  locality  has  of  late 
years  nearly  ceased,  the  chief  business  carried  on  being  in  making  raila  The 
best  known  brands  are  WC  (Crawshays),  GL  (Dowlais  Company),  JBS  and 
Lie  (Llynvi  Iron  Company,  limited),  TW  and  Company,  BJ  and  Company, 
Clydach. 
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Scotland. — ^Mannfactured  iron  brands  of  ordinary  quality  are  <*  Croats " 
(short  for  "  Coatbridge.'')  Somewhat  better  brands  are  Qlasgow  and  Monk- 
land. 

S^ediah  Iron  is  marked,  and  the  brands  are  noted  and  classified  in  an 
official  book.     Examples  of  them  will  be  seen  in  Percy's  Metallurgy, 


STEEL 


Steel  has  been  defined  by  Dr.  Percy  as  "iron  containing  a 
small  percentage  of  carbon,  the  alloy  having  the  property  of  taking 
a  temper ;  and  this  definition  is  substantially  equivalent  to  those 
found  ID  the  works  of  Karsten,  Wedding,  Griiner,  and  Tunner."  ^ 

On  this  point,  however,  there  are  many  opinions,  some  of  which 
wiU  presently  be  briefly  referred  to. 

The  amount  of  carbon  in  steel,  as  used  in  engineering,  varies 
from  about  '12  for  very  soft  to  1*5  per  cent  for  very  hard  steds. 

It  contains,  therefore,  less  carbon  than  cast  iron,  but  more  than 
wrought  iron. 

Practically,  steel  often  contains  other  substances  besides  iron  and  carbon. 

These  substances  are  generally  got  rid  of^  as  far  as  possible,  in  the  process 
of  manufacture.  When,  however,  they  remain  in  the  steel,  they  influence  its 
characteristics  in  the  manner  described  at  p.  262. 

In  consequence  of  the  practical  existence  of  these  impurities,  and  for  other 
reasons,  it  is  difficult  to  give  an  exact  definition  of  steeL 

Several  definitions  have  been  proposed,  some  depending  upon  the  chemical 
composition,  and  some  upon  the  physical  characteristics  of  the  material.  None, 
however,  has  at  present  been  universally  accepted.^ 

M.  Adolphe  Grenier,  of  Seraing,  has  classified  the  irons  and  steels,  according  to  the 
proportion  of  carbon  they  contain,  in  the  following  manner  : — ' 


Percentage     of 
carbon. 

0  to  0-16. 

0-15  to  0-45. 

0-45  to  0-55. 

0-66  to  1-60, 
or  more. 

Series    of    the 
irons. 

Ordinary  irons. 

Granular  irons. 

steely  irons  or 
puddled  steels. 

Cemented  steels. 
Styrian  steeL 

Series    of    the 
steels. 

Extra  soft  steeL 

Soft  steel. 

Half  soft  steels. 

Hard  steels. 

Sir  Joseph  Whitworth  has  pointed  out  that  a  definition  based  upon  chemical  com- 
position is  unsatisfactory.     He  proposes  to  do  away  with  all  distinctive  names  such  as 


^  Dr.  Siemens'  Address,  Iron  and  Steel  Institute,  1877. 
'  J(mmal  Iron  and  Steel  InetihUe,  1878. 
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blister  steel,  ahear  steel,  cast  steel,  etc.,  and  "to  express  what  is  wanted  to  be  known 
ioy  two  nombers  which  ahonld  represent  tensile  strength  and  ductility.  ...  He 
would  suggest  that  the  limit  of  tensile  strength  be  taken  at  about  18  tons  per  square 
inch,  so  that  the  metal  exceeding  this  strength  should  be  called  '  steel,'  while  any  descrip- 
tion of  iron  falling  below  this  limit  of  tensile  strength  should  be  known  as  '  wrought 
iron.' "  1 

An  International  Committee  sitting  at  Philadelphia  in  1876  recommended  a  some* 
what  elaborate  nomenclature  for  different  descriptions  of  iron  and  steeL  Dr.  Siemens, 
alludfaag  to  this,  says — 

"  Difficulties  .  .  .  have  hitherto  preyented  the  adoption  of  any  of  the  propoeed 
nomenclatures,  and  haye  decided  engineers  and  manufacturers  in  the  meantime  to  include 
under  the  general  denomination  of  cast  steel  aH  eompounda  cofuitting  chi^y  of  trtm 
vihAdk  have  been  produced  thfough  fusion  and  are  nuUleable,  Such  a  general  definition 
does  not  exclude  from  the  denomination  of  steel  materials  that  may  not  have  been  pro- 
duced by  fusion,  and  which  may  be  capable  of  tempering^  such  as  shear  steel,  blister  stoel, 
and  puddled  steel ;  nor  does  it  interfere  with  distinctions  between  cast  steels  produced  by 
different  methods,  such  as  pot  steel,  Bessemer  steel,  or  steel  by  frision  on  the  open  hearth. "  ' 

In  a  paper  on  **  Steel  for  Structures  "  Mr.  Matheson  said,  "  Steel  for  the  purposes  of  the 
present  paper  is  any  variety  of  iron  or  alloy  of  iron  which  is  cast  while  in  the  liquid  state 
into  a  naalleable  ingot,  and  to  go  further,  which  wOl  when  rolled  in  a  plate  or  bar,  endure 
from  26  to  40  tons  before  fracture."  * 

To  the  engineer  some  practical  definition  which  would  enable  him  to  know  exactly 
what  material  he  would  receive  under  a  certain  specification  would  be  of  great  value. 

In  whatever  way  steel  -may  be  defined,  it  is  of  the  utmost  importance  that  the  character- 
istic differences  between  it  and  iron,  both  cast  and  wrought,  ahould  be  clearly  understood. 

Some  of  these  will  now  be  pointed  out. 

Charaoterifltios  of  Steel. —  Habdenikg. — The  characteristic 
difference  between  steel  and  pure  wrought  iron  is  as  follows : — 

When  steel  is  raised  to  a  red  heat  and  then  suddenly  cooled, 
it  becomes  hard  and  brittle.  This  process,  which  is  known  as 
hardening,  has  no  effect  upon  pure  wrought  iron. 

Tkmpering  is  a  characteristic  of  steel  which  distinguishes  it 
from  cast  iron.  K  steel  has  been  hardened  by  being  heated  and 
suddenly  cooled,  as  above  described,  it  may  be  softened  again  by 
applying  a  lower  degree  of  heat  and  again  cooling.  This  is  known 
as  tempering. 

Cast  iron,  on  the  contrary,  though  it  is  hardened  by  the  first 
process,  cannot  be  softened  by  the  second. 

When  a  bar  of  steel  is  struck  it  gives  out  a  sharp  metallic  ring, 
quite  different  from  the  sound  produced  by  striking  wrought  iron. 

Other  characteristics  of  steel  are  its  great  elasticity  and  its  reten- 
tion of  magnetism. 

Amount  of  Carbon  in  Sled. — ^It  has  already  been  stated  that  the  peculiarities  of  cast 
iron,  wrought  iron,  and  steel  are  caused  by  the  difference  in  the  amounts  of  carbon 
whidh  they  respectively  contain. 

Pure  wrought  iron  contains  no  carbon.  The  wrought  iron  of  commerce  contains  a 
minute  quantity,  steel  contains  more,  while  the  largest  percentage  is  found  in  the  softer 
kinds  of  grey  cast  iron. 

^  Jhroeeedinga  MeehaniccU  Engineere,  1875. 

'  Dr.  Siemens*  Address,  Iron  and  Steel  Institute,  1877. 

'  M.LCE,,  vol.  Ixix.  p.  1. 
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The  tranaition  from  one  cla»  to  the  other  is  bo  gradual  and  insensible  that 
it  is  difficult  to  say  where  one  ends  and  the  other  begins^  but  the  following 
remarks  bear  with  them  the  high  authority  of  Dr.  Percy. 

*^  When  the  carbon  reaches  *5  per  cent  and  other  foreign  matters  are  present 
in  snuiU  quantity,  iron  is  capable  of  being  hardened  sufficiently  to  give  sparks 
with  flint,  and  may  then  be  regarded  as  steeL  But  in  the  case  of  iron  per- 
fectly free  from  foreign  matters,  not  less  than  '65  of  carbon  is  required  to 
induce  this  property. 

''Iron  containing  from  1-0  to  1*5  per  cent  is  steel,  which,  after  hardening, 
acquires  the  wiiLTimiini  hardness  combined  with  the  maximum  tenacity. 

*^  When  the  carbon  exceeds  the  highest  of  these  limits  still  greater  hardneas 
may  be  obtained,  but  only  at  the  expense  of  tenacity  and  weldability. 

^  When  the  carbon  rises  to  1  '9  per  cent  or  more,  the  metal  ceases  to  be 
malleable  while  hot ;  and  2  per  cent  of  carbon  appears  to  be  the  limit  be- 
tween steel  and  cast  iron,  when  the  metal  in  the  softened  state  can  no  longer 
be  drawn  out  without  cracking  and  breaking  to  pieces  under  the  hammer."  ^ 

As  a  general  rule  it  may  be  said  that  the  varieties  of  steel  containing  the 
larger  proportions  of  carbon  are  harder,  stronger,  more  brittie,  and  more  easily 
melted.  Those  containing  less  carbon  are  tougher,  more  easily  welded  and 
forged,  but  are  weaker  as  r^ards  tenacity.' 


VAEIETIES  OF  STEEL. 

Methods  of  Making  SteeL — Steel  may  be  produced  either  by 
adding  carbon  to  wrought  iron,  or  by  partially  refining  pig-iron, 
thus  removing  a  portion  of  its  carbon  until  tiie  proper  amount 
only  remains. 

There  are  several  ways  in  which  these  processes  may  be  carried 
out,  the  result  being  that  there  are  several  descriptions  of  steel 
in  the  market.  Of  these,  however,  only  a  few  of  the  most  import- 
ant can  here  be  described. 

Blister  Steel  is  produced  by  placing  bars  of  the  purest  wrought  iron  in  a 
£nmace  between  layers  of  charcoal  powder,  and  subjecting  them  to  a  high 
temperature  for  a  i)eriod  varying  from  five  to  fourteen  days,  according  to  the 
quality  of  steel  required. 

This  process  is  called  cemmtcUion,  ^^ 

Swedish  iron  is  generally  used  for  the  purpose,  that  marked  (^  ,  from  the 
Dannemora  mines,  being  the  best 

The  steel  differs  greatly  from  the  bar  iron  from  which  it  was  produced. 

Its  distinctive  name  is  derived  from  the  appearance  of  its  8ur£eu»,  which  is 
covered  with  blisters  due  to  the  evolution  of  carbonic  oxide. 

The  bars  are  now  brittie,  the  fracture  is  of  a  reddish  or  yellowish  tinge,  with 
but  little  lustre. 

The  structure  is  no  longer  fibrous  but  crystalline ;  "  the  finer  the  grain  and 

^  Percy's  AfeUUlurgy,  '  Bankine. 
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the  darker  the  colour,  the  more  highly  carbonised,  or  harder,  will  be  the  steel 
produced." 

^^  When  the  blisters  are  small  and  tolerably  regularly  distributed  the  steel 
is  of  good  quality ;  but  when  laige,  and  only  occurring  along  particular  lines, 
they  may  be  considered  as  indicative  of  defective  composition,  or  want  of 
homogeneity  in  the  iron  employed."  ^ 

U»i». — ^Blister  steel  is  full  of  fissures  and  cavities,  which  render  it  unfit  for 
forging  except  for  a  few  rough  purposes.  It  is  used  for  welding  to  iron  for 
certain  parts  of  machines,  for  feudng  hammers  and  steeling  masons'  points, 
eta,  but  not  for  edge  tools.  Most  of  the  blister  steel  made  is  used  for  con- 
version into  other  descriptions  of  steeL 

Spring  Steal  is  blister  steel  heated  to  an  orange  red  colour,  and  rolled  or 
hammered. 

Shear  Steel,  sometimes  called  T^lUd  tted, — ^By  the  process  of  cementation 
just  described,  the  exterior  only  of  the  bars  is  carbonised.  To  produce  steel  of 
uniform  quality  throughout  its  mass,  bars  of  blister  steel  are  cut  into  short 
lengths  ;  these  are  piled  into  bundles  or  faggots,  sprinkled  with  sand  and  borax, 
placed  at  a  welding  heat  under  a  tilt  hammer,  which  by  rapid  blows  removes 
the  blisters,  closes  the  seams,  beats  and  amalgamates  the  faggots  into  a  bar  of 
nngle  shear  sted. 

In  order  still  further  to  improve  the  quality  of  the  metal,  this  bar  is 
doubled  or  faggoted,  and  again  subjected  to  the  processes  of  hammering  and 
roUing,  the  result  being  a  bar  of  double  shear  steel. 

The  oftener  the  processes  of  faggoting  and  hammering  are  repeated,  the 
more  uniform  is  the  resulting  steel,  but  at  the  same  time  it  loses  carbon  during 
these  operations,  and  therefore  becomes  softer. 

CharaeterisUcs. — ^The  processes  to  which  the  steel  has  been  subjected  restore 
its  fibrous  character.  It  is  still  weldable,  is  more  malleable,  and  tougher, 
is  dose  grained,  and  capable  of  receiving  a  finer  edge  and  higher  polish  than 
blister  steel. 

Uses. — Shear  steel  can  be  forged  into  such  tools  as  are  required  to  be  tough 
without  extreme  hardness,  such  as  large  knives,  scythes,  plane  irons,  shears, 
etc,  and  it  is  useful  for  such  instruments  as  are  composed  of  iron  and  steeL 

Cast  SteeL — ^There  are  several  ways  of  producing  cast  steel,  some  of  which 
will  now  be  mentioned. 

The  ingots  produced  by  any  of  these  processes  generally  contain  cavities.  In 
Older  to  get  rid  of  these,  they  are  reheated  at  a  low  temperature  and  hammered 
into  bars,  being  increased  in  length  and  reduced  in  section,  by  which  they 
are  made  compact,  solid,  and  homogeneous. 

"  The  appearance  of  the  fractured  surface  of  ingots  of  cast  steel  varies  with  their  hard- 
ness or  relative  proportion  of  carbon.  The  softor  kinds  are  bright  and  finely  granular. 
The  harder  qnalities  often  show  crystalline  plates  of  a  certain  dze,  arranged  in  parallel 
stripes  or  colmnns  at  right  angles  to  the  surface  of  the  mould,  so  tiiat  in  a  square  ingot 
the  columns  intersect,  forming  a  cross."  ' 

Cbugiblb  Cast  Steel  may  be  made  by  melting  fragments  of  blister  steel  in 
covered  fireclay  crucibles,  and  running  the  metal  into  iron  moulds.  This  pro- 
cess was  originally  introduced  by  Huntsman  of  Sheffield. 

Most  crucible  steel,  however,  is  now  made  direct  from  bars  of  the  best  wrought 
iron  (often  Swedish  iron  produced  from  pure  magnetic  ores).  The  bars  are  broken 

^  Bauermann's  Metallu/rgy,  *  Banermann. 
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into  lengths  and  placed  in  the  crucibles  together  with  a  small  quantity  of  char- 
coal, the  amount  yarying  according  to  the  temper  of  the  steel  to  be  produced. 
Spiegeleisen  (see  below),  or  oxide  of  manganese,  is  subsequently  added. 

Gharaxiwitiici. — Cast  steel  is  the  strongest  and  most  uniform  steel  that  is 
made.  It  is  much  denser  and  harder  than  shear  steel,  but  requires  more  skill 
in  forging. 

Oast  steel  made  in  this  way  should  never  be  raised  beyond  a  red  heat,  or  it 
will  become  brittle,  so  that  it  cannot  easily  be  forged.  It  is  unweldable,  for 
it  will  fly  to  pieces  when  struck  by  the  hammer. 

In  making  tools,  after  forging,  the  cutting  edge  should  be  well  hanmiered 
down,  so  as  to  dose  the  pores  or  grain  of  the  metaL 

The  fracture  of  cast  steel  should  have  a  slaty-grey  tint  almost  without  lustre, 
the  crystals  being  so  fine  that  they  are  hardly  distingmahable. 

Uses. — It  is  used  for  the  finest  cutlery,  for  cutting  tools  composed  of  steel 
only,  especially  those  in  which  great  haTdnesa  is  required. 

HetMa  Process  is  an  improvement  on  the  method  jnat  described,  and  consists  in  add- 
ing to  the  molten  metal  a  small  quantity  of  carburet  of  manganese. 

"  After  this  addition  the  cast  steel  possesses  much  more  tenacity  at  a  high  temperature, 
and  can  be  welded  either  to  itself  or  to  wrought  iron,  so  that  it  may  be  employed  for 
the  fabrication  of  many  implements  which  were  formerly  obliged  to  be  made  of  shear 
steel.  Thus  the  blades  of  table  knives  can  be  made  of  cast  steel,  welded  on  to  an  iron 
tofi^,  as  that  part  of  the  knife  is  called  which  is  fixed  into  the  handle."^ 

HeaionCa  Process  consists  in  adding  nitrate  of  soda  to  molten  pig-iron,  thus  removing 
most  of  the  carbon  and  silicon. 

Mushefs  Process. — ^In  this  malleable  iron  is  melted  in  crucibles  with  oxide  of  manga- 
nese and  charcoal. 

Bessbicbb  Fbooess. — ^By  this  process  steel  is  made  from  pig-iron.  The 
whole  of  the  carbon  is  first  removed  so  as  to  leave  pure  wrought  iron,  and  to 
this  is  added  the  precise  quantity  of  carbon  required  for  the  steel 

The  pig-iron  used  should  be  dark  grey,  containing  a  large  proportion  of 
free  carbon,  and  a  small  percentage  of  silicon  and  manganese.  It  should  be 
almost  free  from  sulphur  and  phosphorus. 

The  pigs  are  melted  in  a  cupola,'  and  run  into  a  converter,  which  is  a  large 
pear-shaped  iron  vessel  hung  on  hollow  trunnions,  and  lined  with  firebrick, 
fireclay,  or  "ganister,**^ 

A  blast  of  air  is  then  blown  through  the  metal  in  the  converter  for  about 
twenty  minutes. 

This  removes  all  the  carbon,  after  which  from  5  to  10  per  cent  of  spiegel- 
eisen ^  (a  variety  of  cast  iron  rich  in  carbon  and  manganese)  is  added. 

The  blowing  may  then  be  resumed  for  a  short  time,  in  order  to  thoroughly 
incorporate  the  two  metals,  the  steel  is  run  off  into  a  ladle,  and  thence  into 
moulds. 

The  colour  of  the  flame  issuing  from  the  mouth  of  the  converter  indicates 
the  moment  at  which  all  the  carbon  has  been  removed,  or  this  may  be  accu- 
rately ascertained  by  examining  the  flame  with  a  spectroscope. 

^  BlojAm^s  Metals. 

*  In  some  works  the  melted  metal  is  carried  direct  from  the  blast  fnmace  to  the 
converter. 

'  A  sandstone  from  the  coal  measures  much  used  in  a  powdered  state  for  this  and 
similar  purposes. 

*  Mirror-iron  ;  so  called  from  its  shining  appearance. 
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THe  ingots  produced  contain  air-holes,  and  are  not  sufficiently  dense.  They 
are  therefore  kept  hot  and  rendered  compact  by  the  blows  of  a  steam  hammer, 
after  which  they  may  be  rolled  or  worked  as  required  for  the  purpose  for 
which  they  are  intended. 

ZJflM. — Bessemer  steel  is  used  chiefly  for  rails  and  tyres  for  the  wheels  of 
railway  carriages,  also  for  common  cutlery  and  tools,  such  as  hatchets,  ham- 
mers, etc 

It  is  sometimes  used  for  the  members  of  roofs  and  trussed  bridges,  also  for 
the  expansion  rollers  of  such  structures,  and  for  boiler  plates. 

The  Basic  Procbbs,  by  Messrs.  Thomas  and  GUchrist,  resembles  the  Besse- 
mer process,  but  that  the  converters  into  which  the  fluid  pig-iron  is  run  are 
lined  with  basic  material,  generally  magnesian  limestone  or  some  refractory 
substance  as  free  as  possible  from  silica.  By  this  process  the  less  pure  ores  of 
the  Cleveland  district,  containing  a  large  proportion  of  phosphorous,  can  be 
converted  into  steel.  Lime  having  been  added,  the  blowing  in  the  converter 
commences,  the  silicon  passes  off  first,  then  the  carbon,  and  then  the 
phosphorus.  When  the  operation  is  nearly  completed,  a  small  sample  ingot 
is  cast,  cooled,  and  broken,  and  by  the  fracture  the  amount  of  phosphorous 
still  remaining  is  estimated. 

SiEifSNs'  Process. — In  this  process  pig-iron  and  ore  are  the  ingredients 
employed  to  produce  steel  by  ^sion  upon  the  open  hearth  of  a  regenerative 
gas  fiirnace.  The  pig  metal  is  first  melted  upon  the  hearth  of  the  furnace, 
and  after  having  been  raised  to  a  steel-melting  temperature,  rich  and  pure  ore 
(such  as  Mokta  ore  ^)  and  limestone  are  added  gradually,  whereby  a  reaction  is 
established  between  the  oxygen  of  the  ferrous 'oxide  and  the  carbon  and 
silicon  contained  in  the  metal.  The  silicon  is  thus  converted  into  silicic  acid, 
which  with  the  lime  forms  a  fusible  slag,  whereas  the  carbon  in  combining 
with  oxygen  escapes  as  carbonic  acid,  causing  a  powerful  ebullition  in  the 
bath. 

Modification  of  Siemeru^  Process, — According  to  another  modification  of  the 
process,  the  iron  ore  is  treated  in  a  separate  rotatory  furnace  with  carbon- 
aceous material,  and  converted  into  balls  of  nudleable  iron,  which  are  trans- 
ferred in  the  heated  condition  from  the  rotatory  to  the  bath  of  the  steel-melt- 
ing furnace.  This  latter  process  is  suitable  for  the  production  of  steel  of  very 
high  quality,  because  the  impurities,  such  as  sulphur  and  phosphorus,  in  the 
ore  are  separated  from  the  metal  in  the  rotatory  furnace.^ 

Siemens-Martin  Process. — In  another  important  modification  of  the 
same  process,  which  is  known  generally  as  the  SiemeTis-Martvn  Process,  a  bath 
of  highly-heated  pig  metal  is  prepared  in  the  famace,  and  three  or  four  times 
its  weight  of  scrap-iron  or  steel  is  gradually  added  (preferably  in  a  highly- 
heated  condition)  and  dissolved  in  the  fluid  bath. 


^  From  Algeria. 

*  See  paper  by  Dr.  C.  William  Siemens,  "  Some  fiirther  Remarks  regarding  Pro- 
daction  of  Iron  and  Steel  by  direct  process/'  read  at  Newcastle  meeting  oT  Iron  and 
Steel  Institute,  September  1877. 

B.  0. — ^m  *  X 
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Towards  the  end  of  these  varions  operations  samples  are  taken  from  the 
bath  in  order  to  ascertain  the  percentage  of  carbon  still  remaining  in  the 
metal,  and  ore  is  added  in  small  quantities  to  reduce  the  carbon  to  about 
^th  per  cent  At  this  stage  of  the  process  the  furnace  contains  &om  6  to  12 
tons  of  fluid  malleable  iron,  to  which  siliceous  iron,  spiegeleisen,  or  ferro- 
manganese  is  added  in  such  proportions  as  to  produce  steel  of  the  required 
degree  of  hardness.  The  metal  is  thereupon  discharged,  either  bj  tapping 
into  a  ladle,  or  more  generally  directly  into  ingot  moulds  by  the  ascensional 
process. 

Uset, — This  material  has  come  rapidly  into  use  for  shipbuilding,  and 
modifications  of  the  same  have  been  extensively  used  for  rails,  tjrres,  boilers, 
forgings  for  engines,  wire  rods,  etc 

It  is  also  suitable  for  bridges,  roofs,  and  engineering  work  generally. 

Whitworth's  Compressed  Steel. — It  has  already  been  stated  that  ordi- 
nary steel,  as  first  cast,  is  porous,  full  of  small  cavities,  which  have  to  be 
removed  by  hammering  before  a  sound  metal  is  produced. 

In  order  to  remedy  this  evil,  Sir  Joseph  Whitworth  subjects  the  molten 
steel  to  a  pressure  of  some  six  tons  per  square  inch,  by  which  all  cavities  are 
closed  up,  the  gases  contained  in  them  driven  out,  the  metal  is  compressed  to 
about  ^  of  its  bulk,  its  density  and  strength  being  greatly  increased. 

Sir  J.  Whitworth  gives  the  steel  a  maximum  ductility  of  about  30  per  cent 
He  considers  that  more  is  unnecessary,  ^  for  cylinders  of  such  metal  do  not 
fly  into  pieces  when  hurt,  but  simply  open  out  or  tear  like  paper,  and  a  metal 
of  greater  ductility  could  not  be  required  for  structural  purposes."^  The 
strength  and  ductility  of  the  different  varieties  is  given  at  p.  323. 

Puddled  Steel  is  produced  by  stopping  the  puddling  process  used  in  the 
manufacture  of  wrought  iron  before  all  the  carbon  has  been  removed. 

The  small  amount  of  carbon  that  is  left,  i.&  from  '3  to  10  per  cent,  is  suf- 
ficient to  form  an  inferior  steeL 

It  is  used  chiefly  for  making  inferior  boiler  plates  and  plates  for  ship- 
building. 

A  similar  product  resulting  from  imperfect  refining  is  known  as  NaJturaL 
Sted  or  German  SteeL 

Mild  Steel  contains  from  '2  to  '5  per  cent  of  carbon.  When  more  carbon 
is  present  it  becomes  Hard  SteeL 

Mild  steel  is  stronger  and  more  uniform  in  texture  than  hard  wrought  iron, 
and  superior  to  it  in  nearly  every  way. 

It  is  used  for  welding,  also  for  steel  rails,  spades,  and  hammers. 

Mild  steel  made  by  the  Bessemer  and  Siemens-Martin  process  is  now  coming 
greatly  into  use  for  boiler  plates,  shipbuilding,  etc. 

Tungsten,  Manganese,  and  Chromium  (or  Chrome)  Steels  are  made  by 
adding  a  small  percentage  of  the  metals  named  to  cmcible  steel ;  the  result  in  each  case 
being  a  steel  of  great  hardness  and  tenacity,  suitable  for  drills  and  other  special  tools.' 

^  Proceedings  TnsL  Meth,  Migineers,  1876. 

'  Steel  has  lately  been  made  containing  18.75  per  cent  of  Manganese,  and  having 
a  tensile  strength  of  60  tons  per  square  inch,  combined  with  50  per  cent  elongation. 
It  bids  fair  to  hecome  an  important  material 
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HomogeneouB  Metal  is  a  name  tbat  was  formerly  given  to  a  variety  of 
caeit  steel  containing  about  *25  per  cent  of  carbon. 

This  material ''  welds  with  facility,  and,  with  proper  precautions,  may  be 
joined  to  iron  or  steel  at  a  very  high  welding  heat."  ^ 

It  is  used  for  rifleproof  shutters,  guns,  etc. 

Hardening  Ste^ — It  has  already  been  mentioned  that  steel  plunged 
into  cold  water  when  it  is  itself  at  a  red  heat  becomes  excessively  hard. 
The  more  suddenly  the  heat  is  extracted  the  harder  it  will  be. 

This  process  of  hardening,  however,  makes  the  steel  very  brittle,  and  in 
order  to  make  it  tough  enough  for  most  purposes  it  has  to  be  tempered. 

Tempering. — ^The  process  of  tempering  depends  upon  another  characteristic 
of  steel,  which  ia  that  if  (after  hardening)  the  steel  be  reheated,  as  the  heat 
increases,  the  hardness  diminishes. 

In  order  then  to  produce  steel  of  a  certain  degree  of  toughness  (without  the 
extreme  hardness  which  causes  brittleness),  it  is  gradually  reheated,  and  then 
cooled  when  it  arrives  at  that  temperature  which  experience  has  shown  will 
produce  the  limited  degree  of  hardness  required. 

Heated  steel  becomes  covered  with  a  thin  film  of  oxidation,  which  becomes 
thicker  and  changes  in  colour  as  the  temperature  rises.  The  colour  of  this 
film  is  therefore  an  indication  of  the  temperature  of  the  steel  upon  which  it 
appears. 

Advantage  is  taken  of  this  change  of  colour  in  the  process  of  tempering, 
which  for  ordinary  masons'  tools  is  conducted  as  follows  : — 

Tempering  Masons*  Tools, — ^The  workman  places  the  point  or  cutting-end  of 
the  tool  in  the  fire  till  it  is  of  a  bright  red  heat^  then  hardens  it  by  dipping 
the  end  of  the  tool  suddenly  into  cold  water.  He  then  immediately  withdraws 
the  tool  and  cleans  off  the  scale  from  the  point  by  rubbing  it  on  the  stone 
hearth.  He  watches  it  while  the  heat  in  the  body  of  the  tool  returns,  by 
conduction,  to  the  point  The  point  thus  becomes  gradually  reheated,  and 
at  last  he  sees  that  colour  appear  which  he  knows  by  experience  to  be  an 
indication  that  the  steel  has  arrived  at  the  temperature  at  which  it  should 
again  be  dipped.  He  then  plunges  the  tool  suddenly  and  entirely  into  cold 
water,  and  moves  it  about  till  the  heat  has  all  been  extracted  by  the  water. 

It  IB  important  that  considerable  motion  should  be  given  to  the  surface  of 
the  water  while  the  tool  is  plunged  in,  after  tempering,  otherwise  there  will 
be  a  sharp  straight  line  of  demarcation  between  the  hardened  part  and  the 
remainder  of  the  tool,  and  the  metal  will  be  liable  to  snap  at  this  point 

Tempering  very  small  Tools, — In  very  small  tools  there  is  not  sufficient  bulk 
to  retain  the  heat  necessary  for  conduction  to  the  point  after  it  has  been  dipped. 
Such  tools,  therefore,  jBJce  heated,  quenched,  rubbed  bright,  and  laid  upon  a 
hot  plate  to  bring  them  to  the  required  temperature  and  colour  before  being 
finally  quenched. 

In  some  cases  the  articles  so  heated  are  allowed  to  cool  slowly  in  the  air, 
or  still  more  gradually  in  sand,  ashes,  or  powdered  charcoal  The  efifect  of 
cooling  slowly  is  to  produce  a  softer  degree  of  temper. 

Tabu  of  Temperatures  anrl  Colours, — The  following  Table  shows  the  tem- 
perature at  which  the  steel  should  be  suddenly  cooled  in  order  to  produce  the 
hardness  required  for  dififerent  descriptions  of  tools.  It  also  shows  the  colours 
which  indicate  that  the  required  temperature  has  been  reached. 

^  Mushet  on  Iron  and  SUeL 
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Colonr  of  FUm.  Deg**i5i»r.  Natnw  of  TooL 

Very  pale  straw  yellow  480      Lancets  and  tools  for  metaL 

A  shade  of  darker  yellow .  440      Razors  and  do. 

Darker  straw  colour  470      Penkniyes. 

Still  darker  straw  yellow  .  490      Cold  chisels  for  catting  iron,  tools  for  wood. 

B«>wnUhyeUow      .        .  500  rH«1W|ete.pl«n«tam«,  pocket  kidT...  d^^ 

Ydlow  tinged  with  purple  620  \  uTTTd^I^U  for  working  g^nite. 
Light  purple   .  580  )  Swords,  watch  springs,   tools  for  catting  sand- 
Dark  purple    .  550  (     stone. 
Dark  blue  570      Small  saws. 
Pale  blue  600      Large  saws,  pit  and  hand  saws. 
Paler  blue  with  tinge  of  green  680      Too  soft  for  steel  instniments. 

The  tempering  colour  is  sometimeB  allowed  to  remain,  as  in  watch  spiinga, 
but  is  generally  removed  by  the  eubsequent  processes  of  grinding  and  polishing. 

A  blue  colour  is  sometimes  produced  on  the  surface  of  steel  articles  by 
exposing  them  to  the  air  on  hot  sand.  By  this  operation  a  thin  film  of  oxide 
of  iron  is  formed  over  the  surface,  which  gives  the  colour  required. 

Steel  articles  are  often  varnished  in  such  a  way  as  to  give  them  an  appear- 
ance of  having  retained  the  tempering  colours. 

The  exact  tempering  heat  required  to  produce  the  same  degree  of  hardness 
varies  with  di£ferent  kinds  of  steel,  and  is  arrived  at  by  experience.  It  would 
be  impossible  to  go  very  fully  into  the  subject  in  these  Notes.  The  above 
remarks  will  give  some  idea  of  the  process,  and  the  effects  produced  upon  the 
strength  and  ductility  of  steel  by  tempering  in  different  ways  is  shown  in  the 
Table,  page  325. 

Different  Methods  of  Heating, — ^There  are  several  ways  of  heating  steel 
articles  both  for  hardening  and  tempering. 

They  may  be  heated  in  a  hollow  or  in  an  open  fire,  exposed  upon  a  hot 
plate,  or  in  a  dish  with  charcoal  in  an  oven,  or  upon  a  gas  stove. 

Small  aiticles  may  be  heated  by  being  placed  within  a  nick  in  a  red-hot  bar. 

If  there  is  a  large  number  of  articles,  and  a  uniform  heat  of  high  degree  is 
required,  they  may  be  plunged  into  molten  metal  alloys,  or  oil  nosed  to  the 
temperature  required. 

Degree  of  Heat  for  Hardening, — In  hardening  steel  care  must  be  taken  not 
to  overheat  the  metal  before  dipping.  In  case  of  doubt  it  is  better  to  heat 
it  at  too  low  than  too  high  a  temperature. 

'^  The  best  kinds  require  only  a  low  red  heat.  If  cast  steel  be  overheated 
it  becomes  brittle,  and  can  never  be  restored  to  its  original  quality/*  ^ 

If,  however,  the  steel  has  not  been  thoroughly  hardened  it  cannot  be  tem- 
pered.    The  hardness  of  the  steel  can  be  tested  with  a  file. 

The  process  of  hardening  often  causes  the  steel  to  crack.  The  expansion 
of  the  inner  particles  caused  by  the  heat  is  suddenly  arrested  by  the  crust 
formed  in  consequence  of  the  cooling  of  the  outer  particles,  and  there  is  a 
tendency  to  burst  the  outer  skin  thus  formed. 

Cooling, — When  the  whole  bulk  of  any  article  has  to  be  tempered,  it  may 
either  be  dipped  or  allowed  to  cool  in  the  air.  ^'  It  matters  not  which  way 
they  become  cold,  providing  the  heat  has  not  been  too  suddenly  applied,  for 
when  the  articles  are  removed  from  the  heat  they  cannot  become  more  heated, 
consequently  the  temper  cannot  become  more  reduced.'*  But  those  tools  in 
which  a  portion  only  is  tempered,  and  in  which  the  heat  for  tempering  is  sup- 

^  Edes,  80. 
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plied  by  conduction  from  other  parts  of  the  tool  (as  described  at  p.  293), 
"  must  be  cooled  in  the  water  directly  the  cutting  part  attains  the  desired 
colour,  otherwise  the  body  of  the  tool  will  continue  to  supply  heat  and  the 
cutting  part  will  become  too  soft."  ^ 

Hardening  and  TEMPBRnra  in  Oil. — When  toughness  and  elasticity  are  required 
rather  than  extreme  hardness,  oil  is  used  instead  of  water  both  for  hardening  and  tem- 
pering, and  the  latter  process  is  sometimes  called  Umghening, 

The  steel  plunged  into  the  oil  does  not  cool  nearly  so  rapidly  as  it  would  in  water. 
The  oil  takes  up  the  heat  less  rapidly.  The  heated  particles  of  oil  cling  more  to  the 
steel,  and  there  Ib  not  so  much  decrease  of  temperature  caused  by  vaporisation  as  there 
is  in  using  water. 

Sometimes  the  oil  for  tempering  is  raised  to  the  heat  suited  to  the  degree  of  hardness 
required. 

When  a  laxge  numher  of  articles  have  to  be  raised  to  the  same  temperature  they  are 
treated  in  this  way. 

Blazing, — Saws  are  hardened  in  oil,  or  in  a  mixture  of  oil  with  suet,  wax,  etc 

They  are  then  heated  over  a  fire  till  the  grease  inflames.    This  is  called  being  blcued. 

After  blazing  the  saw  is  flattened  while  warm,  and  then  ground. 

Springs  are  treated  in  somewhat  the  same  manner,  and  small  tools  after  being  hardened 
in  water  are  coated  with  tallow,  heated  till  the  tallow  begins  to  smoke,  and  then  quenched 
in  cold  tallow.' 

Annealing  or  Softening  Steel  Lb  effected  by  raising  hardened  steel  to  a  red  heat  and 
allowing  it  to  cool  gradually,  the  result  of  which  is  that  it  regains  its  original  softness. 

CaBo-Hardenlng  is  a  process  by  which  the  surface  of  wrought  iron  iff 
turned  into  steel,  so  that  a  hard  exterior,  to  resist  wear,  is  combined  with 
the  toughness  of  the  iron  in  the  exterior. 

This  is  effected  by  placing  the  article  to  be  case-hardened  in  an  iron  box 
full  of  bone  dust  or  some  other  animal  matter,  and  subjecting  it  to  a  red 
heat  for  a  period  varying  from  half  an  hour  to  eight  hours,  according  to  the 
depth  of  steel  required. 

The  iron  at  the  surface  combines  with  a  proportion  of  carbon,  and  is 
turned  into  steel  to  the  depth  of  from  -jl^  to  •!  of  an  incL 

If  the  surface  of  the  article  is  to  be  hardened  all  over,  it  is  quenched  in 
cold  water  upon  removal  from  the  furnace.  If  parts  are  to  remain  malleable 
it  is  allowed  to  cool  down,  the  steeled  surface  of  those  parts  removed,  and 
the  whole  is  then  reheated  and  quenched,  by  which  the  portions  on  which 
the  steel  remains  are  hardened. 

Gun-locks,  keys,  and  other  articles  which  require  a  hard  surface,  combined 
with  toughness,  are  generally  case-hardened. 

A  more  rapid  method  of  case-hardening  is  conducted  as  follows : — ^The  article  to  be 
case-hardened  is  polished,  raised  to  a  red  heat,  sprinkled  with  finely  powdered  prussiate 
of  potash.  When  this  has  become  decomposed  and  disappeared,  the  metal  is  plunged 
into  cold  water  and  quenched. 

The  case-hardening  in  this  case  may  be  made  local  by  a  partial  application  of  the  salt 

Malleable  castings  (see  p.  266)  are  sometimes  case-hardened  in  order  that  they  may 
take  a  polish. 

To  DiSTiNQUiSH  Stbbl  FROM  Iron.— Steel  may  be  distinguished  fh>m  wrought  iron 
by  placing  a  drop  of  dilute  nitric  acid  (about  1  acid  to  4  water)  upon  the  surface.  If  the 
metal  be  steel  a  dark  grey  stain  will  be  produced,  owing  to  the  separation  of  the  carbon.' 

Tests  for  SteeL — Steel  to  be  used  in  important  work  should 
be  tested  as  to  its  strength,  ductility,  and  other  qualities.     The 

^  Edes,  86.  >  HoltzapfTell. 

'  Blozam's  C?iemistry, 
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methods  of  testing  are  similar  to  those  adopted  for  wrought  iron 
and  described  at  p.  276. 

Fractured  Snrfaoe. — Many  people  think  that  tbey  can  jndge  of  steel  by*  the  appear- 
ance of  the  fracture. 

Mr.  Kirkaldy  found  that  "  the  conclusions  respecting  wrought  iron  are  equally  appro- 
priate to  steel,  viz. — Whenever  rupture  occurs  dwdy^  a  silky  fibrous,  andiwhen  auddenly, 
a  granular  appearance,  is  inyariably  the  result,  botii  kinds  varying  in  fineness  according 
to  quality. 

"  The  surface  in  the  latter  case  is  even,  tod  always  at  right  angles  with  the  length ; 
in  the  former,  angular  and  irregular  in  outline. 

''The  colour  is  a  light  pearl  gray,  slightly  varying  In  shade  with  the  quality;  the 
granular  fractures  are  almost  entirely  free  of  lustre,  and,  consequentlyi  totally  nnlike  the 
brilliant  crystalline  appearance  of  wrought  iron.^ 

The  appearance  of  the  fracture  is,  however,  at  the  best  but  a  vague  and  uncertain 
guide,  and,  without  great  experience  on  the  part  of  the  observer,  almost  useless. 

Trial. — A  better  test  in  the  hands  of  a  practical  man  is  to  heat  the  steel,  and  try  it 
with  regard  to  its  tenacity,  welding  powers,  and  resistance  to  crushing  when  struck  with 
a  hammer  upon  a  hard  surface. 

TFenaile  Tests. — The  only  certain  test,  however,  for  tensile  strength  and  dnctHity  is 
by  direct  experiment. 

The  tensile  strength  of  steel  may  be  tested  in  the  same  way  as  that  of  wrought  iron. 

The  varieties  of  steel  are,  however,  even  more  numerous  than  those  of  wrought  iron, 
and  their  strength  differs  accordingly.  Moreover,  it  is  greatly  influenced  by  the  treat- 
ment to  which  the  steel  has  been  subjected. 

Adhiraiat  Tbsts  for  Stbbl. — Plates  for  shipbuilding,  bars,  angles,  angle-bulbs,  tees, 
tee-bulbs  or  tee-bars,  made  by  Bessemer  and  Siemens- Martin  process. 

Tensile  Test — Strips  cut  lengthways  (or  for  plates  either  lengthways  or  crossways,  or 
in  round  bars  a  piece  from  the  bar),  **  to  have  an  ultimate  tensile  strength  of  not  less 
than  26,  and  not  exceeding  30  tons  per  square  inch  of  section,  with  an  elongation  of  20 
per  cent  in  a  length  of  8  inches." 

Forge  TesL — "  Such  forge  tests,  both  hot  and  cold,  as  may  be  sufficient  in  the  opinion  of 
the  receiving  officer  to  prove  soundness  of  material  and  fitness  for  the  service." 

Tempering  Test. — Strips  cut  lengthwise  (or  for  plates  either  lengthwise  or  cross- 
wise) "  1)  inches  wide,  or  in  round  bars  a  piece  from  the  bar,  heated  uniformly  to  a  low 
cherry  red  and  cooled  in  water  of  82**  Fahr.,  must  stand  bending  in  a  press  to  a  curve  of 
which  the  inner  radius  is  one  and  a  half  times  the  thickness  of  tibe  steel  tested. 

**  The  strips  are  all  to  be  cut  in  a  planing  machine,  and  to  have  the  sharp  edges  taken  off. 

"  The  ductility  of  every  bar  is  to  be  ascertained  by  the  application  of  one  or  both  of 
these  tests  to  the  shearings,  or  by  bending  them  cold  by  the  hammer. 

"  The  pieces  cut  for  testing  are  to  be  of  parallel  width  from  end  to  end,  or  for  at  least 
8  inches  in  length." 

Percussive  Test  far  Round  Bars. — A  specimen  bar  of  2*  diameter  is  taken,  when 
required  by  the  overseer,  frt>m  every  charge,  or  from  every  50  bars  or  portions  of  50,  and 
subjected  to  a  percussive  test.  The  test  for  a  bar  of  2*  diameter  should  be  the  Ml  of  15 
cwt  through  30  feet,  or  20  cwts.  through  22 J  feet,  whichever  may  be  most  convenient. 
Sample  must  stand  at  least  one  blow  witibout  injury,  and  the  following  facts  must  be  noted. 

a.  The  number  of  blows  to  break  the  bar. 

b.  The  character  of  the  fracture. 

c.  The  reduction  in  diameter  after  each  blow. 

d.  The  reduction  in  sectional  area  at  point  of  fracture. 

«.  The  elongation  in  8  inches  and  in  the  inch  containing  the  fracture. 

Welding  Tests  for  all  Bars. — Sample  pieces  will  be  taken  for  testing  the  welding 
qualities  of  the  steel,  by  welding  two  pieces  together  and  bending  it  in  the  way  of  the 
weld  when  cold. 

^  Kirkaldy's  RqferimerUs  on  Wrottghi  Iron  and  Steel. 
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Lloyd's  Tests. — ^The  steel  plates  used  in  ships  to  be  classed  in  the  register  of  Lloyd's 
Insurance  Corporation  have  to  stand  a  tensile  stress  of  27  to  31  tons  per  square  inch, 
with  20  per  cent  elongation  in  8  inches ;  the  angles  and  beams  27  to  38  tons,  with  16 
par  cent  elongation,  and  the  same  tempering  tests  as  required  by  the  Admiralty. 

Test  by  Bepeated  and  Falling  Iioads. — Steel  rails  are  sometimes 
tested  by  repeated  loads,  and  generally  by  a  falling  weight  The  following 
extract  is  from  a  recent  specification  for  a  steel  rail  weighing  79  lbs.  per  yard, 
requiring  both  tests  : — 

'*  A  length  of  6  feet  will  be  cut  off  from  each  sample  rail  and  tested  as  follows — 

"1«^  A  piece  will  be  placed  in  the  position  it  would  assume  for  tra£9c,  on  solid 
supports  3'  6''  apart  in  the  clear,  and  equidistant  from  the  ends,  and  a  weight  of  one  ton 
will  be  allowed  to  fall  freely  upon  the  centre  of  the  rail  from  a  height  of  12  feet  6  inches. 
The  rail  must  bear  two  such  blows  without  showing  the  least  sign  of  fracture,  and  the 
permanent  set  caused  by  the  first  blow  must  not  exceed  2  inches. 

"  2^2.  A  piece  of  rail  is  to.be  placed  on  supports  as  before,  and  a  weight  of  18  tons  is 
to  be  applied  at  the  centre,  when  the  deflection  must  not  exceed  ^  of  an  inch." 

The  War  Office  percussive  test  for  bolts  is  given  at  p.  283. 

Steel  for  Bridges  and  Boofii  ^  should  have  a  high  elastic  limit  which  will 
enable  it  to  endure  a  high  working  stress.  Good  steel  for  such  purposes  can 
be  obtained  having  an  ultimate  tensile  strength  of  35  tons  per  square  inch, 
a  limit  of  elasticity  of  20  tons,  and  with  20  per  cent  elongation  on  the  best 
specimen  of  8  inches  length.  Such  a  steel  would  endure  a  working  stress  of 
8  tons  to  the  inch.^ 

Recent  specifications  from  the  India  Office  for  large  steel  bridges  contain  the  following 
requirements : — 

Steel  Bars  wnd  Plates  must  weld  perfectly,  and  not  crack  or  crumble  at  all  when 
hammered  at  a  welding  heat.  The  strips,  1  inch  wide  and  8  inches  long,  to  have  a 
tensile  strength  not  less  than  28  tons  or  more  than  31  tons  per  square  inch,  an  elonga- 
tion of  not  less  than  20  per  cent,  and  a  limit  of  elasticity  of  15  tons  per  square  inch. 
The  same  tempering  tests  as  the  Admiralty  require,  except  that  the  radius  of  the  curve 
to  which  the  steel  is  bent  is  three  inches  instead  of  1)  inches. 

Buckle  Plates  of  Roadnoay  to  bear  a  concentrated  load  of  12  tons  at  centre  without 
permanent  set,  and  of  24  tons  at  centre  without  fracture. 

Bivets. — Tensile  strength  26  to  28  tons  per  square  inch,  in  test  pieces  of  10 
diameters,  elongation  not  less  than  25  per  cent  A  piece  of  bar  heated  to  cherry  red, 
quenched  in  water  of  82**  Fahr. ,  to  bear  being  doubled  quite  close  without  injury.  A 
•  piece  heated  to  full  red  or  orange,  dropped  into  a  hole  in  a  cast  iron  block,  so  that  1^ 
to  2  diameters  project,  to  bear  having  the  end  hammered  out  to  a  thin  edge  all  round 
without  showing  signs  of  cracking. 

MAEKET  FORMS,  RELATIVE  VALUE  OF  DIFFERENT 
KINDS,  AND  BRANDS  ON  STEEL. 

Market  Forms. — Steel  may  be  obtained  in  most  of  the  forms  adopted 
for  wrought  iron,  and  described  at  page  284.  Angle  and  T  of  all  sizes  up 
to  4  inches  x  4  inches  are  easily  obtained,  but  many  sections  in  the  market 
beyond  that  size  are  made. 

MdaOve  value  of  different  kvnds  of  Sted, — ^The  following  extract  ftx>m  one  of  Messrs. 
Boiling  and  Lowe's  price  lists  for  July  1885  is  given  to  show  the  prices  ot  different  de- 
scriptions of  steel  as  compared  with  those  of  iron  (see  p.  290) : — 

^  Matheson,  Jf.LC.E,,  vol.  Ixix.  p.  21. 

'  In  this  country  Board  of  Trade  rules  restrict  the  working  stress  on  stoel  in 
bridges  to  6i  tons  per  square  inch. 
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Per  ton. 

Per  ton. 

Percwt 

Percwt. 

Ban 

£7  17 

6 

to  £8  17 

6 

Double  shear     . 

£2     5 

0 

to  £3     5     0 

Plates       . 

8     6 

0 

«     9     6 

0 

Single  .   „ 

1  14 

0 

it 

8     0     0 

„         boiler 

Borer  steel 

1     8 

0 

tt 

S  15     0 

quality 

9    6 

0 

„    10    6 

0 

Cast    steel     for 

* 

Sheets 

9    0 

0 

„    10  10 

0 

turning  tools 

1  18 

0 

n 

3    5    0 

Hoops  *    . 

9     0 

0 

H    10     0 

0 

Special  die  steel 

4    0 

0 

f» 

5  12    0 

Angles 

7    0 

0 

„      8     0 

0 

„        tool 

Tees 

8  10 

0 

„    10  10 

0 

steel 

5  12 

0 

•  •  ■ 

Bulbs 

7  10 

0 

„      9    0 

0 

Cast  steel  plates 

Bulb  tees 

8    0 

0 

»    10    0 

0 

and  sheets     . 

1     0 

0 

n 

2  10    0 

Iron  hoops 

• 

• 

1    in.  by  18  WG.      IJ  in.  by  17  WG. 

11  i 

in.  by  16  WG. 

Equal  strength  in 

steel 

» 

i      „      20    „         1       „      20 

>» 

li 

If 

19    ., 

Iron  hoops 

• 

■ 

li  in.  by  15  WG.       If  in.  by  14  WG. 

Equal  strength  in 

steel 

• 

li      M      18    „ 

1|     „      17 

a 

Steel  bars  (Bessemer  or  Siemens-Martin  process)  can  be  made  in  the  following  sizes : — 
Rounds,    i  in.  to  3  in.,  advancing  by  ^  in.     3  in.  to  4  in.,  advancing  by  J  in.  4  in. 

to  6  in.|  by  i  in. 
Squares.     J  to  3^  in.,  advancing  by  ^  in.,  and  8),  8f,  and  4  in. 
Flat  bars.     1  in.  to  2  in.,  advancing  by  |  in.    Thickness,  J  in.  to  |  in. 
2i,  2g,  2i,  2|,  2f,  3,  3^,  3},  3}  in.     Thickness  ^  to  1  in. 
4  in.,  4}  in.     Thickness,  ^V  ^  li  ^ 

6,  51,  5i,  5},  6,  6|,  6i,  7,  8,  9,  10  in.    Thickness,  }  to  1}  in. 
Steel  hoops.   {  in.  to  3  in.  wide,  advancing  by  ^  in.    Thickness,  usual  gauges. 
Steel  plates.  ^  in.  thick  can  be  rolled  28  super,  ft.    Max.  length,  14  ft.    Max.  width,  4   ft. 


A 

31 

1 

40 

A 

50 

A 

65 

i 

72 

A 

75 

i 

85 

A 

98 

i 

105 

i 

115 

125 

1 

125 

I 

125 

U 

110 

ft 

li 

110 

ft 

ft 

18 

tf 

4i.f 

ft 

22 

ft 

5    „ 

ft 

25 

tf 

5i„ 

tf 

30 

ft 

6i,. 

ft 

33 

ft 

6    „ 

ft 

35 

ft 

6i„ 

ft 

38 

ft 

64  „ 

ft 

40 

ft 

7    „ 

ft 

40 

It 

7i„ 

ft 

40 

It 

8i„ 

ft 

37 

tf 

8i„ 

ft 

34 

ft 

8f  „ 

ft 

31 

ft 

8}., 

ft 

28 

ft 

8}„ 

ft 

25 

ft 

88  „ 

Qther  sizes  can  be  made  by  special  arrangement. 

Extras  on  Sted  PUUet. — The  following  list  gives  the  extras  upon  steel  plates,  but  steel  is 
generally  sold  to  specification,  as  so  much  depends  upon  iAiSi  proportion  of  different  sizes : — 

Limit, 
Weight,  18  cwts. 
Length,  23  feet. 
Width,  5  feet. 
Area,  80  square  feet. 

„      40  square  feet  per  A*. 
Thickness,  \"  to  1". 
Sketch  plates. 


Extra, 
10s.  per  cwt.  or  part. 
58.  per  foot  or  part 

10s.  for  every  3  inches  or  part  under  12  inches. 
Is.  per  foot  or  part. 


ft 


It 


Under  J"  and  not  thinner  than  A",  10s.  per  ton. 
10  per  cent  allowed.     Above  10  per  cent  20s.  per  ton. 
(9'^  taper  allowed  before  counting  as  sketch.) 

Butt  straps  are  included  without  extra  chaige.  Plates  not  rectangular  to  be  counted  as 
such  for  overweight  and  area.  A  margin  of  5  per  cent,  t.e.  2^  per  cent  over  or  under 
calculated  weight,  to  be  allowed  for  rolUug. 

Brands  on  Steel, — ^There  are  no  list  brands  for  steel  (see  p.  296).  Each 
maker  has  his  own  trade  mark,  generally  the  name  of  his  firm,  with  or  with- 

^  Steel  baling  hoops  show  an  advantage  of  20  to  30  per  cent  over  iron  hoops,  as, 
although  higher  in  price,  much  lighter  gauges  can  be  substituted. 
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out  name  of  his  work.  Thus — (Atlas),  Jno.  Brown  and  Company,  Limited  ; 
(Cyclops),  Cammell  and  Company,  Limited  ;  (Globe),  Ibbotson  and  Company  ; 
(Norfolk),  Messrs.  Thomas  Firth  and  Sons,  Limited ;  (Vickers),  Messrs. 
Vickers,  Sons,  and  Company,  Limited.  There  are  no  marks  to  indicate 
quality,  such  as  best  best,  etc.  etc. 

The  following  are  some  of  the  marks  used  : — 

i-gi  I  I -eg  I      Thomas  Jowitt's  double  shear  steel  for  the  trade  generally. 
"  BRADES."     William  Hunt  and  Son's  "  Brades  Company." 
Mushet's  borer  steel.     Titanic. 


:^jm 


Blister  steel,  known  as  Hoop  L  Swedish  brand,  that  iron  being  used  in 
the  manufacture.     Used  by  many  firma 

Turton  and  Sons. 

Osbom. 

The  Sheffield  merchant  steels  have  usually  a  paper  wrapping  with  the 
maker's  name  and  address  in  full. 

Crucible  Cast  Steel. — The  ingots  have  each  a  paper  label  attached,  on 
which  is  marked  the  purpose  for  which  the  steel  is  best  adapted,  as  follows — 
horer,  welding,  tooly  rivet. 

Shear  and  Double  Shear  steel  bars  are  marked  with  the  words  sfiear 
and  double  shear  in  indented  letters  on  each  bar. 

Bessemer  Steel  has  no  marks.  Bails  of  this  material  are  generally 
stamped  with  the  maker's  name,  and  the  word  steel 


Landorb  Stbel —   M^^^^m,  is  the  trade  mark  of  the  Landore 

Siemens  -  Steel  Company,  Limited. 
The  following  brands^  in  addition 
indicate  different  qualities  of  steel : — 


LAXDORE  )  Dead  soft  steel,  having  a  tensile  strength  of  from  23  to  26  tons  per 
D  S        )  square  inch.     Of  this  quality  are  produced  bars  for  manufacturing  into 
tin  plates  for  deep  stamping.     Soft  wire  rods,  having  great  conductivity, 
for  telegraph  purposes  are  also  produced  from  this  brand. 

LANDORE  \  Soft  steely  having  a  tensile  strength  from  26  to  31  tons  per  square  inch, 

S  j  as  may  be  specified.     Of  this  brand  are  produced  ship,  bridge,  and  boiler 

plates,  angles,  tees,  bars,  rivet  bars,  etc.,  such  as  are  supplied  under 

contract  to  the  Admiralty,  or  guaranteed  to  conform  to  the  requirements 

of  the  Board  of  Trade  and  of  Lloyd's  Committee. 

N.B. — Bridge  plates  are  supplied  of  higher  tensile  strain  than  above, 
as  engineers  may  specify. 

LANDORE  \  Special  soft  steel,  of  the  highest  quality,  with  a  maximum  tensile  strength 
S  8  j  of  28  tons  per  square  inch,  and  a  minimum  elongation  of  25  per 
cent  in  8  inches.  It  is  prepared  from  the  purest  brands  of  iron,  and 
specially  treated.  Plates  made  of  this  quality  are  recommended  particularly 
for  boiler  furnaces,  tube  plates,  galvanising  baths,  hollow  stampings,  etc., 
and  generally  in  place  of  the  best  brands  of  Yorkshire  iron  usually  employed 
for  such  purposes. 

*  From  the  Company's  Circular,  January  1878. 


314  NOTES  ON  BUILDING  CONSTRUCTION. 

LANDORE  \  Medium  sUd,  having  a  teoBile  strength  of  from  31  to  50  tons  per  square 
M         J  ixichy  as  may  be  specified.    It  is  used  in  the  manufacture  of  axles,  general 
forgings,  castings,  wire  rods,  etc,  and  is  of  a  tough  and  malleable  nature. 
LANDORE  )  Special  medium  steel,  same  tensile  strength  as   M>  ^^t  prepared  from 
S  M        (  special  materials,  similar  to  S  &     Suitable  for  the  highest  class  of  axles, 
forgings,  shafting  bars,  engineering  purposes  generally,  wire  rods,  etc. 
LANDORE  I  Hard  steel,  with  a  tensile  strength  of  oyer  50  tons  per  square  inch.    Suit- 
H  t  A^^®  ^^^  springs,  wire  rods,  and  some  descriptions  of  castings. 

LANDORE  \  Special  hard  steel,  same  tensile  strength  as   Hi  but  made  from  special 
S  H       /materials,  similar  to  S  S  ^'^^  S  M*    It  is  recommended  for  the  highest 
class  of  wire  rods,  boring  tools,  jumper  steel,  stamp  heads,  shoes,  and 
dies,  and  for  mining  purposes  generally,  in  place  of  the  best  crucible  steeL 

STRENGTH  OF  CAST  IRON,  WROUGHT  mON,  AND  STEEL. 

It  is  beyond  the  province  of  these  Notes  to  enter  upon  the  general  subject 
of  the  physical  properties  of  materials.  The  meanings  of  a  few  of  the  terms 
used  in  connection  with  those  properties  are  given  at  pp.  467-470,  and  the 
subject  will  be  further  entered  upon  in  Part  IV. 

The  value  of  iron  and  steel  to  the  engineer  is,  however,  so  entirely  depend- 
ent upon  their  strength,  ductility,  etc,  that  a  few  observations  on  these  points 
will  be  necessary  in  order  to  clear  the  way  for  an  intelligent  selection  and 
testing  of  these  materials. 

In  considering  the  strength  of  materials  care  must  be  taken  to  distinguish 
between  the  uUimaU  strength — that  is,  the  stress  per  square  inch  of  section 
which  will  cause  rupture — and  the  worMiig  strength^  or  the  stress  per  square 
inch  which  the  material  can  safely  bear  in  practice. 

In  the  following  pages  the  ultimate  strength,  as  found  by  experiment,  will 
first  be  given  for  various  descriptions  of  iron  and  steeL 

The  effect  upon  this  strength,  produced  by  various  circumstances,  will  be 
briefly  mentioned. 

The  working  stresses  that  may  be  permitted  in  practice  will  then  be  stated. 

Finally,  one  or  two  points  regarding  the  effect  of  vibration,  cold,  etc,  will 
be  merely  glanced  at. 

ULTIMATE  STRENGTH  AND  DUCTILITY. 

The  tests  which  are  applied  in  practice  to  cast  iron,  wrought  iron  (of  dif- 
ferent classes),  and  steel,  have  been  described  in  previous  pages. 

In  order  to  apply  these  tests  intelligently,  it  is  necessary  to  know  something 
of  the  peculiarities  of  the  different  descriptions  of  iron  ordinarily  met  with, 
to  see  what  their  actual  ultimate  strength  or  resistance  to  rupture  has  been 
found  to  be  by  experiment,  and  to  understand  how  that  ultimate  strength  is 
modified  by  slight  differences  in  their  composition,  form,  treatment  in 
working,  and  other  surrounding  circumstances. 

The  strength  of  iron  and  steel  will  be  considered  only  vdth  reference  to 
their  resistance  to  tension,  compression,  shearing,  bearing,  and  transverse  stress. 

Their  resistance  to  torsion,  though  of  importance  in  machines,  does  not  come 
into  play  in  buildings  of  any  kind,  and  will,  therefore,  not  be  considered. 

The  breaking  stresses,  found  by  experiment  and  given  in  the  following 
tables,  were,  in  all  cases,  produced  by  a  dead  loady  gradually  applied.  Very 
much  smaller  live  loads,  i,e,  stresses  suddenly  applied,  would  cause  rupture 
(seep.  318). 
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Strength  of  Ca49t  Iron. 

The  average  ultimate  strength  of  the  ordinaiy  varieties  of  cast  iron  found 
in  the  market  may  be  taken  as  follows  : — 

Tons  per  Sqiiare  Inch. 

Tension  .....  9 

Compression  .  .  .  48  • 

Transverse  13^  B. 
Shearing                          .             .             .  8|  s.^ 

The  above  figures  are  intended  to  give  a  low  average. 

The  following  extracts  from  the  most  important  experiments  on  the  strength  of  cast 
iron  show  the  wide  differences  that  occur  in  different  specimens. 

The  Table  below  is  condensed  from  the  records  of  Mr.  Eaton  Hodgkinson's  experiments 
made  for  the  Commission  on  the  use  of  iron  in  railway  structures. ' 

The  experiments  were  made  by  crushing  cylinders  )  in.  diameter,  some  f  in.  and  some 
1^  in.  high.  The  figures  given  below  show  the  resistance  of  the  cylinders  1}  inch  high ; 
the  shorter  cylinders  offered  a  greater  resistance. 

Table  giving  Cbushing  and  Tensile  Strength  of  Different 

Descriptions  of  Cast  Iron. 


DXSCBIPTION  OP  IbON. 


Lowmoor  Iron,    No.  1  . 

No.  2  . 
Clyde,  No.  1  . 

No.  2  . 

No.  8  . 

No.  1  . 

No.  2  . 

No.  1  . 

No.  3  . 

No.  1  . 

No.  8  . 

Na  2  . 

No.  2  (Anthracite) 

No.  1         do. 

No.  2         do. 

Mean  of  irons  tested  by  Mr.  Hodgkinson  in  his  experimental  researches 
Morris  Stirling's  iron  tested  by  Mr.  Hodgkinson— mean . 


Blenavon, 

Calder, 

Coltness, 

Brymbo, 

Bowling, 

Ystalyfera 

Ynis-cedwyn 


Crashing 
Strength. 


Tensile 
Btreugth. 


In  tons  per  square 
inch. 


26-2 
41-2 
89-6 
46-5 
46*8 
85*9 
80-6 
88-9 
45-4 
88-8 
84-8 
88-0 
427 
86-1 
88-6 
49-5 
55-6 


6-7 
6-9 
7-2 
7-9 
6-5 
6-2 
6-8 
6-1 

6 -a 

6-4 
6-9 
6-0 
6-5 
6-2 
5-9 
7-88 
11-0 


*  S.  Stoney.  B.  Barlow. 

*  Heport  of  Commissioners  appointed  to  incite  into  the  appliccUion  of  Iron  to  Bail- 
way  Structures,  1849. 
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Thft  mean  of  experiments  made  by  the  Ordnance  aathoritiee,  as  analysed  by  Professor 
Pele,  giTB 


BreaMng  weight  in  tons 
iwr  sqnare  inch. 

Mtx: 

Hln. 

Mean. 

Tension     . 

Compression 

Transverse* 

15-8 
62*5 
20-0 

4-2 

19-8 

4-6 

10-4 
40-6 
12-6 

The  specimens  tried  were  generally  tampUa  received  from  the  makers,  of  the  second  or 
third  melting.  The  iron  subsequently  supplied  in  larger  quantities  was  often  inferior  in 
strength  to  tiie  samples. 

Influence  of  Tarioxu  oiroumstances  upon  the  Strength,  of  Cast  Iron.— 
Size  of  Section, — The  iron  close  to  the  surface  of  a  casting  has  been  found  to  be  harder 
and  stronger  than  that  within.  In  a  small  bar  the  amount  of  this  hard  skin  is 
greater  in  proportion  to  the  section  than  in  large  castings,  and  hence  the  average  strength 
is  greater. 

Again,  the  interior  of  large  castings  is  more  spongy  and  open  than  that  of  small  castings. 

Mr.  Eaton  Hodgkinson  found  the  relative  tensile  strength — per  square  inch — of  bars 
1  in.  2  in.  and  3  in.  square  to  be  100,  80,  77. 

Repeated  RemeUings. — ^Repeated  remelting  of  cast  iron  increases  its  strength,  probably 
in  consequence  of  the  carbon  being  burnt  out  of  it,  thus  tending  to  assimilate  it  in  com- 
position to  wrought  iron.  Sir  William  Fairbairn,  experimenting  upon  Scotch  iron, 
obtained  the  following  results  : — 

Its  resistance  to  cross  breaking  increased  up  to  the  twelfth  remelting,  and  then  fell  off-, 
at  the  twelfth  remelting  its  strength  was  {  of  what  it  originally  possessed.  Its  resistance 
to  crushing  was  a  maximum  at  the  fourteenth  remelting,  i.e,  nearly  2}  times  its  original 
strength.  Its  resistance  then  fell  off,  until  at  the  eighteenth  remelting  it  possessed  only 
twice  its  original  strength. 

In  America  the  iron  is  kept  in  a  state  of  fusion  for  two  or  three  hours  at  each  remelting. 

Major  Wade  found  the  result  to  be  as  follows  : — 


Strength  of  pigs 
First  melting  . 
Fourth  melting . 


5  to  6(  tons  per  square  inch. 
8*8  „  „ 

12-4 


The  effect  of  remelting  varied  considerably,  being  greatest  in  No.  1  soft  grey  pig-iron. 

This  question  can  rarely  be  of  any  great  importance  to  the  engineer,  though  it  might 
possibly  have  to  be  considered  in  using  old  iron. 

Effect  qf  Temperature, — Sir  William  Fairbaim's  experiments  led  him  to  the  following 
conclusion  : — ''Cast  iron  of  average  quality  loses  strength  when  heated  beyond  a  mean 
temperature  of  120^  and  it  becomes  insecure  at  the  freezing  point,  or  under  32**  Fahren- 
heit." * 

At  a  red  heat  its  original  strength  is  diminished  by  \,  A  mass  of  cast  iron  raised  to 
a  red  heat  wiU  crumble  to  pieces  when  struck.  This  property  may  be  taken  advantage 
of  in  breaking  up  lai^  pieces  of  old  cast  iron,  such  as  guns. 


'"  This  is  the  valne  of  the  co-efficient  G  in  the  formula,  WsC^ 

WhereW= breaking  weight  in  tons. 
h  =  breadth  "j 

d  =  depth     v  of  beam  in  inches. 
I  =span      j 

This  subject  will  be  explained  in  Part  lY. 

■  JppUcation  of  Iron  to  Building  Purposes,  by  Sir  William  Fairbairn,  p.  73. 


STRENGTH  OF  IRON  AND  STEEL. 


317 


An  increase  or  decrease  of  temperature  amounting  to  27°  Fahr.  causes  such  expansion 
or  contraction  that  it  would  bring  a  stress  of  1  ton  per  square  inch  upon  the  metal,  if  it 
was  rigidly  secured  at  the  ends  before  the  change  of  temperature  took  place. 

The  Effect  of  mixing  Different  Brands^  when  judiciously  done,  is  doubtless  to  increase 
the  strength  of  the  iron  beyond  that  of  any  single  brand.  The  exact  increase  depends, 
of  course,  upon  the  mixtures  used.  As  before  mentioned,  this  is  a  question  better  left 
alone  by  the  engineer. 


StrenfiTth  and  Ductility  of  Wrouglit  lion. 

The  strength  and  ductility  of  wrought  iron  depend  upon  the  quality  of 
the  material  and  the  care  with  which  it  is  manu£Eictured. 

A  very  small  proportion  of  carbon  is  practically  always  present ;  if  this  is 
increased,  the  streng^  of  the  iron  is  considerably  augmented,  and  its  power  of 
welding  diminished, — in  fact  it  approximates  more  to  steel  in  its  characteristics. 

The  presence  of  other  impurities  occasions  the  defects  mentioned  at  pp. 
262,  263. 

The  strength  of  different  descriptions  differs  so  greatly  that  an  average  is 
somewhat  likely  to  be  misleading  in  any  particular  case  ;  but  the  following 
may  be  taken  as  a  low  average  for  the  ultimate  strength  of  wrought  iron  under 
different  stresses. 

Tons  per  sq.  inch. 
.     16  to  20 
20 


Tension - 


TBars 


Compression 
Shearing   . 


Tons  per  sq.  inch. 
25 

"i  Plates  P®"^^'^*^*      ^^ 
|^^^*^^\cro8Sways        20 

Tensile  Strength. — The  following  Table  shows  the  tensile  strength, 
contraction  of  area  and  elongation  after  fracture,  ascertained  by  experiments 
upon  some  of  the  more  important  descriptions  of  iron  found  in  the  market 


Average  Tensile  Strength  and  Ductility  of  Iron  Plates  and 
Bars  made  by  several  noted  Manufacturers.  ^ 


MANUFACrnBEBS  AND  DbSCRIPTIOS  OF  IbOK. 


Round  Oak  Iron  Works  (see  p.  296) — 
L.W.R.O.  bars    . 

Best  bars  . 

Best  best  bars    . 

Best  best  best  bars 

Best  rivet  iron  bars 

Best  best  best  rivet  iron  bars 
Shelton  Iron <fc  Sted  Co.,  Stoke-on-Trent — 

Best  boiler  plates,  ^-in.  thick,  lengthways 
»y  n  „  crossways 

Best  best  boiler  plates,  i^-in.  thick, 
„  „  lengthways 

„  „  „   crossways 

Rivet  iron 

Angle  iron 

JV.  HingUy  and  Sons,  Dudley — 
Netherton  crown  best  bar  iron 


>> 


tf 


>» 


rivet  iron 


Tensile  sti'ength 

per  square  inch 

of  original 

section. 


Tons. 

24-94  to 

26-67 

24-67 

23-35 

28-60 

24-76 

24-26 

22-3 
18-7 

23-6 
20-6 
26-0 
26-6 

22-6  to 

23-8 

23-5 


Contraction 

of  area 
lectured. 


Per  cent 

48-2  to 

44 

45-3 

45-2 

46-9 

45-7 

47-2 

10-3 
4-6 

16-2 
10-4 
40-0 
34-1 

46-0  to 

35-0 

50-0 


Ultiroate 
elongation. 


Per  cent 
in  10  inches. 
28-8 
27-5 
25-4 
29-7 
30-7 
26-6 
27-4 
in  12  inches. 
7-3 
4-2 

8*8 

5-2 
27-0 
27-0 

80-0 
24-0 
200 


Extracted  from  Tables  in  Hutton's  Practical  Engineer's  Handbook, 
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Table  giving  the  Tensile  Strength  and  Ducttility  of  various  Descriptions 
of  Malleable  Iron.     From  Mr.  Kirkald/s  Experiments.^ 
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■action  of  area 
ractured. 

District 

Names  of  Makers  or  Works 
and  Brands. 

'         Description. 

►  ■S-. 

6^ 

IP 

-5 

6S 

1?- 

o 

Boiled  Bars. 

Percent 

Per  cent 

Yorkshire  . 

Lowmoor     . 

.   Rolled  Bars,  round, 
1"  diameter 

27-69 

53  1 

26-5 

Do.      . 

Bowling 

Do. 

27-86 

45-3 

24-4 

Do.      . 

Famley 

Do. 

28-07 

50-6 

25-6 

Staffordshire 

J.  Bradley  &  Co.,  L  circ 
(charcoal) 

le            Do. 

25-54 

60-9 

80-2 

Do. 

Do.            B.B.  scrap 

Do. 

26-5 

52-0 

26-6 

Do. 

Do.            S.C.  fB? 

Do.  Tdia. 

27-78 

36-2 

22-2 

Do. 

J.  Bagnall,  J.B.  . 

Do.  IJ"  do. 

24-55 

27  0 

17-3 

Scotl&nd    . 

Govan,  Ex.  B.  Best 

Do.    l^do. 

26-39 

40  0 

22-3 

Do.      . 

Do.    B.  Best     . 

Do. 

28-05 

28-9 

19-1 

Do.      . 

Do.   #      . 

Do. 

26-58 

25-1 

16-4 

Do.      . 

Glasgow,  B.  Best . 

Do. 

26-29 

39-6 

28-2 

Wales 

Ystalyfera  (puddled) 

Flat  strips. 

17-20. 

2-4 

2-0 

Bivet  Iron. 

Diameter. 

Yorkshire  . 

Lowmoor 

Round.       H" 

26-82 

62-2 

20-6 

Do.      . 

Bradley  &  Co.,  ffip  S.C. 

Do.           f 

25-32 

49-5 

22-5 

Lancashire 

Ulverstone,  Rivet  Best 

Do.           f 

24-00 

48-6 

21-6 

Staffordshire 

Thomeycroft  &  Co.,  TN! 

3          Do.         H" 

26-46 

40-4 

22-4 

Do. 

Lord  Ward,  L  fj?  W. 
R.O. 

Do.         H" 

26-69 

37-6 

18-6 

Scotland    . 

Gksgow,  Best  Rivet 

.    .      Do.           i" 

25-49 

40-7 

23-7 

1 

Iron  Plates. 

Thickness. 

1 

Yorkshire  . 

Lowmoor 

.      L.              A* 

28-21 

19-7 

13-2 

c.            A" 

22-55 

12-1 

9*3 

Do.      . 

Famley 

.       L.                 1" 

c.        r 

26-00 

17-8 

141 

20-63 

13-2 

7-6 

Do.      . 

Bowling 

.    L.        r 

23-32 

15-3 

11-6 

c.            r 

20-73 

6-9 

5-9 

Staffordshire 

Bradley  &  Co.,  fBP  ^.C. 

L.                 i' 

24-92 

17-2 

12-5 

C.                 i" 

22-52 

9-0 

6-6 

Do. 

Thomeycroft,  Best  Best 

■>       L.                W 

24-48 

12-5 

11-2 

c.           W 

20-35 

4-6 

4-6 

Do. 

Lloyds,  Foster,  &  Co.,  Bei 

it     L.     A' to  A' 

20-07 

8-7 

5-3 

C.           Do. 

19-92 

6-9 

4-6 

North  of  England 

Consett,  Best  Best 

.    L.         r 

22-88 

131 

8-9 

c.         r 

20-85 

10-2 

6-4 

Scotland    . 

Glasgow,  Best  Best 

L.     i"  to  r 

23-84 

10-6 

9-0 

C.            Do. 

18-65 

8-7 

2-6 

Angle  Iron. 

Yorkshire  . 

Famley^.     . 

Thickness  A* 

27-34 

41-4 

20-9 

Staffordshire 

Albion  V  Best 

Do.         i" 

25-07 

19-1 

14-0 

Do. 

Do.     Best 

Do.         8" 

23-28 

22-8 

14-1 

Do. 

Eagle  . 

Do.       W 

22-34 

15-8 

8-8 

Do.    Best  Best  , 

24-42 

23-4 

13-7 

Durham 

Consett 

Da       A" 

22-68 

11-7 

6-8 

Do.      . 

Do.     Best  Best . 

Do.         V 

23-90 

18-3 

12-6 

Scotland    . 

Glasgow,  Best  scrap 

Do.         8" 

25-04 

20-1 

150 

Do.     . 

Do.        Best  Best 

Do.          i'     2478 

11-0 

8-5 
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From  the  results  above  recorded,  it  will  be  seen  that  the  average  of  ordinary 
qualities  of  bar  iron  is  nearly  20  per  cent  stronger  than  that  of  the  same  qualities  of 
plate  iron,  and  its  elongation  under  a  given  stress  is  2^  times  as  great ;  also  that  plate 
iron  has  a  greater  strength  in  the  direction  of  the  fibre  or  grain  than  across  the  grain, 
the  difference  being  on  tiie  average  about  10  per  cent. 

The  Elastic  Iiiinit  of  a  few  different  classes  of  iron  is  shown  in  the  following  Table 
(see  also  p.  331) : — 


Debcbiption  of  Ibon. 

Elastic  limit  in 

tension,  tons 

per  square  inch. 

Breaking  ten- 
sile stress  per 
square  inch. 

Elongation  in 

10  inches  per 

cent. 

Bowling  iron  ^  with  grain    . 
„        „       across  grain  . 

Barrow  B.B.H.*          .... 

Cleveland'  |-inch  and  ^-inch  plates — 
With  grain     .        .        .         .         ) 
Across  grain  .        .        .        .         \ 

Belgian  joists  ' 

"Wrought  iron  from  crank  shaft  . 

12-6 
11-1 
14-6 

137 

5  16-9  to 
(16-4 
13-3 

20-9 
18-4 
25-4 

J  21-0 
j  18-2 

22-4  to  , 

20-9 

14-18 

19-8 

7-5 
22-3 
in  8  inches. 

7-6 

80 

•  ■  • 

in  8  inches. 
4-0 

The  Cnuhing  Strength  of  wrought  iron  varies  in  different  specimens  with  the 
hardness  of  the  iron. 

''Ordinary  wrought  iron  is  completely  crushed,  i,e,  bulged,  with  a  pressure  of  from 
16  to  20  tons  per  square  inch."  * 

The  best  soft  wrought  iron  begins  to  bulge  sensibly  with  about  12  tons  per  square  inch.'' 

The  Shearing  Strength  of  wrought  iron  has  been  proved  by  experiment  to  be 
equal  to  the  tensile  strength  of  the  material 

Effect  of  different  Prooesses  and  Giroiunstanoes  upon  the  Strength  of 
"Wrought  Iron. — It  has  already  been  stated  that  the  strength  and  elasticity  of  wix)ught 
iron  depend  not  only  upon  its  quality,  but  upon  the  treatment  to  which  it  has  been 
subjected  in  working,  and  upon  other  surrounding  circumstances. 

The  following  Table  shows  concisely  the  effect  produced  by  different  modes  of  working, 
by  changes  of  temperature,  etc. 

The  conclusions  given  are  founded  upon  a  large  number  of  experiments  by  Mr. 
Kirkaldy  and  others.  Those  by  Mr.  Kirkaldy  are  clearly  classified  in  Mr.  Kinnear 
Clarke's  Rules  and  TaJtlesfor  Mechanical  Engineers. 


Reducing  diameter  by  rolling,  forg- 
ing, or  hammering 
Turning  or  removing  skin 
Annealing 

Welding 

Stress  suddenly  applied  . 

Hardening  in  water  or  oil 
Cold  rolling — plates 

bars  .         •        .        . 

Galvanising 

Effect  of  frost  23'*  F. 

Effect  of  frost,  stress  suddenly  applied 


Tensile  Strength. 


Increased  . 

No  alteration     . 

Reduced    . 

I  Reduced  from  between 
4*1  and  43*8  per  cent 

Reduced  18 '5  per  cent 

Increased . 
Doubled    . 
Increased  50  per  cent 
No  difference. 
Reduced  2*3  per  cent 

Reduced  3*6  per  cent 


Ductility. 


Reduced. 
No  alteration. 
Increased. 

j- Reduced. 

{Reduced  in  nearly  all 
cases. 
Reduced. 
Destroyed. 
Reduced  60  per  cent 

•  •  • 

Reduced  8  per  cent. 
\  Reduced  between   0 
(    and  30  ]>er  cent. 


Effect  of  Temperature, — Sir  William  Fairbaim  found  that  the  strength  of  wrought 
iron  was  practically  the  same  at  all  temperatures  between  0*  and  400""  Fahr.^ 

^  Kennedy,  Iron,  11th  May  1883. 
^  InstUtUe  Mechanical  Engineers,  4th  August  1885. 
«  Architect,  18th  February  1882.  *  Stoney.  '  Downing, 

•  XJsefvX  Information  for  Engineers,  Series  ii. 
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Strength  and  Ductility  of  SteeL 

The  strength  and  ductility  of  steel  varies  greatly  in  different  descriptions.  It  depends 
not  only  npon  the  original  composition  of  the  metal,  bnt  also  npon  the  treatment  to 
which  it  has  been  subjected,  especially  the  rate  of  cooling.  The  following  Tables  give 
some  idea  of  the  variety  to  be  met  with  in  different  specimens. 

Averafl^e  Strength.. — ^The  great  differences  in  strength  caused  by  varieties  in  the 
amount  of  carbon  and  in  temper  make  it  useless  to  attempt  to  arrive  at  an  average 
strength  for  all  st^Is. 

The  following  may  be  taken  as  a  low  average  for  the  ultimate  strength  of  soft  cast- 
steel  which  has  not  been  hardened : — 

Tons  per  sqaaro  inch. 
Tension  .....  32 

Compression  .....  30 

Shearing         .....  24 

Mr.  Matheson  says — "  A  tensile  and  compressional  strength  equal  to  a  breaking  strain 
of  30  or  40  tons,  with  a  limit  of  elasticity  of  15  to  20  tons,  may  be  stated  as  the  quality 
of  the  plates  L  and  T  sections  which  are  now  made  for  constructional  purposes."  .  .  . 
"Steel  equal  to  a  tensile  strength  of  from  40  to  55  tons  is  made  for  special  purposes, 
such  as  chain -links  for  suspension  bridges."  .  .  .  ''With  steel  of  this  kind  it  is  most 
important  to  know  the  limit  of  elasticity."  ^ 

The  following  Tables,  selected  from  different  records  of  experiments,  show  the  great 
variation  that  there  is  in  the  strength  and  ductility  of  different  descriptions  of  steel : — 

Tensile  Strength,  Elastic  Limit,  and  Ductility  of  Cast-Steel. 


CJltimate  or 

breaking  tensile 

stress  per  sq. 

inch. 

Elastic  limit  in 
tension. 

Contraction  of 
area  per  cent. 

Elongation 
percent. 

C.  Bessemer  steel  (average 
of  different  qualities  for 
tyres,  axles,  and  rails) 

Tons. 

Tons. 

■ 

C.        Hammered 

33-9 

22-2 

46-9 

12-0 

C.        Rolled    . 

82  0 

19-0 

36-1 

180 

C.  Crucible   steel    (average 
of  different  qualities  for 
tyres,  axles,  and  rails) 

■ 

C.         Hammered 

38-2 

21-9 

22-8 

7-0 

Rolled  (for  axles)    . 

30-6 

18-7 

10-1 

10-6 

C.  Bessemer  steel,  tyres  and 
axles 

33-7 

C.  Crucible  cast-steel  from 
Swedish  bar-iron,  chisel 
temper 

52-8 

26-0  • 

•  ■  ■ 

6-3 

Cx  Crucible  cast-steel,  rolled 

34-43 

20-5 

•  ■  • 

2-0 

Ci        „        „      hammered 

37  05 

26-0 

« ■  • 

13-5 

Cx  Cast-steel,  piston  rods    . 

33-7 

26-75 

•  •  • 

0-9 

C.  Eqoerimenis  on  Steel  by  a  Committee  of  Civil  Engiiuers,  1868.  The  bars  experi- 
mented upon  were  turned  down  from  2-inch  square  bars  to  a  diameter  of  1-382  =  1^ 
square  inch. 

Ci  Further  experiments  of  the  same  Committee  results,  bound  up  with  the  report  just 
quoted. 

^  Works  in  Iron, 
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Tensile  Strenoth  and  Ductilitt  of  Steel  of  different  descriptions. 
Selected  from  Sir  W.  Fairbaim's  Experiments.^ 


Manulkctnrers  and  Desorlption  of  Steel. 

Breaking  tensile 

stress  per 

squ&re  inch 

of  section. 

Corresponding 

ultimate 

elongation. 

Contraction  or 

set  due  to 

compression 

under  lOO'T 

tons  per  square 

inch. 

Messrs.  J,  Brown  and  Company, 

Tons. 

Per  cent. 

Per  cent. 

Best  cast  steel  from  Russian  and  Swed- 
ish iron  for  turning  tools 

30-53 

-56 

25-3 

Do.     milder 

40-85 

1-50 

26-3 

English  tilted  steel  made  from  English 
and  foreign  pigs    .         .    '    . 

26-57 

7-6 

55-3 

Messrs.  C.  Cammdl  and  Company, 

Specimen  of  cast  steel,  termed  "  Dia- 
mond Steel "         .         .         .         . 

49-13 

1-77 

23-3 

Specimen  of  cast  steel  termed  "  Tool 
Steel'' 

48-69 

2-06 

26-3 

Specimen  of  cast  steel  termed  ''  Chisel 
Steel" 

53-75 

2-81 

31-3 

Specimen  of  cast  steel  termed  "  Double 
Shear  Steel"          .... 

48-16 

2-50 

30-3 

Messrs.  Naylor  and  Vtckers, 

Cast  steel  called  "  Axle  Steel "  . 

89-58 

6-25 

42-3 

Do.        do.     "Tyre  Steel". 

40-85 

4-75 

38-8 

Do.        do.      "  Vickers*  Cast  Steel, 

special '' 

59-87 

1-00 

15-3 

Do.        do.     "  Naylor  and  Vickers* 

Cast  Steel " 

52-70 

2-87 

18-3 

Messrs,  S,  Osborne  and  Company, 

Specimen  of  best  tool  cast  steel 

44-17 

1-66 

20-3 

Specimen  of  best  double  shear  steel     . 

89-25 

2-43 

32-3 

Extra  best  tool  cast  steel    . 

38-26 

0-87 

19-3 

Cast  steel  for  boiler  plates  . 

49-85 

10-62 

33-3 

H.  Bessemer  and  Company. 

Specimen  of  hard  Bessemer  steel 

46-02 

1-87 

22-3 

Do.     milder             do. 

89-86 

10-93 

44-3 

Do.    soft                  do. 

35-09 

9-81 

47-3 

Messrs,  T.  Turton  and  Sons. 

Specimen  of  double  shear  steel  . 

82-70 

0-87 

29-8 

^  Iron  Manufacture,  1869.    British  Association  Report,  1867. 
B.  C. — m  T 
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Tensilb  Strength  and  Ddctilitt  of  Steel  Plates  With  and  Agsdnst 

the  Oiain.    From  Mr.  Kirkaldy's  Experimental^ 

li.  signifies  lengthways  of  the  grain  ;  C.  across  the  grain. 


Names  of  Makers  or  Works. 

• 

Thickness. 

i 
1. 

•n 

Tearing 

weight  per 

square  inch 

of  original 

area. 

Ultimate 

elongation 

or  tensile 

set  after 

fracture. 

Contrac- 
tion of 
area  at 

fracture. 

Turton  and  Sons,  cast  steel 

Inch. 

i 

8 

L 
C 

Tons. 
42-09 
42*99 

Per  cent 
571 
9-64 

Percent. 

5-6 

18*4 

Moss  and  Gambles,  cast  steel    . 

Ato  A 

&    c 

33*74 

36-84 

19*82 
19-64 

28*2 
88*6 

Shortridge  and  Co.,       do. 

A 

\i 

42*98 
43*37 

8-61 
8.93 

15*6 
14*8 

Shortridge    and  Co.,    puddled 
steel 

i     * 

\l 

32-32 
32-84 

5-93 
8*21 

11*5 
57 

Mersey  Company,  puddled  steel 
(ship  plates), 

Ia*"^*;  ic 

45*29 
37*93 

2*79 
1*25 

6*4 
4*4 

Mersey  Company,  puddled  steel, 
"Hard"      .... 

i 

8 

1  Q* 

(L 
C 

45*80 
38-11 

4*86 
3*80 

4*5 
47 

Mersey    Company,  mild  steel 

'6- 

L 

34-39 
80-22 

6*16 
6*72 

12-6 
8-5 

Mersey  Company,    mild    steel 
(ship  plates) 

1* 

L 

31*93 

3*57 

7-5 

Tensile  Strength  and  Ductilitt  of  Steel  Bar&     Selected  from  Mr. 

Kirkaldy's  Experiments.^ 


Names  of  Makers  or  Works. 

Description. 

Average 

breaking 

weight  per 

square  inch 

of  original 

area. 

Ultimate 
elongation 
or  set  after 

ftacture. 

Contractiott 

of  area 
atfhtctnre. 

Turton*s  cast  steel  for  tools    . 

Forged 

Tons. 
69-0 

Per  cent.  • 
5-4 

Per  cent 
47 

Jowitt's  double  shear  steel 

Do. 

53-0 

13*5 

19-6 

Bessemer's  patent  steel  for  tools     . 

Do. 

49-7 

5-5 

22*8 

NayloTS,  Vickers,  and  Co.,  cast  steel 
for  rivets 

Rolled  . 

47-59 

87 

82-8 

Wilkinson's  blister  steel  bars  . 

Foiiged 

46*5 

9*7 

21*4 

Jowitt's  cast  steel  for  taps 

Do. 

45-1 

10-8 

28*8 

Krupp's  cast  steel  for  bolts    . 

Rolled . 

41*8 

16-3 

84-0 

Shortridge  and  Co.'s  homogeneous 
metal 

Do. 

40*5 

137 

86*6 

Jowitt's  spring  steel 

Foiiged 

32*3 

18*0 

24-0 

Mersey  Co.,  puddled  steel 

Do. 

31*91 

19-1 

86*3 

filochaim  puddled  steel 

Rolled  . 

81*32 

11-8 

.  19*4 

Do.            do.       .        .        . 

Forged 

29-13 

120 

19-0 

»  Kirkaldy's  BxperimenUs  on  Wrought  Iron  and  Steel,  Table  H.         •  Ihid,  Table  F. 
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Average  Tensile  Strength  and  Ductility  of  Steel  Plates  and  Bars 

made  by  some  noted  Manufacturers. ' 


Mannfactoren  and  Descriptions  of  Steel. 

Tensile  strength 

per  square  inch 

of  original 

section. 

Contraction  of 
area  fractured. 

Ultimate 

elongation 

per  cent. 

W,  Beardmore  and  Co.t  Parkhead 

Works,  Glasgow — 
Steel  bridge  plates  .... 
Steel  angles  and  bars 

Rivet  steel 

Bolton  Iron  and  Sled  Company — 
Steel  bridge  plates  .... 
Steel  angles,  tees,  bulb,  beams  for 

bridge  and  shipbuilding 
Rivet  steel 

29 
81 
27i 

29) 

29i 
27 

•  •  • 

•  •  ■ 

•  •  » 

40 

40 
50 

In  S.inches. 

23 

17i 

83 

20 

20 
80 

Landore  Steel.  —  Temile  Strength  and  Ductility,  —  The  mean  breaking  tensile 
stress  for  101  samples  of  plates  and  angle  irons,  as  given  by  Mr.  Riley,  was  28 '16  tons 
per  square  inch,  and  the  elongation  24 '25  per  cent. 

A  series  of  tests  by  Mr.  Kirkaldy*  gave  the  following  results  : —         » 


Grain  Lengthways. 

Grain  Crossways. 

Annealed. 

Unannealed. 

Annealed. 

Unannealed. 

Tons  per  sq. 
inch. 

Tons  per  sq. 
inch. 

Tons  per  sq. 
inch. 

Tons  per  sq. 
inch. 

Ultimate  tensile  stress 

28-8 

31-1 

28-8 

81-2 

Elastic  limit 

12-8 

14-6 

12-8 

14-4 

Contraction  of  area  at  fi^acture, 
per  cent 

43-2 

41*1 

44-9 

40-5 

Ultimate  elongation,  per  cent 

24-6 

23-4 

28-6 

23-5 

These  experiments  show  that  the  difference  in  the  strength  of  the  steel,  when  tested 
lengthwise  and  crosswise  of  the  grain  is  almost  imperceptible. 

Whitworth's  Compressed  Steel.^ 


Purposes  for  which  the  Steel  is  available. 

Tensile 

Strength 

In  tons  per 

sq.  Inch. 

Ductility  or 
percentage 

of 
Elongation. 

Axles,  boilers,   connecting  rods,  rivets,   railway  tyres,  gun 
furniture  and  barrels,  and  gun  carriages 

Cylinder  linings,    parts  of  large  machines,  and  hoops  and 
trunnions  for  ordinance 

Large,  planing  and  lathe  tools,  large  shears,  smiths'  punches 
and  dies  and  sets,  small  swages,  cold  chisels,  screw  tools, 
corn  mill  rollers,  armour-piercing  shells 

Boring  tools,  flniBhing  tools  for  planing  and  turning  . 

Alloyed  with  tungsten  for  particular  purposes 

40 
48 
58 

68 
72 

32 
24 
17 

10 
14 

^  Extracted  from  Tables  in  Button's  Practical  Engineer's  Handbook, 
^  Proceedings  Institute  of  Naval  Architects. 
'  Proceedings  Intitule  of  Mechanical  Engineers, 
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The  Blastio  Iiixnit  of  steel  plates  liaTiiig  a  tensile  strengtli  of  27  '3  tons  per  square 
inch  either  way  of  the  grain,  may  be  taken  at  16*6  tons.^  The  elastic  limit  of  other 
forms  of  steel  are  giren  at  pages  320,  381. 

Steel  "Wire  is  sometimes  made  for  special  purposes,  e.g.  for  pianos  and  for  wire  rope, 
with  a  tensile  strength  of  120  or  even  as  mnch  as  150  tons  per  square  inch,  and  with  an 
elongation  of  about  33  per  cent' 

The  Grushixig  Strength  of  steel  raries  greatly,  according  to  the  quality  of  the 
steel  and  the  hardness  to  which  it  has  been  tempered. 

Some  cylinders  of  cast  steel  (of  a  height  =  2}  diameters)  cut  from  the  same  bar'  were 
crushed  under  the  weights  given  below. 

Crushing  weif^ht  per 
inch  of  section. 

Not  hardened    .......         89  tons. 

Hardened — ^low  temper,  suitable  for  chipping  chisels     .  .       158    „ 

Hardened — ^high  temper,  suitable  for  tests  for  turning  hard  steel      166    „ 

In  the  experiments  of  the  Committee  of  Civil  Engineers  (see  p.  320),  steel  cylinders  of 
1  inch  area  and  1  diameter  in  height  bulged  but  did  not  crack  under  89  tons,  and 
cylinders  of  the  same  area,  but  with  height  of  4  diameters,  crushed  with  weights 
averaging  20  tons.  * 

It  must  be  remembered  that  the  steel  begins  to  fail  when  its  elastic  limit  is  passed. 
This  was  found  by  Mr.  Berkley  to  be  about  17  tons  for  Bessemer  steel.  In  the  experi- 
ments of  the  Committee  of  Civil  Engineers  it  ranged  between  27  and  15  tons,  the  average 
as  deduced  by  Mr.  Stoney  being  21  tons^  (see  also  p.  307). 

Shearing  Strength  of  SteeL — Mr.  Eirkaldy's  experiments  led  him  to  the  following 
conclusion  : — "  The  shearing  strain  of  steel  rivets  is  found  to  be  about  a  fourth  less  than 
the  tensile  strain."  ' 

The  steel  he  experimented  upon  broke  under  a  tensile  stress  of  38)  tons  per  square 
inch  of  area,  and  the  mean  strain  required  to  shear  the  rivets  was  28)  tons  per  square 
inch. 

"The  tests  on  torsion  and  transverse  strain,  tension  and  compression,  show  that  the 
relations  which  subsist  between  the  resistances  to  these  strains  in  steel  correspond  very 
nearly  with  those  found  by  previous  experiments  in  wrought  iron  ;  that  is  to  say,  a  bar 
of  steel  which  has  50  per  cent  more  tensile  strength  than  a  similar  bar  of  wrought  iron 
will  also  have  approximately  50  per  cent  more  strength  in  resisting  compression,  torsion, 
and  transverse  strain."  ' 

Effeot  of  dlfllerent  FrooesBes  and  drouniBtanoefl  upon  the  Strength  of  SteeL 
— Ilffeet  cf  Ttmpering, — After  a  series  of  experiments  Mr.  Eirkaldy  came  to  the  follow- 
ing conclusions  as  to  the  influence  upon  steel  caused  by  its  treatment  in  different  ways. 

'*  35th.  Steel  is  reduced  in  strength  by  being  hardened  in  water,  while  the  strength  is 
vastly  increased  by  being  hardened  in  oU. 

*'  86th.  The  higher  steel  is  heated  (without  of  course  running  the  risk  of  being  burned) 
the  greater  is  the  increase  of  strength  by  being  plunged  into  oil. 

'*  37th.  In  a  highly  converted  or  hard  steel  the  increase  in  strength  and  in  hardness  is 
greater  than  in  a  less  converted  or  soft  steeL 

"  S8th.  Heated  steel,  by  being  plunged  into  oil  instead  of  water,  is  not  only  consider- 
ably hardmed^  but  toughened  by  tiie  treatment." 

The  following  are  extracts  from  the  results  of  the  experiments  which  led  to  these  con- 
elusions : — 

^  Head,  IngtUvU  Mechanical  Engineera,  4th  August  1885. 

*  Percy,  Iron  and  Steel  InatUute.  '  By  Msjor  Wade,  U.S.  Army. 

*  Stoney  On  Strains,  *  Kirkaldy's  Ea^^mewts  injron  and  SteeL 

*  Report  hy  CommiUee  appointed  by  Board  of  Trade,  etc.  etc. 
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Cast  Steel  for  Chisels. 


Breaking 

weight  per 

sq.  inch,  in 

tons. 

Contraction 

of  area  per 

cent 

Elongation 
per  cent. 

Highly  heated,  and  cooled  in  oil          ... 

96 

3-5 

3-3 

Do.                do.        in  water    . 

40 

0-0 

0  0 

Do.                 do.              ,,       yellow  temper 

45 

0-0 

0  0 

Do.                do.              ,,       spring  . 

47 

0  0 

0-7 

Do.                do.              ,,       blue 

50 

0-0 

0-7 

Do.                do.        in  ashes,  slowly  . 

54 

12-9 

7  0 

Medium  heat,  and  cooled  in  oil  . 

82 

3-5 

2-7 

Do.                 do.       in  tallow 

79 

3-4 

2-7 

Do.                 do.       in  coal  tar 

75 

6-4 

6-0 

Do.                 do.       slowly 

53 

9-4 

7-7 

Low  heat,  and  cooled  in  oil 

73 

6-8 

5-0 

Do.             do.         in  tallow  . 

64 

6-6 

7-0 

Do.            do.        in  coal  tar 

63 

131 

8-7 

Do.             do.        slowly 

56 

16-5 

10-0 

Effed  of  Annealing  Sted  Platcs.-rHaxd  steel  plates  are  greatly  improved  in  ductility 
by  being  annealed.  With  soft  steel,  however,  the  increase  of  ductility  is  not  necessary, 
and  the  tensile  strength  is  lessened. 

Tfifluence  of  Carbon  upon  Strength  of  Steel. — ^The  following  Table  ^  contains  the  rela- 
tion between  the  specific  gravity  and  tensile  strength  of  Bessemer  steel  of  various  degrees 
of  carbonisation,  made  at  Sandriken,  in  Sweden : — 


Percentage  of 
Carbon. 

Specifle  Gravity. 

Tensile  Strength. 

Soft 

Hardened. 

Tons  per  sq.  inch. 

1-5 

7785          7-736 

34.39 

1-2 

7-832          7-771 

37-40 

0-9 

7-874 

7-808 

56-59 

0-6 

7-879 

7-807 

37-41 

0-4 

7-893 

7-839 

30-34 

The  absolute  strength  appears  to  be  greatest  when  the  steel  contains  from  1  to  1:(  i)er 
cent  of  carbon. 


^  From  Bauennaiin's  Metallurgy. 
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SAFE  OR  WORKING  STRESSES  FOR  CAST  IRON, 
WROUGHT  IRON,  AND  STEEL. 

The  limiting  or  working  stresses  that  can  be  safely  applied  in  practice  to 
cast  iron,  wrought  iron,  and  steel  respectively,  depend  not  only  npon  the 
quality  and  characteristics  of  the  material,  but  upon  the  nature  of  the  load 
which  causes  the  stresses,  and  in  many  cases  also  upon  the  form  of  the  member 
or  structure  under  stressi 

These  points,  and  many  others  which  bear  upon  the  question,  cannot  here 
be  entered  upon  without  anticipating  the  information  to  be  given  in  Part  IV., 
where  the  subject  will  be  more  fully  discussed. 

Factors  of  Safety. — It  will  be  sufficient  at  present  to  call  attention  to 
the  following  Table,  which  shows  the  "  factors  of  safety  **  ^  recommended  by 
eminent  engineers  for  application  in  various  cases  that  arise  in  practice. 


Autho- 
rity. 

Nature  of  Structure. 

Nature  of 
Load. 

Factor  of 
Safety. 

Cast  Iron. 

B. 

Girders           .... 

Dead. 

8-6 

S. 

Do 

Do. 

6 

8. 

Pillars 

Do. 

6 

S. 

Water  tanks  .... 

Do. 

4 

8. 

Craue  posts  or  machinery 

Live. 

8 

8. 

Pillars  subject  to  vibration 

Do. 

8 

8. 

Do.        do.     transverse  shock 
Wrought  Iron. 

Do. 

10 

8.  R. 

Girders          .... 

Dead. 

8 

8. 

Do 

Live. 

6 

B. 

Bridges          .... 

Mixed. 

4 
in  tension. 

U. 

Koofs 

Do. 

4 

8. 

Compression   bars    subject  to 
shocks 

Live. 

6 

8. 

Compression  bars  not  subject 
to  shocks 

Steel. 

Dead. 

4 

G. 

Bridges          .... 

Mixed. 

4 

B.  Board  of  Trade. 
U.  Unwta. 


8.  Stoney. 

C.  CommlsslonerB. 


*  See  page  449L 
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The  working  stresses  are  obtained  by  dividing  the  known  breaking  strength  of  the  par> 
tlcnlar  class  of  material  to  be  nsed,  by  the  factor  of  safety  applicable  to  the  stmctnra 
and  load  for  which  it  is  to  be  used. 

The  breaking  strength  is  found  by  experiment,  or  taken  from  tables  giving  the  results 
of  experiments  on  iron  or  steel  of  a  similar  class  (see  pp.  814  to  825). 

The  factor  of  safety  is  varied  according  to  judgment  and  experience,  or,  in  the  absence 
of  these,  may  be  taken  from  the  Table  above. 

It  is  necessary  here  to  state  that  the  working  stress  should  in  no  case  exceed  the 
elastic  limit  of  the  material.     The  reasons  for  this  are  given  at  p.  829. 

It  will  be  seen,  however,  that  the  elastic  limit  is  generally  about  \  of  the  idtimate 
strength,  whereas  the  working  stress  is  seldom  more  than  |  of  the  same,  so  that  if  the 
factors  of  safety  are  carefully  applied  there  is  no  danger  of  passing  the  elastic  limit  of 
any  ordinary  materiaL 

In  the  absence  of  experimental  knowledge  with  regard  to  the  particular  material 
about  to  be  used,  the  engineer  takes  care  to  calculate  for  a  low  working  stress,  so  that  he 
may  be  sure  not  to  overtax  the  strength  of  the  material. 

Working  Stresses. — The  following  working  stresses  may  be  used  in 
practice : — 

Cast  Iron. — ^For  girders,  etc.,  to  carry  a  dead  load — 

Compression  .  .  .8  tons  per  square  inch. 

Tension         ....         1^  ,, 

Shearing        ....         2  ,, 

An  allowance  of  30  per  cent  should  be  made  to  cover  defects,  such  as  air-holes,  etc,  in 
the  castings. 

Cast  iron  is  not  weU  adapted  for  structures  intended  to  carry  a  live  load,  but  if  used 
for  such,  the  working  stresses  would  be  reduced  in  the  proportion  shown  by  the  factors 
of  safety  for  the  different  cases  given  in  the  Table,  p.  326. 

"WROUGHT  Iron. — The  working  stresses  practically  applied  to  wrought  iron 
are  as  follows  : — 

BuiU-up  Plate-Iron  Oirders  and  nmilar  ttructv/res — 

^  Tension         ...         6  tons  per  square  incli. 
*  Compression  ...  4  „ 

'  Shearing  4  to  4^       „ 

Bearing  ...         5  „ 

These  working  stresses  are  in  practice  applied  to  girders  with  dead  loads,  and  also  to 
those  carrying  moderate  live  loads.  This,  of  course,  is  not  theoretically  correct  When 
the  load  is  all  dead  the  working  stresses  may  safely  be  higher — equid  to  i  the  break- 
ing stress  of  the  material ;  and  when  the  live  load  becomes  large  in  proportion  to  the 
weight  of  the  girder  (not  a  common  case  in  girders  connected  with  buildings),  the  work- 
ing stresses  must  be  reduced  by  a  method  wMch  will  be  explained  in  Part  IV. 

For  roUed  gvrders  the  stresses  may  be  taken  slightly  higher,  ije.  at  about  6 
tons  in  tension  and  5  tons  in  compression  or  shearing. 

Where  part  of  the  load  is  live  it  is  converted  into  an  equivalent  amount 
of  dead  load  as  described  at  page  468. 

When  hat  iron  is  used,  as  in  roofs  and  braced  girders,  the  working  stresses 
in  tension  may  be  considerably  higher,  because  bar  iron  is,  as  a  rule,  stronger 
than  plate  iron  (see  p.  317). 


^  In  calculating  the  area  of  the  sections  to  which  these  stresses  are  applied,  the  rivet 
holes  are  deducted  in  the  tension  flange,  but  are  not  generaUy  deducted  in  the  compression 
flange.    Some  engineers  deduct  them  in  both  flanges. 

s  The  shearing  stress  might  be  taken  as  high  as  the  tensile  stress,  but  that  the  former 
generally  acts  upon  a  group  of  rivets,  some  of  which  often  get  a  larger  share  of  the 
stress  than  the  others,  so  that  a  lower  limit  is  taken  in  order  to  be  on  the  safe  side. 
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Thus,  with  good  bar  iron  (such  as  Jk>  see  Table,  p.  318)  a  factor  of  safety 

o  C  27*7S 

of  4  for  a  dead  load  would  give  a  working  stress  of  -7-,  or  nearly  7  tons 
per  square  inch  of  section. 

However,  taking  into  consideration  the  sudden  shocks  caused  by  the  wind, 
a  working  stress  of  6  tons  is  high  enough  ;  and  where  the  iron  is  of  an 
unknown  quality,  it  is  better  to  allow  only  5  tons  per  square  incK 

Board  of  Trade  BuU. — Though  the  constraction  of  bridges  is  a  subject  entirely 
beyond  the  limits  of  any  part  of  these  Notes,  it  may  be  as  well  to  mention  here  the  Board 
of  Trade  rule  as  to  the  working  stress  for  bridges,  because  this  rule  has  governed  the  prac- 
tice with  regard  to  bridges,  and  has  to  a  great  extent  influenced  it  in  other  structures. 

"  In  a  wrought-iron  l^dge  the  greatest  load  which  can  be  brought  upon  it,  added  to 
the  weight  of  the  superstructure,  should  not  produce  a  greater  strain  on  any  part  of  the 
material  than  6  tons  per  square  inch." 

Practically  this  rule  is  modified  by  taking  the  working  stresses,  as  given  above,  all  of 
them  except  the  tensile  stress  being  lower  than  the  limits  laid  down  by  the  rule. 

Bearing  Strength. — The  resistance  of  wrought  iron  to  indentation  by  bolts 
or  rivets  varies,  of  course,  according  to  the  quality  of  the  iron. 

For  most  ordinary  work  the  safe  statical  pressure  per  square  inch  of  bear- 
ing surface  may  be  taken  at  5  tons,^  but  in  chain-riveted  joints  it  may  be 
taken  at  7  J  tons.* 

Mr.  Stoney  takes  it  at  1^  times  the  safe  tensile  stress,  or  7^  tons  for  all 
structures. 

Stbel. — ^The  factor  of  safety  applied  to  steel  structures  should  depend 
(caiteris  paribus)  on  the  nature  of  the  steel  and  its  temper. 

Thus  a  very  hard  steel,  with  high  tensile  strength  and  slight  ductility, 
should  be  worked  at  a  smaller  proportion  of  its  breaking  stress  than  a  mild 
and  soft  steel. 

Working  Tentile  Stress. — ^Mr.  Stoney  recommends  a  working  stress  of  8  tons 
per  square  inch  for  mild  steel  plates,  being  about  i  of  their  ultimate  tensile 
resistance  (see  Table  IlL  p.  322). 

Opinion  of  Committee  appointed  by  the  Board  of  Trade, — ^The  use  of  steel  in  railway 
bridges  and  other  structures  is  not  at  present  provided  for  by  the  Board  of  Trade  regu- 
lations, and  hence  the  working  stress  per  square  inch  to  which  it  may  be  submitted  is 
not  offidaUy  laid  down. 

This  has  prevented  the  extensive  use  of  steel  for  other  structures  in  this  country,  and 
consequently  no  conclusions  can  be  drawn  from  actual  practice. 

A  committee  have,  however,  recently  reported  to  the  Board  of  Trade  on  this  subject 

The  composition'  of  this  committee  renders  their  opinion  of  the  greatest  vidue  to 
engineers  generally. 

They  base  their  recommendations  on  an  analysis  of  the  experiments  on  steel  made  by 
a  committee  of  civil  engineers  in  1868-70  (see  p.  320). 

The  following  extracts  from  their  report  will  (pre  the  conclusions  at  which  they 

arrive : — 

"  As  regards  the  ordinary  steel  of  commerce,  there  api)earB  to  be  no  difficulty  in  obtain- 
ing the  usual  amount  of  tensile  strength,  varying  from  29  to  85  tons  per  inch.  A  point 
requiring  equal  attention  is  the  toughness  or  malleability/'  .    .    . 

"  We  assume  that  with  steel,  as  with  iron,  the  engineer  will  take  care  that,  as  well  as 
the  required  strength,  he  secures  a  proper  amount  of  ductility.     .     .     . 

"  The  steel  employed  should  be  cast  steel,  or  steel  made  by  some  process  of  fusion, 


^  Latham  On  Wrought  Iron  Bridges, 

•  Unwinds  Wrought  Iron  Bridges  and  Roofs, 

•  Sir  John  Hawkshaw,  C.E.,  f.r.8.  j   Colonel  W.  YoUand,  R.B.,  p.k.8.  ;  W.  H. 
Barlow,  Esq.,  O.E.,  f.ils. 
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subsequently  rolled  or  hammeTed,  and  that  it  should  be  of  a  quality  possessing  consider- 
able toughness  and  ductility."  .    .    . 

"  The  greatest  load  which  can  be  brought  upon  the  bridge  or  structure,  added  to  the 
weight  of  the  superstructure,  should  not  produce  a  greater  strain  in  any  part  than  6) 
tons  per  square  inch.*' 

From  other  parts  of  their  report  it  appears  that  they  consider  that  the  working  stress 
upon  steel  should  bear  the  same  proportion  to  its  ultimate  strength  that  the  working 
stress  upon  iron  does  to  its  ultimate  strength. 

Thus,  taking  the  ultimate  strength  of  iron  at  20  tons  per  inch,  and  the  working  stress 
allowed  by  the  Board  of  Trade  for  bridges  at  V  ^  ^  \jaD&^  they  infer  that  the  ultimata 
strength  of  steel  may  very  safely  be  taken  at  26  tons  per  inch,  and  the  working  stress 
applied  to  it  at  y  =  6^  tons. 

Working  Stress  in  Com^esnon. — ^With  regard  to  the  working  stress  in  com- 
pression Mr.  Stoney  says  : — 

"The  crushing  strength  of  steel  is  so  high  that  12  or  even  15  tons  per 
square  inch  is  perhaps  a  safe  compressive  strain.  When  the  material  is  not 
permitted  to  deflect,  but  when  in  the  form  of  a  solid  pillar,  the  strength  of 
mild  steel  seems  to  be  only  1^  times  that  of  wrought  iron. 

"  Experiments  are,  however,  still  wanted  to  determine  this,  and  until  such 
are  made  it  will  scarcely  be  safe  to  adopt  for  steel  piQars  a  higher  load  than 
50  per  cent  above  that  which  a  similar  section  of  wrought  iron  would  safely 
carry."  1 

Bearing  and  Shearing  Stress. — In  default  of  experiments,  the  working  stress 
for  bearing  and  shearing  may  be  taken  at  the  same  proportion  with  regard  to 
the  ultimate  stress  as  in  the  case  of  iron. 

Iiimit  of  Elastioity. — In  investigating  the  properties  of  a  specimen 
of  iron  or  steel  a  very  important  point  to  be  ascertained  is  its  limit  of 
elasticity. 

The  meaning  of  this  term  has  been  defined  in  several  different  ways. 

Mr.  Stoney's  definition  is  the  one  perhaps  best  suited  to  the  engineer.  He 
says — "  The  limit  of  elasticity  may  be  defined  to  be  the  greatest  strain  that 
does  not  produce  a  permanent  set" 

A  short  explanation  will  perhaps  make  the  meaning  of  the  term  more  clear 
than  the  definition  alone  would  do. 

If  a  small  weight  be  suspended  from  a  bar  so  as  to  cause  a  tensile  stress  in  the  direc- 
tion of  its  length,  the  bar  will  at  once  b^gin  to  elongate. 

It  will  stretch  a  certain  proportion  of  its  own  length.  This  projMrtion  will  vary 
according  to  the  description  and  quality  of  the  material,  and  to  the  amount  of  weight 
applied. 

If  a  weight  of  1  ton  be  hung  fh)m  the  end  of  a  wrought  iron  bar  of  average  quality, 
having  a  sectional  area  of  1  square  inch,  the  bar  will  stretch  about  75^-^9  P^urt  of  its 
original  length. 

&  the  w^ht  be  removed,  the  bar  will  soon  recover  itself— that  is,  it  will  return  to  its 
original  length.'  If  measured  by  any  ordinary  means  of  measurement,  it  will  be  found 
to  be  of  the  same  length  that  it  wss  before  the  weight  was  imposed  upon  it 

This  recovery  of  the  bar  occurs,  however,  only  up  to  a  certain  point.  If  the  load  be 
increased  until  it  amounts  to  a  considerable  proportion  of  the  breaking  weight,  the  result 
produced  is  very  different. 

For  example,  if,  instead  of  1  ton,  a  weight  of  12  tons  be  applied  to  the  bar  just  men- 

^  Stoney  On  Strains.  '  See  page  817. 
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tioned,  the  iron  will  stretch  about  y^  o^  it«  length.  Upon  ramoval  of  the  weight,  how- 
eyer,  it  will  not  entirely  rscovez  itself,  but  will  bo  found,  upon  measurement,  to  be  a  little 
longer  than  it  originally  was. 

This  slight  increase  upon  the  original  lengtli  of  the  bar  is  called  \ii»  permanent  9eL 
The  greatest  stress  that  can  be  applied  to  the  bar  without  causing  an  appreciable  per- 
manent set  is  called  the  limit  of  elasticity ^  or  the  elaatic  limiL 

It  is  evident  then,  that  there  is  a  very  important  line  to  be  drawn.    On  one  side  of  it 
are  weights,  the  application  of  which  will  produce  no  appreciable  permanent  set ;  on  the 
other  side  are  the  weights  which  produce  an  appreciable  permanent  set. 
This  line  of  demarcation  is  called  the  Limit  of  Elasticity y  or  the  Elastic  LimiL 
It  is,  as  before  said,  a  certain  proportion  of  the  breaking  load  for  the  material,  and  its 
▼alue  is  generally  stated  in  lbs.  or  tons  per  square  inch. 

The  proportion  which  the  limit  of  elasticity  bears  to  the  breaking  load  Tariea  Tery  con- 
siderably in  cast  iron,  wrought  iron,  and  steel,  and  even  in  diiferent  specimens  of  the  same 


The  above  remarks  have  been  made  with  regard  to  a  tensile  stress,  but  the  same  thing 
occurs  with  a  bar  under  compression.  Weights  placed  upon  the  end  of  the  bar  produce 
no  permanent  contraction  or  se<  up  to  a  certain  point.  Weights  greater  than  this  per- 
manently shorten  the  bar.  This  point  is  called,  as  before,  the  elastic  limit,  or  limit  of 
elasticity. 

The  exact  point  at  which  the  permanent  set  commences  varies  according  to  the  quality 
and  characteristics  of  the  materiaL  A  hard  brittle  iron  has  a  high  limit  of  elasticity,  it 
will  not  stretch  much  before  breaking ;  on  the  other  hand,  a  soft  ductile  iron  soon  takes 
a  slight  permanent  set,  but  stretches  considerably  before  breaking.  Practically,  for  ordi- 
nary good  wrought  iron,  the  limit  of  elasticity  may  generally  be  taken  at  about  }  the 
breaking  stress. 

So  long  as  ductUity  is  not  sacrificed  it  is  important  to  have  material  with  a  high  limit 
of  elasticity  for  nearly  all  structures,  but  especially  for  those  which  are  subjected  to  loads 
constantly  repeated,  as  in  the  case  of  railway  bridges.  The  reasons  for  this  are  given 
below. 

Fatigue  of  Iron, — Many  careful  experiments  made  by  Sir  W.  Fairbaim  and  others 
have  led  to  the  conclusion  that  a  load  may  be  applied  to  a  wrought  iron  bar,  removed 
and  reimposed  thousands  of  times  without  the  slightest  ii^ury  to  tiie  bar,  so  long  as  the 
stress  per  square  inch  does  not  exceed  the  elastic  limit  of  the  materiaL 

Directly  this  limit  is  exceeded,  the  first  application  of  the  load  produces  a  permanent 
set ;  each  repeated  application  increases  that  set,  until  at  last  rupture  takes  place. 

The  failure  of  iron  under  repeated  loads  or  blows  of  this  kind  is  known  as  the  fatigue 
of  iron. 

It  will  be  useful  to  notice  one  or  two  other  points  connected  with  the  elastic  limit. 
In  wrought  iron,  steel,  and  indeed  in  most  other  building  materials,  the  temporary 
elongations  produced  before  the  limit  of  elasticity  is  reached  are  proportional  to  the  loads 
which  produce  those  elongations. 

Thus,  in  the  bar  above  referred  to,  if  a  load  of  1  ton  produce  an  elongation  of  17^9 
in  the  length,  2  tons  will  produce  tvItti  ^  ^i^  Trlnr*  <^cL  so  on,  until  12  tons  pro- 
duce an  elongation  of  TMnr=TV)97  ^^^  length. 

At  this  point,  however,  the  permanent  set  occurs,  and  beyond  it  the  elongations  are 
not  in  proportion  to  the  load,  but  increase  more  rapidly  than  the  loads  increase.  Thus 
18  tons  will  produce  more  than  tMt  elongation,  and  so  on. 

In  cast  iron,  however,  the  temporary  elongations  caused,  even  by  small  loads,  are  from 
the  first  irregular,  not  in  proportion  to  those  loads,  and  an  appreciable  set  is  noticed  at  a 
very  early  stage. 

Fcdse  Permanent  Set — In  some  cases,  after  imposing  upon  a  bar  a  load  far  within  the 
elastic  limit,  a  permanent  set  seems  at  first  to  have  been  caused,  but  upon  leaving  the 
bar  unloaded  for  a  short  time  this  set  disappears,  and  the  bar  slowly  returns  to  its 
original  length. 

Set  catted  by  Continued  Load. — It  has  been  found  that  a  load  within  the  elastic  limit, 
which  will  not  cause  a  permanent  set  if  imposed  and  quickly  taken  off,  will  nevertheleia 
cause  a  set  if  it  be  allowed  to  remain  for  a  considerable  time. 

To  put  it  in  another  way,  the  elastic  limit  is  lower  for  a  continued  stress  than  for  a 
temporary  one. 

Elastic  Limit  raised  by  dij^erent  Processes. — It  has  been  shown  that  the  processes  of 
hammering,  rolling,  and  drawing  iron  or  steel,  when  cold,  into  bars  or  wire,  increase  the 
tenacity  and  the  elasticity  of  the  materiaL 
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Elastic  Limit  raised  by  stretching. — Again,  it  has  been  shown  that  when  a  bar  of  iron 
has  been  subjected  to  a  load  less  than  the  elastic  limit,  and  continued  for  several  hours, 
so  that  a  permanent  set  ensues,  the  elastic  limit  of  the  bar  thus  altered  is  considerably 
raised.  For  example,  General  Uchatius  tested  a  bar  of  soft  steel,  and  found  the  follow- 
ing results : — ^ 


Limiting  Stress. 
Tons  per  square  inch. 

Ultimate 
Elongation 
per  cent 

Absolute. 

Elastic. 

Bar  of  solt  steel     ... 

Same  loaded  for  24  hours  so  as  to  elongate  8*3  per 
cent       ...... 

Same  oil-hardened ..... 

24-38 

24-38 
48-13 

18-81 

17-77 
17-77 

25-3 

21-5 
10-6 

Other  D^fwitions  qf  the  Limit  of  Elasticity. — It  should  here  be  mentioned  that  Mr. 
Eaton  Hodgkinson's  experiments  led  him  to  the  conclusion  that  the  very  smallest  load 
produces  a  permanent  set.  His  concliuions  have  been  questioned  by  more  recent  inves- 
tigators, but  even  supposing  they  are  correct,  they  do  not  affect  the  engineer.  The 
permanent  sets,  if  any,  produced  by  loads  less  than  the  limit  of  elasticity  are  so  small 
that  they  cannot  be  measured  by  an  ordinary  instrument — ^in  fact,  they  are  inappreciable. 

When  such  loads  are  constantly  repeated,  though  they  may  produce  an  inappreciable 
set  as  regards  the  original  length  of  the  bar,  yet  it  is  not  an  increasing  set,  does  not  lead 
to  rupture,  and  may  therefore  practically  be  ignored. 

When,  however,  the  load  is  greater  than  the  limit  of  elasticity,  an  increasing  set  takes 
place  upon  each  application,  which  eventually  leads  to  rupture. 

Xilastio  Iiimit  of  Cast  Iron,  Wrooglxt  Iron,  and  Steel. — Cast  Iron  is 
very  imperfectly  elastic,  that  is,  even  a  very  small  load  will  prodnce  in  it  an 
appreciable  permanent  set.  There  is  no  clearly-defined  elastic  limit  The 
permanent  sets  are,  however,  very  small  at  first,  and  may  be  practically 
ignored  nntil  the  load  applied  is  about  ^  of  that  required  to  produce  rupture.' 
The  sets  then  become  partially  appreciable. 

Wrought  Iron, — The  elastic  limits  for  different  descriptions  of  wrought  iron 
vary  according  to  the  nature  of  the  iron. 

As  an  average,  however,  it  may  be  said  that  the  elastic  limit,  both  in  com- 
pression and  tension,  is  as  follows : — 

Bars         .  .  .  -5  of  ultimate  strength. 

Plates      .  .  .  '6  „  „ 

being  about  13  tons  per  square  inch  for  "Best  Yorkshire''  iron,  and  about 
11^  tons  for  Staffordshire  crown  iron^  (see  p.  319). 

Steel, — The  elastic  limit  of  different  kinds  of  steel  varies  considerably, 
according  to  the  nature  of  the  material  and  the  degree  of  temper  to  which  it 
has  been  subjected. 

It  ranges  from  about  12f  tons  in  annealed  Landore  mUd  steel  plates  (see 
p. '323)  to  26f  tons  in  very  hard  cast  steel  (see  p.  320),  the  proportion  of 
the  elastic  limit  to  the  ultimate  strength  varying  from  *45  to  *8. 

Iiive  sjid  Moving  Iioads. — To  consider  the  effect  of  moving  and  live 
loads  npon  the  strength  of  iron  and  steel  would  open  np  an  interesting 
subject,  which,  however,  is  outside  the  scope  of  these  Notes. 

^  Proceedings  Institute  oj  Citnl  Engineers,  vol.  xliz. 
*  Pole.  '  From  Experiments  of  Committee  of  OivU  Engineers. 
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Live  Loads, — Such  loads  are  seldom  met  with  in  buildings,  except  perhaps 
in  the  effect  of  wind  upon  roofs  ;  but  they  are  of  frequent  occurrence  in  rail- 
way bridges  and  other  engineering  structures. 

With  regard  to  the  effect  of  live  loads,  it  wHl  be  sufficient  to  say  that  such 
loads  have  a  greater  effect  than  if  they  were  gradually  applied  as  dead  loads. 

In  practice,  the  effect  of  a  live  load  is  generally  taken  as  equal  to  twice 
that  of  the  same  load  considered  as  dead. 

Live  and  moving  loads  frequently  produce  stresses  (ujwn  any  member  of  a  stmctnre) 
which  vary  considerably  in  intensity  from  time  to  time — e.g.  a  bar  in  a  bridge  may  be 
subject  to  a  stress  of  3  tons  per  inch  of  section  when  a  light  train  is  passing,  and  5  tons 
per  inch  when  a  heavy  train  ia  passing. 

Again,  moving  loads  sometimes  cause  the  stresses  upon  a  particular  bar  to  differ  in 
kind.  Thus,  trains  passing  over  a  bridge  may  cause  a  bar  to  be  in  compression  and 
tension  alternately. 

It  has  been  shown  by  Wohler  that  in  either  case  the  intensity  of  stress  that  the  bar 
can  bear  is  much  lower  than  what  it  can  bear  when  the  stress  is  of  the  same  kind  (either 
tension  or  compression)  throughout,  and  also  of  the  same  intensity. 

To  put  it  in  another  way,  the  stresses  produced  are  much  more  trying  to  the  bar  than 
a  stress  which  is  unvarjring  in  kind  (being  either  compression  constantly  or  tension  con- 
stantly), and  which  ia  also  unvarying  in  amount. 

Repeated  Loads. — It  has  already  been  pointed  out  that  repeated  loads  do 
not  tend  to  cause  rupture  so  long  as  they  are  kept  below  the  limit  of  elasti- 
city of  the  material 

Vibration. — ^The  effect  of  such  loads,  or  of  vibration,  has  been  commonly 
supposed  to  be  dangerous,  and  eventually  to  cause  fracture  by  changing  the 
internal  structure  of  the  iron  from  a  fibrous  to  a  crystalline  structure.  There 
is  still  considerable  difference  of  opinion  on  the  subject. 

Dr.  Percy,  who  has  carefully  considered  the  cases  bearing  upon  this  question,  says  : — 

"The  question  will  naturally  suggest  itself  whether  gentle  vibration — the  result  of 
very  frequently  repeated  light  blows,  or  of  vibration  without  impact,  caused  by  jarring 
grinding  action — as  in  an  azle  working  in  badly  lubricated  bearings,  or  of  straining  and 
torsion  in  shafts,  etc.,  very  much  less  intense  than  would  be  produced  by  heavy  ham- 
mering— ^would  tend  to  incline  permanent  disaggregation  of  the  crystals  of  iron,  and  con- 
sequent tenderness.     .     .     . 

*'  Opinions  are  divided  upon  it,  and  I  am  not  acquainted  with  any  precise  experimental 
data  to  justify  any  very  positive  conclusion  on  the  subject     .     .     . 

**  Another  point  remains  to  be  considered,  namely,  whether  vibration,  caused  by  impact 
or  otherwise,  may  induce  a  cr3r8talline  arrangement  which  did  not.  previously  exist,  or 
was  only  imperfectly  developed.  I  have  not  met  with  any  evidence  to  justify  an  answer 
in  the  affirmative."^ 

iEjztreme  Cold. — The  effect  of  extreme  cold  upon  the  strength  of  iron  and 
steel  is  another  open  question. 

It  has  already  been  pointed  out  (see  p.  270)  that  in  some  castings,  the 
bulkier  parts,  being  the  last  to  cool,  are  left  in  a  state  of  tension. 

Now,  if  such  castings  are  exposed  to  cold,  the  parts  already  in  a  state  of 
tension  may  endeavour  to  contract  still  farther,  and  rupture  may  ensue. 

With  regard  to  the  effect  of  cold  upon  wrought  iron  and  steel  many 
experiments  have  been  made,  but  they  afford  up  to  the  present  time  very 
conflicting  data. 

The  discrepancies  between  the  results  obtained  seem  to  have  been  caused  in 
some  measure  by  differences  in  the  composition  of  the  materials  experimented 
upon,  the  presence  of  phosphorus  especially  having  a  marked  influence. 

*  Percy's  Metallurgy. 
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Iron  tyres,  chairs,  and  other  parts  of  a  railway  which  are  made  of  iron  or 
steel,  break  more  frequently  during  frosty  weather  than  at  other  times.  This, 
however,  has  been  accounted  for  by  pointing  out  that  the  hardness  and  rigidity 
of  the  ground  during  such  weather  causes  the  shocks  to  have  much  greater 
effect  upon  the  permanent  way. 

As  a  rule  practical  men  incline  to  the  opinion  that  frost  and  extreme 
cold  have  a  weakening  eifect  upon  iron  and  steel,  and  render  them  specially 
liable  to  be  broken  by  a  sudden  shock  or  concussion. 

Thus  it  is  the  custom  to  pass  the  chains  used  for  lifting  heavy  weights 
through  the  fire  on  frosty  days  ;  and  there  is  no  doubt  that  while  the  question 
is  unsettled  it  is  safe  to  take  some  precaution  of  this  kind 

Forging. — Forging  metal  consists  in  raising  it  to  a  high  temperature 
and  hammering  it  into  any  form  that  may  be  required. 

It  is  not  proposed  to  describe  the  process,  but  merely  to  mention  one  or 
two  points,  the  neglect  of  which  will  seriously  impair  the  strength  of  the 
material 

FoBOiMO  Iron. — Good  wrought  iron  may  be  seriously  iigured  by  want  of  care  or  skill 
in  foiging  it  to  different  shapes. 

Repeated  heating  and  reworking  increases  the  strength  of  the  iron  np  to  a  certain  point ; 
but  overheating  may  ruin  it  (see  below) ;  the  iron  should  therefore  be  brought  to  the 
required  shape  as  quickly  as  possible. 

The  form  giveii  toforgiTigs  is  also  important ;  there  should  be  no  sudden  change  in  the 
dimensions — angles  should  be  avoided — ^the  larger  and  thicker  parts  of  a  forging  should 
gradually  merge  by  curves  into  the  smaller  parts.  Experiments  have  shown  that  the 
"  continuity  of  the  fibres  near  the  surface  should  be  as  little  interrupted  as  possible ;  in 
other  words,  that  the  fibres  near  the  surface  should  lie  in  layers  parallel  to  the  surface." ' 

Overheating. — If  wrought  iron  be  "  burnt,"  i.e.  raised  to  too  high  a  temperature,  its 
tensile  strength  and  ductility  are  both  seriously  reduced.  These  qualities  may,  however, 
be  to  a  great  extent  restored  by  carefully  reheating  and  rerolling  the  iron. 

This  is  well  illustrated  by  the  experiments  made  upon  a  specimen  of  bolt  iron  now 
before  the  writer — of  which  the  results  are  shown  below  in  a  tabular  form. 


Tensile 
strength  per 
square  inch. 

Elongation. 

Remarks. 

Tona. 

Per  cent. 

Original     specimen      as 
tested,  H  inch  diameter 

26-5 

680 

Fine  fibrous  frac- 

Overheated and  fractured 

ture. 

by  slow  tension    . 

Reheated,  rolled  down  to 
\   inch    diameter,   and 

14-0 

20-0 

Burnt  leaden-look- 
ing fracture. 

fractured  by  slow  ten- 
sion    .... 

26-8 

180 

Fine  grey  fibre. 

FORGINO  Steel  requires  still  more  care  in  order  to  avoid  overheating. 
Each  variety  of  steel  differs  as  to  the  heat  to  which  it  can  safely  be  raised. 
SheaT  Steel  will  8t%nd  a  white  heat. 
Blister  Steel  will  stand  a  moderate  heat. 
Ciui  Steel  will  stand  a  bright  red  heat. 

Welding  is  the  process  by  which  two  pieces  of  metal  are  joined  together 
with  the  aid  of  heat. 


*  Rankine,  Oiml  Engineering. 
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There  are  several  different  foims  of  weld. 

It  is  not  proposed  here  to  describe  the  shape  of  the  joints  or  the  process  by 
which  it  is  made,  but  merely  to  give  an  indication  of  the  principles  npoD 
which  the  welding  of  metals  depends.  These  are  laid  down  in  Dr.  Percy's 
valuable  work  on  MetaUurffy^  from  which  the  information  here  given  is  ex- 
tracted 

It  will  be  sufficient  to  say  that  in  welding  generally  the  surfaces  of  the 
pieces  to  be  joined  having  been  shaped  as  required  for  the  particular  form  of 
weld,  are  raised  to  a  high  temperature,  and  covered  with  a  flux  to  prevent 
oxidation.  They  are  then  brought  into  intimate  contact  and  well  hammered, 
by  which  they  are  reduced  to  their  original  dimensions,  the  scale  and  flux 
are  driven  out,  and  the  strength  of  the  iron  improved. 

Weldino  Wrouoht  Iron. — ^The  property  of  welding  possessed  by  wrought  iron  is  dne 
to  its  oontinolng  soft  and  more  or  less  pasty  through  a  considerable  range  of  temijerature 
below  its  melting  point 

When  at  a  white  heat  it  is  so  pasty  that  if  two  pieces  at  this  temperature  be  firmly 
pressed  together  and  freed  from  oxide  or  other  impurity  they  unite  intimately  and  firmly. 

The  flux  used  to  remove  the  oxide  is  generally  sand,  sometimes  salt 

Welding  Steel. — "The  facility  with  which  steel  may  be  welded  to  steel  diminishes  as 
the  metal  approximates  to  cast  iron  with  respect  to  the  proportion  of  carbon ;  or,  what 
amounts  to  the  same  thing,  it  increases  as  the  metal  approximates  to  wrought  iron  with 
respect  to  absence  of  carbon. 

"  Hence  in  welding  together  two  pieces  of  steel — oosUrU  paribus — ^the  more  nearly 
their  melting  points  coincide — and  these  are  determined  by  the  amount  of  carbon  they 
contain — the  less  should  be  the  difficulty." 

Puddled  steel  welds  very  indifiierently,  and  so  does  cast  steel  containing  a  large  per> 
oentage  of  carbon.  The  mild  cast  steels,  also  shear  and  blister  steel,  can  be  welded  with 
ease. 

In  forging  and  welding  and  tempering  steel  tools,  more  than  the  requisite  heat  is 
detrimental,  as  it  opens  the  grain  of  the  steel  and  mf^es  it  coarse.  The  heat  should  be 
applied  regularly,  irregular  heat  causes  ITacture  and  irregular  grain. 

In  welding  cast  steel  borax  or  sal-ammoniac,  or  mixtures  of  them,  are  used  as  fluxes.^ 

Weldinq  Steel  to  Wbouqht  Iron. — If  the  melting  points  of  two  metals  "sensibly 
differ,  then  the  welding  point  of  the  one  may  be  near  the  melting  point  of  the  other,  and 
the  difference  in  the  degree  of  plasticity,  so  to  speak,  between  the  two  pieces  may  be  so 
considerable  that  when  they  are  brought  under  the  hammer  at  the  welding  point  of  the 
least  fusible,  the  blow  will  produce  a  greater  effect  upon  the  latter,  and  produce  an 
inequality  of  fibre." 

"  This  constitutes  the  difficulty  in  welding  steel  to  wrought  iron. 

"  A  difference  in  the  rate  of  expansion  of  the  two  pieces  to  be  welded  produces  unequal 
contraction,  which  is  a  manifest  disadvantage."  ' 

Hard  cast  steel  and  wrought  iron  differ  so  much  in  their  melting  points  that  they 
can  hardly  be  welded  together. 

Blister  and  shear  steel,  or  any  of  the  milder  steels,  can,  however,  be  welded  to  wrought 
iron  with  ease,  care  being  taken  to  raise  the  iron  to  a  higher  temperature  than  the  steel, 
as  the  welding  point  of  the  latter  is  lower  in  consequence  of  its  greater  fusibility. 

Welding  other  Metals. — It  is  not  certain  that  other  metals  do  not  become  pasty 
before  fiision,  but  the  range  of  temperature  through  which  it  occurs  is  so  small  that  it 
would  be  scarcely  possible  to  hit  upon  it  with  any  certainty  in  practice. 


^16  parts  borax,  1  part  sal-ammoniac,  boiled  over  a  slow  ifire,  and  when  cold 
ground  to  powder,  may  be  used. 
'  Percy's  Metallurgy. 
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CORROSION  AND  PRESERVATION  OF  CAST  IRON 
WROUGHT  IRON,  AND  STEEL. 

Corrosion. — The  different  varieties  of  iron  and  steel  will  not  oxidise  in  dry 
air,  or  when  wholly  immersed  in  fresh  watet  free  from  air,  but  they  all  rust 
when  exposed  to  the  action. of  water  or  moisture  and  air  alternately. 

"  Very  thin  iron  oxidises  more  rapidly  than  thick  iron,  owing  to  the  scales 
of  nist  on  the  former  being  thrown  off  as  soon  as  formed  in  consequence  of 
the  expansion  and  contraction  from  alterations  of  temperature. 

"  Iron  plates  are  more  durable  when  united  in  masses  than  when  isolated. 
The  oxidation  of  iron  is  to  a  great  extent  arrested  by  vibration.^ 

''The  comparative  liability  to  oxidation  of  iron  and  steel  in  moist  air, 
according  to  Mr.  Mallet,  is — * 

Cast  irtJn  .....  100 

Wrought' iron  .129 

Steel         ......  133.-' 

Oast  Iron  does  not  rust  rapidly  in  air.  When  immersed  in  salt  water,  however,  it 
is  gradually  softened,  made  porous,  and  converted  into  a  sort  of  plumbago,* 

Mr.  Mallet  found  that  the  rate  of  corrosion  decreased  with  the  thickness  of  the  casting, 
being  from  -^  to  1^  inch  during  a  century  in  depth  for  castings  1  inch  thick.  Mr.  D. 
Stevenson  found  the  decay  to  be  more  rapid  than  this. 

Wrought  Iron  oxidises  in  moist  air  more  rapidly  than  cast  iron. 

The  evidence  as  to  its  rate  of  corrosion  in  salt  water  is  rather  contradictory. 

Mr.  Rennie  found  that  it  corroded  less  quickly  than  cast  iron,  but  Mr.  Mallet's  experi- 
ments showed  that  it  corroded  more  quickly. 

Steel  rusts  very  rapidly  in  moist  air,  more  quickly  but  more  uniformly  than  wrought 
iron,  and  far  more  quickly  than  cast  iron.  Low  shear  steel  corrodes  more  quickly  than 
hard  cast  steel  ^ 

Becent  experiments  show  that  steel  immersed  in  salt  water  is  at  first  corroded  more 
quickly  than  wrought  iron,  but  that  its  subsequent  corrosion  is  slower,  and  the  total 
corrosion  after  a  long  period  of  immersion  is  less  than  that  of  wrought  iron. 

Preservation. — Oalvaninng  consists  in  covering  the  iron  with  a  thin  coat- 
ing of  zinc 

The  iron  is  cleaned  by  being  steeped  for  some  eight  hours  in  water  con- 
taining about  1  per  cent  of  sulphuric  acid,  then  scoured  with  sand,  washed, 
and  placed  in  clean  water. 

After  this  the  iron  is  heated,  immersed  in  chloride  of  zinc  to  act  as  a 
flux,  and  then  plunged  into  molten  zinc,  the  surface  of  which  is  protected 
by  a  layer  of  sal  ammoniac. 

The  process  differs  slightly  according  to  the  size  and  shape  of  the  article; 
It  is  a  simple  one,  and  may  be  applied  to  small  articles  in  any  workshop. 

Mr.  Kirkaldy  found  that  galvanising  does  not  injure  iron  in  any  way. 

The  zinc  protects  the  iron  from  oxidation  so  long  as  the  coating  is  entire  ; 
but  if  the  sheet  iron  be  bad,  or  cracked,  or  if  the  zinc  coating  be  so  damaged 
that  the  iron  is  exposed,  a  certain  action  is  set  up  in  moist  air  which  ends 
in  the  destruction  of  the  sheet 

"The  sheets  are  generally  galvanised  before  they  are  corrugated  ;  but  as  in  process  of 
corrugation  the  sheets,  especiaJly  the  thicker  ones,  sometimes  crack  slightly  on  the  surface 
(unless  the  iron  is  of  the  very  highest  quality),  it  is  an  advantage  with  all  sheets  thicker 

*  Proceedings  Inst.  Oiv.  Eng.  vol.  xxvii  *  Hurst 

'  A  form  of  carbon  known  as  graphite  or  hlaekUad, 
*  Mr.  Mallet  in  Proceedings  Inst.  Civ,  Eng.  vol.  ii. 
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than  20  gauge  (see  p.  355)  to  galvanbe  alter  cormgatioii,  so  as  to  fill  np  with  smc  any 
cracks  that  may  have  occurred.  As,  moreoYer,  a  laiger  quantitj  of  zinc  adheres  to  the 
eormgated  than  to  the  flat  sheets,  they  hare,  when  so  coated,  a  distinctly  higher  Talna."  ^ 

Painting  Ib  an  effectual  method  of  preserving  iron  from  oxidation,  if  the  paint 
is  good  and  properly  applied,  and  the  iron  in  a  proper  condition  to  receive  it 

In  order  that  the  protection  by  painting  may  continue,  the  surface  should 
be  carefully  examined  from  time  to  time,  so  that  all  rust  may  be  removed. 
The  paint  may  be  renewed  directly  it  is  necessary  (see  Part  IL,  p.  284). 

The  following  hints  on  the  subject  are  condensed  chiefly  from  the  emi- 
nently practical  book  entitled  Wwhi  in  Iron^  by  Mr.  Matheson. 

Cttst  Iran  should  he  painted  soon  after  it  leaves  the  mould,  before  it  has  time  to  rust. 
The  object  of  this  is  to  presenre  intact  the  hard  skin  which  is  formed  upon  the  snrfaoe  of 
the  metal  by  the  fusing  of  the  sand  in  which  it  is  cast. 

After  this  a  second  coat  should  be  applied,  and  this  should  be  renewed  from  time  to 
time  as  required. 

In  any  case,  all  rust  upon  the  surface  of  castJnga  should  be  carefuUy  removed  before 
the  paint  is  applied. 

Small  castings  are  ottta  japanned  (see  p.  485). 

Wrought  Iron. — Before  painting  wrought  iron  care  must  be  taken  to  remove  the  hard 
skin  of  oxide  formed  upon  the  surface  of  the  iron  during  the  process  of  rollings  and 
which,  by  the  formation  of  an  almost  imperceptible  rust,  becomes  partly  loose  and 
detached  from  the  iron  itself. 

An  attempt  to  prevent  this  rusting  is  sometimes  made  by  dipping  the  iron,  while  still 
hot,  in  oiL     This  plan,  however,  is  expensive,  and  not  very  sncoeesfuL 

The  scale  is  sometimes  got  rid  of  by  "  pickling^"  the  iron  being  first  dipped  in  dilute 
iron  to  remove  the  scale,  and  then  washed  in  pure  water. 

"  If  the  trouble  and  expense  were  not  a  bar  to  its  general  adoption,  this  is  the  proper 
process  for  preparing  wrought  iron  for  painty  and  it  is  exacted  oocasionally  in  veiy  strict 
specifications." 

«  But  somewhat  the  same  result  may  be  obtained  by  allowing  the  iron  work  to  rust, 
and  then  scraping  off  the  scale  preparatory  to  iMunting.  If  some  rust  remains  upon  the 
iron  the  paint  should  not  be  applied  lightly  to  it,  but  by  means  of  a  hard  brush  should 
be  mixed  with  the  rust." 

Ordinary  lead  paints,  especially  red  lead,  are  often  used  for  protecting  iron  work,  bat  they 
are  objected  to  on  the  ground  that  galvanic  action  is  set  up  between  tiie  lead  and  the  iron. 

Mr.  Matheson  recommends  oxide  of  iron  paints  for  iron  work  generally,  and  bitumi- 
nous iMdnts  for  the  inside  of  pipes  or  for  ironwork  fixed  under  water. 

TbB  precautions  to  be  taken  in  using  these  paints,  and  the  objections  to  ordinary  lead 
paints,  are  given  in  chapter  VI. 

The  ironwork  for  rooft,  bridges,  and  similar  structures,  generally  receives  one  coat  of 
paint  before  it  leaves  the  shops,  and  two  or  three  more  after  it  is  fixed. 

Dr,  Angus  SmWCa  process  is  an  admirable  means  for  preventing  corrosion  in  cast- 
iron  pipes. 

The  pipes  having  been  thoroughly  cleaned  from  mould,  sand,  and  rust,  are  heated  to 
about  700*  Fahr.  They  are  then  dipped  vertically  into  a  mixture  consisting  of  coal-tar,  pitch, 
about  6  or  6  per  cent  of  linseed  oil,  and  sometimes  a  little  resin,  heated  to  about  800**  Fahr. 

After  remaining  in  the  mixture  several  ndnutes,  long  enough  to  acquire  the  tempera- 
ture of  800*,  the  pipes  are  gradually  withdrawn  and  allowed  to  cool  in  a  vertical  position. 

Perfect  cohesion  should  take  place  between  the  coating  and  the  pipe,  and  the  former 
should  be  ftree  firom  blisters  of  any  kind. 

In  practice  the  heating  of  the  pipes  before  immersion  is  found  to  be  very  expensive^  and 
is  frequently  omitted.  However,  many  engineers  consider  it  essential  for  really  good  work. 

The  Bower-Ba^ff processes^  protect  the  surfaces  of  iron  and  steel  by  covering  them  with 
a  coating  of  black  magnetic  oxide. 

In  the  original  process,  invented  by  Professor  Barff,  this  was  effected  by  subjecting 
the  articles  to  be  coated  in  a  heated  mufSe  to  the  action  of  superheated  steam.  The 
heated  metal  decomposes  the  steam  and  combines  with  some  of  its  oxygen  to  form  the 
coating  of  magnetic  oxide. 

A  similar  effect  is  produced  by  Mr.  Bowen's  patent,  under  which  the  gas  from  a 

^  Matheson.  *  Proceedings  Soc  Engineers,  1884,  pi  59,  Mr.  Bower's  paper. 
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producer  is  burnt  with  a  slight  excess  of  air,  and  taken  into  a  brick  chamber,  in  which 
the  articles  to  be  coated  are  placed,  a  red  coating  of  sesquioxide  is  produced  soon  after  the 
articles  are  red,  but  after  about  40  minutes  the  air  is  shut  off,  and  the  producer  gases 
only  admitted,  when,  in  20  minutes  more,  the  sesquioxide  is  converted  into  magnetic  oxide. 

"  This  alternate  treatment  goes  on  for  different  periods,  depending  upon  the  nature  of 
the  articles  and  the  purpose  for  which  they  are  required. 

"  For  indoor  work  4  hours  are  sufficient,  but  the  time  varies  from  4  to  8  hours,  or 
about  half  that  necessary  for  coating  by  the  aid  of  steam."  ^ 

Both  processes  are  now  worked  by  Mr.  Bower,  Prof.  Barffs  process  being  better  for 
wrought  iron,  and  that  of  Mr.  Bower,  which  is  much  cheaper,  for  cast  iron. 

These  processes  are  said  not  to  impair  the  strength  or  other  qualities  of  the  iron,  and 
to  protect  it  thoroughly  against  oxidation  or  corrosion  from  damp  earth,  salt-water,  or 
other  causes. 

Bright  Ironwork. — The  portions  of  ironwork  that  have  been  turned  or 
fitted,  and  all  tooled  enrfaces,  should  be  protected  by  a  coating  of  tallow,  mixed 
with  white  lead  to  prevent  it  from  easily  melting  and  running  off  the  metal. 

"Dr.  Percy  recommends  for  the  same  purpose  common  rosin  melted  with  a  little 
Gallipoli  oil  and  spirits  of  turpentine.  The  proportions,  which  may  easily  be  found  by 
trial,  should  be  such  as  will  make  it  adhere  firmly  and  not  chip  off,  and  yet  admit  of 
being  easily  detached  by  cautious  scraping."^ 

Bronzing  is  done  with  hronze  powder,  paint,  or  varnish,  but  does  not 
stand  the  weather  well. 

Gilding  has  to  be  done  with  special  care,  or  the  gold  will  be  destroyed  by 
rust  The  surface  of  the  iron,  having  been  very  carefully  cleaned,  is  painted 
with  two  coats  of  iron  oxide  paint,  then  with  two  coats  of  lead  paint  of  light 
colour  as  a  basis  for  the  "  oil  gold  size ''  upon  which  the  gold  leaf  is  placed. 
When  properly  done  the  gilding  will  last  fifteen  or  twenty  years. ^ 
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The  student  will  have  perceived  that  the  products  of  the  iron  manufac- 
turer may  be  divided  into  three  classes — cast  iron,  wrought  iron,  and  steel, 
the  differences  in  which  are  caused  partly  by  the  amount  of  carbon  they 
respectively  contain,  and  also  by  the  processes  they  have  undergone. 

The  following  Table,  from  Bauermann's  Metallurgy,  gives  the  proportion 
of  carbon  in  different  varfeties  of  iron  and  steel  according  to  Karsten  : — 


Name. 

PCRCCNTAGS 

OF  Garboh. 

Properties. 

1.  Malleable  iron    . 

2.  Steely  iron 

3.  Steel 

4.  Do 

5.  Do 

6.  Do 

7.  Do 

8.  Cast  iron    .... 

9.  Do 

0-25 

0-86 

0-50 

lOOtol-60 

1-75 
1-80 

1-90 
2  00 

6-00 

Is    not    sensibly   hardened  by 

sudden  cooling. 
Can   be   slightly  hardened  by 

quenching. 
Gives  sparks  with  a  flint  when 

hardened. 
Limits  for  steel  of  maximum 

hardness  and  tenacity. 
Superior  limit  of  welding  steel. 
Very  hard   cast  steel,  forging 

with  great  difficulty. 
Not  malleable  hot. 
Lower  limits  of  cast -iron  can- 
not be  hammered. 
Highest  carburetted  compound 

obtainable. 

1  P.I.C.E,  1884,  p.  69. 
B.  C. III 


Pole. 


*  Matheson. 
Z 
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The  great  differences  in  the  characteristics  of  cast  iron,  and  wrought  iron 
and  sted,  are  briefij  recapitulated  below,  and  these  determine  the  uses  tc 
which  they  are  respectively  applied. 

Cast  Iron  has  little  tensile  strength,  but  affords  great  resistance  to  com- 
pression. 

It  is  hard,  brittle,  wanting  in  toughness  and  elasticity,  and  gives  way  with- 
out warning,  especially  under  sudden  shocks  or  changes  of  temperature.  It 
is  easily  melted  and  run  into  various  shapes. 

The  castings  thus  produced  are  liable  to  air-holes  and  other  flaws,  which 
reduce  their  strengtL  Small  castings  are  stronger  in  proportion  to  their  size 
than  large  ones. 

Cast  iron  can  be  cut  or  turned  with  edge  tools,  but  is  not  malleable  either 
when  cold  or  hot,  nor  is  it  weldable. 

It  is  not  so  easily  oxidised  in  moist  air  as  wrought  iron.  In  salt  water, 
however,  it  is  gradually  softened  and  converted  into  plumbago. 

Cast  iron  is  peculiarly  adapted  for  colunms,  bedding  plates,  struts,  chaiiBy 
shoes,  heads,  and  all  parts  of  a  structure  which  have  to  bear  none  but  steady 
compressive  strains  ;  also  for  gutters,  water  pipes,  railings,  grate  fronts,  and 
ornamental  work  of  nearly  every  description. 

It  has  been  much  employed  for  girders,  but  is  an  untrustworthy  material 
for  those  of  laige  size,  or  in  important  positions.  It  is  liable  to  crack  and 
give  way  without  warning  under  sudden  shocks,  and  also  under  extreme 
changes  of  temperature,  such  as  occur  in  the  case  of  buildings  on  fire,  where 
the  girders  may  become  highly  heated,  and  then  suddenly  cooled  by  water 
being  poured  on  them. 

Malleable  Cast  Iron  possesses  originally  the  fusibility  of  cast  iron,  and 
eventually  acquires  some  of  the  strength  and  toughness  of  wrought  iron. 
It  may  be  used  for  heads,  shoes,  and  other  joints  in  roof6,  and  for  all  articles 
in  which  intricacy  of  fonn  has  to  be  combined  with  a  certain  amount  of 
toughness. 

Wrought  Iron  has  many  most  valuable  qualities,  though  these  differ  con- 
siderably as  to  degree  in  different  varieties  of  the  material 

Its  tensile  strength  is  three  or  four  times  as  gr^t  as  that  of  cast  iron,  but 
it  offers  not  half  the  resistance  to  compression. 

It  is,  however,  very  tough  and  ductile,  and  therefore  gives  way  gradually 
instead  of  suddenly  snapping. 

Its  elastic  limit  is  equal  to  about  half  its  ultimate  strength,  and  it  will 
bear  repeated  loads  below  that  limit  without  injury. 

Wrought  iron  is  practically  infusible,  is  malleable  hot  and  cold,  is  weldable 
at  high  temperatures,  and  can  be  forged  into  various  shapes. 

It  is  subject  to  '^  hot  and  cold  shortness "  produced  by  impurities,  and  to 
other  defects.  Large  sections  are  more  likely  to  contain  flaws  than  small 
ones.  Bars  are,  as  a  rule,  stronger  than  plates,  and  plates  are  stronger  with 
the  grain  than  across  it. 

Malleable  iron  rusts  quickly  in  moist  air,  but  stands  salt  water  better  than 
cast  iron. 

The  great  tensile  strength  of  wrought  iron  leads  to  its  employment  for  tie- 
rods,  bolts,  straps,  and  all  members  of  any  structure  which  are  exposed  to  tensile 
stress ;  it  is  also  much  used  for  members  which  undergo  compression.  It 
should  be  employed  for  all  important  iron  beams  and  girders,  especially 
those  exposed  to  sudden  shocks.     In  its  various  forms  it  comes  into  play  in  a 
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variety  of  ways  in  roofs,  braced  girders,  and  iron  structures  of  all  kinds. 
Corrugated  sheets  are  much  used  for  roof  coverings. 

Steel  differs  even  more  than  wrought  iron  in  •the  characteristics  of  it& 
several  varieties. 

It  has  a  high  tensile  strength,  much  greater  than  that  of  wrought  iron. 
Its  resistance  to  compression  is  aho  much  greater.  Moreover,  it  has  a  harder 
surface,  and  is  better  able  to  resist  wear  and  tear. 

Hard  steels,  containing  a  large  proportion  of  carbon,  are  fusible,  easily 
tempered,  have  a  high  tenacity  and  elastic  limit.  Their  resistance  to  compres- 
sion is  enormous,  especially  when  they  are  tempered,  but  they  cannot  be 
easily  welded  or  forged,  are  brittle,  and  very  imcertain  in  quality. 

Soft  mild  steels  have  a  tenacity  and  resistance  to  compression,  and  an 
elastic  limit  somewhat  higher  than  wrought  iron.  They  can  be  hardened  and 
tempered,  but  not  easily.  They  are  weldable  and  easily  forged,  and  afford  a 
very  reliable  and  ductile  material  adapted  for  structures  subject  to  sudden 
shocks. 

Steel  is  more  easily  oxidised  than  wrought  iron,  and  far  more  easily  than 
cast  iron. 

Steel  is  at  present  hardly  used  at  all  by  the  builder.  Sometimes  bolts  and 
cotters  are  made  of  steel  for  large  roofs. 

It  is  not  adopted  for  engineering  structures  to  anything  like  the  fullest 
extent  of  which  it  is  capable,  but  is  required  by  the  engineer  for  tools,  rails, 
boilers,  machinery,  wheels,  eta  etc.,  and  is  coming  into  use  for  some  of  the 
larger  roofs  and  bridges. 


COPPER 

Uses. — Copper  is  used  by  the  builder  chiefly  for  slate  nails  and 
bell  wires,  sometimes  for  rain-water  pipes  and  gutters,  for  covering 
roofs,  for  liglitning-conductors,  and  for  dowels ;  also  for  bolts  and 
fastenings  in  positions  where  iron  woidd  be  corroded  or  oxidised. 
Moreover,  it  forms  most  useful  alloys  with  other  metals. 

Copper  wire  cord  is  sometimes  used  for  sash  liues,  and  also  for 
lightning-conductors. 

Ores. — It  is  frequently  found  in  the  metallic  slate,  and  is  also  obtained 
from  copper  pyrites,  grey  and  red  copper  ores,  from  copper  glance,  and  other 
ores,  by  roasting,  calcining,  refining,  and  melting  them  with  certain  fluxes 
and  oxidising  agents. 

The  presence  of  sulphur  and  antimony  decreases  the  malleability  and  ductility  of  copper. 
Small  quantities  of  arsenic  and  phosphorus  increase  its  toughness,  but  laige  quantities 
injure  it 

Propebties. — ^The  red  colour  of  copper  is  familiar  to  alL  The 
metal  is  peculiarly  malleable,  and  can  be  hammered  or  rolled  into 
very  thin  sheets. 

In  tenacity  it  is  inferior  to  wrought  iron,  but  is  superior  to  all 
other  metals.     The  tensile  strength  of  copper  wire  is  about  16 
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tons  per  square  inch,  that  of  cast  copper  being  8^  tons.  It 
is  not  so  ductile  as  wrought  iron,  and  cannot  therefore  be  drawn 
into  such  fine  wires. 

It  can  be  worked  either  cold  or  hot — ^in  the  latter  case  it  is 
easily  oxidised — but  it  cannot  be  welded. 

OxiPATiON  AND  CoRBOBiON. — Copper  oxidises  very  slowly  in  air,  being 
covered  with  a  film  of  carbonate,  commonly  called  verdigris,^  The  appear- 
ance of  this  film  is  well  known  to  all  ;  it  forms  a  protective  coating  which 
preserves  the  soiface  of  the  copper  from  further  oxidation. 

Copper  is  corroded  by  salt  water  if  at  the  same  time  air  has  access  to  it ; 
the  presence  of  a  small  proportion  of  phosphorus  is  said  to  retard  the  cor- 
rosion. 

Market  Forms. — Sheet  Copper, — ^The  most  useful  form  for  the  builder 
in  which  copper  is  sold,  is  in  sheets  measuring  about  4  feet  by  2  feet  (in  Scot- 
land 4  feet  by  3  feet  6  inches),  and  described  according  to  their  thickness  (by 
the  Birmingham  Wire  G(auge),  and  their  weight  per  foot  superficial,  or  their 
weight  per  sheet 

The  gauges  of  the  sheets  vary  from  No«  1  to  30  W.G.  The  weights  of  a 
few  of  the  most  useful  thicknesses  are  given  in  the  Table  below  : — 

Table  of  Weight  of  Sheet  Copper. 


Birmingham 
Wire  Gauge. 

1 

Weight  per  foot 

superficial  in 

ounces. 

Weiffht  per 

sheet,  4  feet 

by  2  feet, 

Lilbs. 

Birmingham 
Wire  Gauge. 

Weight  per  foot 

superficial  in 

ounces. 

Weight  per 

sheets  4  feet 

by  8  feet, 

in  lbs. 

20 
22 
24 

26 
20 
16 

13 
10 

8 

26 
28 
80 

12 
8 
6 

6 
4 
3 

Sheet  copper,  weighing  from  12  to  20  oz.  per  square  foot,  is  used  for  roofb, 
flats,  and  gutters.     Copper  wire  from  17  to  19  B.W.  gauge  for  bell-hanging. 

When  used  for  roofing,  copper  is  laid  in  a  way  somewhat  similar  to  zinc 
(see  p.  269,  Part  II.) 

Copper  Wire  Cord, — The  following  are  the  working  loads  *  for  the  different 


sizes  : — 


Circumference  in  inches 
Working  load  in  lbs. 


U.    H.     1,      \,     I,      h    i    i. 
448,  836,  224,  168,  112,  76,  50,  84. 


Copper  Wire-covered  Steel  Ribbon  Sash  Line  is  also  made  under  Hookham's 
patent  in  three  sizes,  having  a  breaking  strain  in  cwt.  as  follows  : — 

No.  12  3 

3  cwt     i^  cwt.     7  cwt. 


^  Verdigrie^  properly  so  called,  is  a  basic  acetate  of  copper. 

*  Sheffield  Standard  List 
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Uses. — Lead  is  much  used  by  the  builder  for  cisterns,  pipes, 
flat  roofe,  etc.,  and  from  it  is  prepared  white  lead,  the  basis  of  most 
ordinary  paint.  The  engineer  requires  it  as  a  bedding  for  the 
ends  of  girders,  and  for  other  minor  purposes. 

Ore& — Lead  is  not  found  in  the  metallic  state,  but  is  reduced  chiefly  from 
the  ore  called  galtixa  (the  sulphide)  by  roasting  or  smelting  in  a  reverberator}' 
furnace,  furnished  with  long  flues  to  catch  the  particles  of  lead,  which  would 
otherwise  be  carried  away  in  the  smoka 

Properties. — Lead  is  extremely  soft  and  plastic,  very  malle- 
able, fusible,  heavy,  and  very  wanting  in  tenacity  and  elasticity. 

Market  Fonns. — Lead  may  be  purchased  in  cast  pigs,  sheets,  or  pipes. 

Sheets  are  either  "  cast,"  or  "  milled,"  and  are  described  according  to  their 
weight  per  foot  superficial. 

Cost  lead  is  made  in  sheets  from  16  to  18  feet  long,  and  6  feet  wide  ;  it  is 
thicker  and  heavier  than  milled  lead,  and  has  a  harder  surface. 

It  is,  however,  liable  to  flaws  and  sand  holes,  and  is  irregular  in  thickness, 
on  account  of  which  it  should  not  be  used  of  a  lighter  substance  than  6  lbs. 
per  square  foot. 

Cast  lead  is  often  made  by  the  plumber  himself  out  of  the  old  lead  warte 
pieces  and  clippings  that  accumulate  in  the  course  of  his  work. 

Milled  lead  is  rolled  out  thinner  than  the  other,  is  more  uniform  in  thick- 
ness, bends  easily,  and  makes  neater  work,  but  cracks  if  much  exposed  to  the 
sun.  The  sheets  are  from  25  to  36  feet  long,  and  from  6  feet  to  1\  wide, 
Sheet  lead  is  always  described  according  to  its  weight  in  lbs.  per  foot 
superficial 

The  following  Table  shows  the  thickness  of  sheet  lead  for  difierent 
weights  per  square  foot. 

Table  giving  "Weight  and  Thickness  of  Sheet  Lead. 


Weight  in  Ibfl. 

per  superficial 

foot. 

Thickne«« 
in  incheii. 

Nearest 

simple 

fraction. 

Weight  in  lbs. 

per  superficial 

foot. 

Thickness 
in  inches. 

Nearest 

simple 

fraction. 

1 
2 
3 
4 
5 
6 

0-017 
0-034 
0-051 
0-068 
0-085 
0-101 

iftr 

1 

7 
8 
9 

10 
11 
12 
15 

0-118 
0-135 
0152 
0-169 
0  186 
0-203 
0-255 

A 

The  weights  of  sheet  lead  generally  used  are  as  follows  (see  p.  1 50,  Part  I.) : 
— For  aprons,  5  lb.  lead  ;  for  roofs,  flats,  and  gutters,  7  or  8  lbs. ;  for  hips 
and  ridges,  6  or  7  lbs. ;  thicker  if  much  exposed. 
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Laminated  Lead  is  a  very  thin  description  of  sheet  used,  made  for  covering 
(lamp  walls. 

Action  of  Water  upon  Iiead. — Soft  water,  espedallj  when  full  of  air, 
or  when  containing  organic  matter,  acta  upon  lead  in  such  a  way  that  some 
of  it  ia  taken  up  in  solution,  and  the  water  is  poisoned. 

This  makes  lead  a  dangerous  material  to  use  in  many  cases  for  cisterns 
and  pipes  connected  with  the  supply  of  water  for  drinking  purposes,  or  for 
roofs  and  flats  whence  that  supply  may  be  drawn. 

Vitiated  or  impure  air  acts  upon  lead  in  a  somewhat  similar  manner. 

There  has  been  a  good  deal  of  discnasion  with  regard  to  the  acUon  of  different  kinds 
of  water  npon  lead,  as  the  subject  is  an  important  one,  the  following  remarks  are  inserted. 
They  are  chiefly  founded  upon  the  Taluable  standard  work  on  hygiene  by  the  late  Pro- 
fessor Parkes. 

Pure  water,  not  containing  air,  does  not  act  upon  pure  lead. 

When  the  water  contains  much  oxygen,  the  lead  is  oxidised ;  and  oxide  of  lead,  a 
highly  poisonous  substance,  is  to  some  extent  soluble  in  water. 

If  there  is  much  carbonic  acid  present  it  converts  some  of  the  oxide  into  carbonate  of 
lead,  which  is  almost  insoluble  and  therefore  comparatively  harmless. 

21ie  waUra  which  act  most  upon  lead  are  the  purest  and  most  highly  oxygenated, 
also  those  containing  organic  matter — nitrites,  nitrates,  and  chlorides. 

The  waters  which  act  least  upon  lead  are  those  containing  carbonate  of  lime  and 
phosphate  of  lime,  in  a  less  degree  sulphate  of  lime.  Some  of  thene  form  a  coating  on 
the  inside  of  the  pipe  which  protects  it  from  further  action. 

Some  vegetable  substances  contained  in  water,  peaty  matter  for  example,  also  protect 
the  pipe  by  forming  an  internal  coating  upon  it. 

It  appears  therefore  that  hard  waters,  containing  (as  they  generally  do)  carbonate  of 
lime,  do  not  readily  affect  lead. 

Soft  waters,  such  as  rain  water,  and  water  obtained  by  distillation — water  polluted 
with  sewage — ^water  in  tanks  having  a  muddy  deposit — may  all  become  poisoned  when  in 
contact  with  lead.  ' 

"  The  mud  of  several  rivers,  even  the  Thames,  will  corrode  lead,  probably  from  the 
organic  matter  it  contains,  but  it  does  not  necessarily  follow  that  any  lead  has  been 
dissolved  in  the  water.    Bits  of  mortar  will  also  corrode  lead."  ^ 

Vegetables  and  fatty  acids  arising  fh>m  fruit  and  vegetables,  cider,  sour  milk,  etc., 
also  act  upon  lead. 

Phe  poisonous  effects  of  lead  show  themselves  in  other  materials  connected  with 
building. 

For  example,  white  lead,  the  basis  of  most  paints,  is  a  highly  poisonous  substance,  and 
leads  to  serious  diseases  among  the  workmen  who  manufacture  the  white  lead,  and 
among  the  painters  who  use  it  (see  p.  406). 

Iiead  Pipes  are  much  used  in  connection  with  water  supj^y,  etc 

Pipes  of  large  diameter  are  generally  made  by  the  plumber  out  of  sheet 
lead. 

Smaller  pipes  used  to  be  cast  in  short  lengths  of  considerable  thickness,  and 
then  drawn  out  to  the  proper  dimensions. 

Now,  however,  they  are  generally  formed  by  forcing  the  molten  metal,  by 
hydraulic  pressure,  through  a  die  of  the  section  required. 

Soil  pipes  should  always  be  "  drawn,"  and  are  thus  made  of  from  3^  to  5 
inches  diameter,  and  of  thicknesses  equal  to  those,  of  sheet  lead  varying  in 
weight  from  5  to  10  lbs.  per  square  foot 

Water  pipes, — The  thickness  and  consequently  the  weight  of  lead  pipes 
used  for  water  supply  should  be  regulated  by  the  pressure  of  water  they  are 
intended  to  bear. 


*  Parkes'  Hygiene, 
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The  following  Table  shows  the  sizes  and  weights  per  yard  run  of  pipes 
usually  made  and  the  heads  of  water  to  which  they  can  be  safely  subjected 
in  practice : — 


Lengths  in 
which  made 

Internal 

diameter  of 

pipe  in 

inches. 

Oreiiiows. 

Ueads  about 
60  feet. 

Heads  about 
300  feet 

Heads  about 
500  feet 

Feet. 

Weight  in  IVis.  per  yard  run. 

16^ 

d 

i 

•   •   • 

•  •• 

•  ■  • 

■  •  • 

•  •  ■ 

•  •  ■ 

... 

3-9 

1* 

o 

CO 

i 

•   ■   • 

a  ■  • 

■  •  ■ 

•  •  • 

•  •  ■ 

3- 

3-9 

4-8 

)        >» 

•3 

\ 

27 

3- 

3-6 

3-9 

4-5 

4-8 

5-7 

6-0 

If 

1 

\ 

•  ■  ■ 

■  • 

•  •  ■ 

•  •  « 

•  •  ■ 

8-6 

4-5 

6-0 

» 

.a 

% 

4-6 

4-8 

5-1 

5-7 

6-3 

7-2 

8-4 

9-0 

f>  ^ 

% 

1 

■  •  • 

6 

7-2 

5-1 

9-6 

11-1 

120 

12-9 

12>|  *SS 

U 

•  •  > 

•  ■  • 

•  ■  • 

9-0 

10-5 

12-0 

12-9 

15-0 

li 

■  •  • 

■  •  ■ 

9-0 

12-0 

14-1 

18-0 

21-0 

24-0 

..Jo| 
10 

li 

2 

•  •  • 

•  •  • 

•  •  • 

9-0 

•  •  • 

14-1 

•  •  • 

18-0 

•  •  • 

21-0 

18-0 
24-0 

21-0 
27-9 

24-0 
30-0 

2i 

m     •  ■  • 

•  ■  • 

10-8 

21-0 

25-2 

28-8 

33-6 

36-0 

n 

8 

12-6 

18-0 

24-0 

30-0 

33-6 

36-0 

39-0 

42-0 

II 

8J 

16-8 

27-0 

33-6 

360 

39-0 

45-0 

48-0 

54-0 

i» 

4 

16-8 

21-0 

24-0 

33-6 

42-0 

48-0 

61-0 

60-0 

II 

44 

• «  • 

19-8 

25-2 

33-6 

42-0 

51-0 

60-0 

66-0 

II 

5 

•  •  ■ 

•  •  • 

B   •  • 

51-0 

60-0 

70-2 

76-2 

84-0 

Number  of  Column 

1 

2 

8 

4 

5 

6 

7 

8 

The  above  are  reduced  from  the  price  list  of  Messrs.  John  Bolding  and  Sons,  manu- 
facturers. 

CJoATiKO  Lead  Pipes  to  prevent  Poisoning. — Several  methods  have  been 
proposed  for  coating  and  lining  the  insides  of  lead  pipes  to  prevent  the  water 
conveyed  by  them  from  being  poisoned. 

All  of  these  are  condemned  by  Professor  Parkcs  as  being  objectionable, 
except  the  following  : — 

M^DoiigaVi  Patent  consists  in  applying  an  internal  bituminous  coating,  which  is  said 
to  have  been  successful. 

Schicartz's  Patent. — The  pipe  is  boiled  in  sulphide  of  soda  for  fifteen  minutes,  by 
which  the  interior  is  coated  with  sulphide  of  lead  (a  substance  insoluble  in  water). 

Iiead  Enoased  Pipes. — Tin  pipes,  and  copper  pipes,  lined  with  tin,  have  been  pro- 
posed as  substitutes  for  lead  pipes,  but  they  are  too  ezx)ensive. 

The  lead  encased  pipe,  made  under  Haines^s  patent^  has,  however,  been  found  to  be 
perfectly  successful. 

This  consists  of  an  inner  pipe  of  block  tin,  encased  in  a  lead  pipe 
as  shovm  in  section,  Fig.  146.  The  two  metals  are  so  united  that  no 
joint  between  them  is  perceivable,  and  they  cannot  be  separated  by 
any  amount  of  bending  or  twisting. 

In  consequence  of  the  tin  melting  at  a  lower  temperature  than 
the  lead  it  is  somewhat  diflUcult  to  make  a  soldered  joint  in  these 
pipes.  However,  it  may  be  done  with  care,  or  Heap^s  mechanical 
joints  may  be  used,  in  which  the  union  is  effected  by  means  of  -m     ^A^K 

screwed  couplings.  *^K*  ^'"' 
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Weight  of  Lead-encased  Pipe. — As  the  lead-encased  pipe  is  stronger  than  ordinary 
lead  pipe,  it  may  be  of  less  weight  per  yard  for  water  supply  under  any  given  pres- 
sure. To  meet  the  case  in  which  water  companies  require  pipes  to  be  of  a  certain 
regulated  weight  according  to  the  head,  a  special  lead-encased  pipe  is  made  with  a 
smaller  proportion  of  tin.  The  weights  of  pipes  of  this  class  are  shown  in  cols.  9,  10, 
11  of  the  Table  below.  They  are  heavier  and  cheaper  than  the  pipes  with  full  propor- 
tion of  tin,  whose  weights  are  given  in  cols.  6,  7,  8. 

Table  of  Weights  of  Lead-Escabkd  Pipes  in  lbs.  per  Yard  Run.* 


'Sua* 

■SI'S 


1 

n 

H 

2 

No.  of 
column. 


Extra  light  Weights. 


1 
2 
3 

8^ 

6J 
8 
11 


li 

2 

2^ 

8 

3^ 

4 

4 

H 

5 

^ 

7 

8 

9 

10 

13 

•  •  • 

3 

4 

5 
6 


Weights  suitable  for  sup- 
ply of  water  under 
the  heads  stated. 


50  feet 
head 
and 

under. 

Site 

250  feet 

head. 

2i 

8 

8i 

4 

^ 

H 

H 

6 

7{ 

8 

9 

10 

11 

m 

16 

18^ 

6 

7 

251  to 

500  feet 

head. 


Si 

41 

6 

7 

9 
12 
14 
21 


8 


Extra  heavy  weights 

with  less  tin  for  supply 

of  water  under  heads 

stated. 


50  feet 
head 
and 

under. 

61  to 

250  feet 

head. 

4- 

4i 

5 

6 

7 

8 

8 

9 

10 

11 

12i 

14 

16 

18 

23 

26 

9 

10 

251  to 

500  feet 

head. 


5 
7 
9 
10 
12 
16 
21 
30 


11 


Strength  of  Lead  Pipes  and  Lead-Encased  Pipes, — Mr.  Kirkaldy  found  the 
strength  of  lead  pipes  and  of  lead-encased  pipe.s  to  be  respectively  as  follows  : —  * 


Lead  Pipe. 

Lead-encased  Pii>e. 

Internal 
Diamr. 

Thickness. 

Weight  per 
foot. 

Bursting  pres- 
sure per  sq.  in. 
In  lbs. 

Thickness. 

Weight  per 
loot. 

Bursting  pres- 
sure per  sq.  in. 
in  lbs. 

i 

n 

i 
1 

H 
H 

2 

•2 
•2 
•22 
•2 
•21 
•24 
•21 

2-3 
2-6 
3-8 
4-1 
5-3 
71 
9-2 

1579 
1349 
1191 
911 
683 
734 
498 

•14 
•13 
•15 
•14 
•13 
•15 
•17 

1-3 
1-4 
1-9 
2-4 
27 
3-8 
6-4 

1859 

1454 

1416 

1265 

835 

849 

642 

The  tearing  strength  of  lead  pipe  was  2159  lbs.  per  square  inch,  of  lead-encased  pipe 
3759  lbs.  per  square  inch. 

Glass  lined  pipes  may  be  mentioned  here,  though  they  are  iron  pipes  lined  with  glass 
tubes.  They  are  stated  to  be  safe  against  lead  poisoning,  to  require  no  soldering,  to  be 
rat  proof,  to  have  but  little  internal  friction,  and  to  be  not  liable  to  choke  from  corrosion 
like  iron  pipes.  They  are  made  from  J  to  2J  inches  in  diameter,  in  various  lengths  up 
to  6  feet,  with  ends  screwed  into  sockets,  and  with  asbestos  washers. 

Fret  Iiead,  for  glazing,  is  made  (as  described  at  p.  421,  Part  II.)  in  cames^ 
i.e,  long  strips,  of  H  section,  the  width  of  the  groove  {i.e.  the  length  of  the 
cross  bar  of  the  H) ;  the  wadth  of  the  face  (i.e.  the  side  of  the  H),  and  the 
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fihape  of  the  face  differ^  the  latter  is  made  flat  or  round.     There  are  three 
classes  of  fret  lead,  known  as  ordinary,  narrow,  and  broad. 

The  following  Table,  from  Seddon's  Builder's  Work,  gives  a  general  idea 
of  the  sizes  as  obtained  in  the  market : — 


Width  of 
Qrooves 
in  inches. 

Bhape  of 
Fsce. 

Width  of  Face 
in  inches. 

Remarks. 

Ordinary   . 

Narrow 
Narrow      . 
Broad 
Broad 

i 

A 

1 

Flat 

Flat 
Bound. 

Flat. 
Bound. 

A 

5  widths  from  A  ^  4 
2         „          Atoi 

6  „          A  to  J 
2        ..         A  to  J 

Used  for  ordinary 

lead  lights  up  to 

^     21  oz.  sheet  glass. 

Used  for  cathedral 
and  thick  antique 
glass,    according 
to  its  thickness. 

ZINC. 

Uses. — Zinc  is  much  used  for  roofs,  for  light  gutters  and  pipes, 
for  cisterns,  chimney  pots,  ornaments,  ventilators,  etc. ;  for  slating 
nails,  for  tubing,  and  for  covering  iron  to  protect  it  from  oxida- 
tion. It  also  forms  a  component  part  of  several  useful  alloys, 
and  the  oxide  of  the  metal  is  used  as  a  basis  for  zinc  paint. 

Ores. — The  metal  is  produced  from  the  ores  known  as  "  calamine "  (the 
carbonate), "  blende  '*  or  "  blackjack"  (the  sulphide),  and  red  zinc  ore  (the  oxide). 

The  ore  is  roasted,  mixed  with  charcoal,  and  heated  in  peculiar  retorts. 
The  zinc  is  converted  into  vapour,  condensed,  and  then  fused.  Most  of  the 
zinc  used  in  this  country  comes  from  Belgium. 

Properties. — Zinc  is. easily  fusible.  Cast  zinc  is  brittle  when 
cold.  If  pure  it  becomes  malleable  at  about  220®  F.,  and  can  be 
rolled  into  sheets,  which  retain  their  malleability.  At  very  high 
temperatures,  such  as  40  0**  F.,  it  becomes  very  brittle  again. 

The  presence  of  lead  makes  zinc  too  brittle  to  roll  at  {iny  temperature. 
Zinc  should  be  cast  at  a  low  temperature,  or  the  metal  will  become  very 
hard,  and  some  of  it  will  pass  off  in  vapour. 

Zinc  is  easily  acted  upon  by  moist  air ;  a  film  of  oxide  is  soon 
formed,  which,  however,  protects  the  metal  from  further  action. 

If,  however,  the  air  contains  acid,  eis  it  does  near  the  sea  and 
in  large  towns,  the  zinc  is  destroyed. 

Soot  is  very  destructive  to  zinc,  forming  with  it  a  galvanic  couple,  which 
is  brought  into  action  by  the  moisture  and  acid  in  the  air.^ 

Good  sheet  zinc  is  of  an  uniform  colour,  tough,  and  easily  bent 
backwards  and  forwards  without  cracking. 

Inferior  zinc  is  of  a  darker  colour  than  the  pure  metal,  and  of  a  blotchy 


*  Proceedings  Inst,  Civ.  Eng.  vol.  xxvii. 
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appearance,  caused  by  the  presence  of  other  metals,  which  set  up  a  galvanic 
action  and  soon  destroy  the  zinc. 

There  is  no  practical  engineer's  test  for  the  quality  of  zinc.  Qood  zinc 
should,  however,  be  as  free  from  iron  as  possible.  The  following  is  an 
analysis  of  Vielle  Montague  zinc,  which  shows  that  it  is  practically  pure  : — 


Zinc 
Iron 
Leadf  etc. 


0-995 
0-004 
0-001 

1-000 


Zinc  containing  more  than  about  1  per  cent  of  lead  should  be  rejected. 

Market  Forms.' — Zinc  is  sold  in  sheets  7  feet  by  2  feet  8  inches,  7  feet 
by  3  feet,  or  8  feet  by  3  feet,  described  by  their  thickness  and  weight  in 
ounces  per  foot  superficial  (according  to  a  special  gauge  which  varies  with 
different  manufacturers). 

ZiNO  Qauge. — The  following  Table  shows  the  weight  of  zinc  per  square  foot  for  the 
various  numbers  of  the  Zinc  Oauge,  properly  so  called.  This  gauge  originated  in  Bel- 
gium, and  is  sometimes  called  the  Belgian  Zinc  Qauge,  but  it  is  known  in  the  trade  as 
the  Zinc  Gauge,  and  is  used  by  Messrs.  F.  Braby  and  Company,  the  English  agents  of  the 
Vieille  Montague  Zinc  Company,  whose  zinc,  obtained  from  mines  in  Belgium,  Sweden, 
and  Spain,  is  of  excellent  quality  and  extensively  used  in  this  country. 

Tlie  thickness  of  the  sheets  is  also  given  in  the  Table ;  those  from  Nos.  10  to  21 
(except  18)  have  been  accurately  measured  and  kindly  famished  by  Messrs.  Braby;  the 
others  are  calculated. 


Gauge. 

Approximate  Weight 
per  square  foot. 

Approximate 
Thickness. 

Gauge. 

Approximate  Weight 
per  square  foot. 

Approximate 
Thickness. 

Lbs. 

Oz. 

Dr. 

Lbs. 

Oz.          Dr. 

1 

0 

1 

2 

Inch. 
•0018 

14 

2 

12 

Inch.- 
•0326 

2 

0 

2 

4 

•0036 

15 

5 

12 

•0364 

3 

0 

3 

7 

•0055 

16     . 

8 

12 

•0400 

4 

0 

4 

9 

•0073 

17 

11 

11 

•0487 

5 

0 

5 

11 

•0091 

18 

14 

11 

•0478 

6 

0 

6 

14 

•0110 

19 

2 

1 

11 

•0509 

7 

0 

8 

0 

•0128 

20 

2 

4 

10 

•0581 

8 

0 

•9 

2 

•0146 

21 

2 

8 

2 

•0728 

9 

0 

10 

5 

•0165 

22 

2 

12 

14 

•0764 

10 

0 

11 

7 

•0180 

23 

3 

1 

1 

•0800 

11 

0 

18 

5 

•0217 

24 

8 

5 

3 

•0896 

12 

0 

15 

2 

•0254 

25 

3 

9 

5 

•0992 

13 

» 

1 

0 

15 

•0290 

26 

3          13 

7 

•1088 

Of  the  above  sheets,  Nos.  1  to  5  are  rolled  only  to  order  and  of  special  dimensions. 
The  remaining  gauges  are  made  in  sheets  of  all  the  three  sizes  mentioned  above. 

There  are  several  other  rinc  gauges  given  in  various  Price  Books,  etc.,  but  they  are 
generally  based  upon  the  above,  tlie  range  of  numbers  being  smaller  and  the  weight  not 
so  accurately  given. 

*  The  commercial  name  for  zinc  before  it  is  converted  into  sheet  and  other  useful 
forms  is  Spelter. 
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The  thicknesses  of  zinc  recommended  for  roofing  purposes  are  given  at  p. 
273,  Part  II. 

Hie  expansion  and  contraction  of  this  metal  with  changes  of  temperature 
are  greater  than  of  any  other,  and  should  be  carefully  guarded  against  by 
laying  sheets  on  roofs  without  rigid  fastenings  as  described  in  Part  XL 

Zinc  should  not  be  allowed  to  be  in  contact  with  iron,  copper,  or  lead.  In 
either  case  voltaic  action  is  set  up,  which  destroys  the  zinc.  This  occurs 
especially,  and  more  rapidly,  when  moisture  is  present. 

Zinc  should  also  be  kept  clear  of  lime  or  calcareous  water,  and  of  any  wood, 
such  &s  oak,  which  contains  acid. 

Zinc  laid  on  flats  or  roofs  where  cats  can  gain  access  is  also  soon  corroded. 

An  objection  to  zinc  for  roofs  is  that  it  catches  fire  at  a  red  heat  and  blazes 
fntiously.^ 


TIN. 

Uses. — Tin  is  used  in  building  for  lining  lead  pipes,  occasion- 
ally as  a  protective  covering  for  iron  plates,  and  for  small  gas 
tubing. 

Ores. — The  metal  is  obtained  from  an  ore  called  **  tin-stone " — ^the  bin- 
oxide,  and  also  from  tin  pyrites.  The  ore  is  stamped ;  roasted  to  expel 
sulphur  and  arsenic  ;  washed,  mixed  with  flux,  and  smelted  in  a  reverberatory 
furnace,  whence  the  liquid  metal  is  run  into  a  basin,  and  thence  into  moulds. 
The  ingots  thus  produced  are  refined  and  boiled. 

Properties. — Tin  is  very  soft,  more  easily  fused  than  any  other 
metal,  very  malleable,  and  very  slowly  oxidised,  but  its  tensile 
strength  and  ductility  are  very  low. 

Tin  may  be  distinguished  from  other  metals  by  its  crackling  when  bent. 
Its  purity  is  tested  by  its  extreme  brittleneas  at  high  temperatures. 

Tin  Tubing  is  made  of  diameters  varying  from  ^  to  1  inch,  and  of  light 
section,  for  the  conveyance  of  gas,  but  is  now  not  much  used,  having  been 
superseded  by  the  composition  tubing  described  below.  The  cost  of  the  metal 
makes  it  too  expensive^  if  made  strong  enough,  for  water  supply. 

Cvmipotntion  Tubing  is  zn&de  from  a  mixture  of  tin,  lead,  and  antimony.  It  is  exten- 
sively nsed  for  the  smaller  branches  of  gas  snpply,  being  mnch  less  expensive  than  tin 
tubing^  is  easily  bent  to  suit  any  position,  and  can  be  attached  to  connections  by  soldering. 

^  Bloxam. 
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Weight  in  Ounces  per  Yard  Run  of  Tin  and  of  Composition  Tubing. 


Internal 
Diameter. 

Weight  per  Yard 
in  ounces. 

1 

Internal 
Diameter. 

Weight  per  Tard 
in  ounces. 

Tin. 

Composi- 
tion. 

Tin. 

Composi- 
tion. 

1 

i 

A 
1 

A 

*  ■  • 

•  •  • 

7to8 
9to9i 

11 

14 

6 

8 
11  to  13 
14  to  16 
18  to  21 
23  to  26 

\ 

A 
1 

i 

i 

1 

17 

•  •• 

28 

30 

88 

47  to  48 

29  to  34 

86 
44  to  52 
52  to  68 
64  to  76 
80  to  88 

-  Tin  Plate  is  iron  plate  covered  with  a  coating  of  tin  by  a  process  similar 
to  that  of  galvanising,  described  at  page  335,  molten  tin  being  used  instead 
of  zinc. 

Such  plates  are  durable  until  once  a  hole  is  made  in  the  covering,  after 
which  galvanic  action  sets  up  between  the  tin  and  iron,  and  the  former  is 
rapidly  eaten  away. 

There  are  two  kinds  of  tin  plate,  charcoal  plate  and  coke  pUUe,  so  called  from 
the  plate  iron  being  made  with  charcoal  and  coke  respectively. 

Temf  Plate  is  described  at  page  287. 

£locl'  Tin  or  Doubles  consists  of  tin  plate  \7ith  a  much  thicker  coating  of  tin  upon  it. 
It  ia  used  for  the  best  tin  ware. 

Orystallised  7Hn  Plate  is  made  by  heating  the  surface  of  ordinary  tin  plate  with  hydro- 
chloric and  nitric  acids,  which  gives  it  a  variegated  appearance.  This  is  sometimes  known 
as  Moird  metallique. 

Tinned  Copper  is  often  used  for  kitchen  utensils.  The  surface  of  the  copper  is  cleaned 
before  tinning  with  sal-ammoniac 


ALLOYS. 

Alloys  are  mixtures  formed  by  mdtmg  two  or  more  metals 
together. 

They  are  not,  however,  mere  mechanical  mixtures,  for  they 
often  exhibit  properties  difl'erent  from  those  possessed  by  the 
metals  in  the  mixture. 

For  example,  copper  and  tin  are  both  very  malleable  metala. 

Two  parts  of  copj^er  with  one  of  tin  form  a  white  alloy  {gpeaihtm  mdaf^  so 
hard  that  it  cannot  be  cut  with  steel  tools,  and  as  brittle  as  glaan 

The  tensile  strength  of  this  alloy  is  only  \  that  of  tin  and  -^  that  of  eopper. 

Nine  parts  of  ci>pper  to  one  of  tin  make  a  tough,  rigid  gtm  mdal,  haiido 
and  more  fusible  than  copper,  but  which  amnot  be  rolled  or  drawn. 

By  adding  tin  (a  softer  metal  than  copper)  to  gun  metal  its  hardneBB  is 
iuorvvvsed  i 

In  prepariEbJT  alloys  the  most  infusible  metal  should  be  melted  fiist»  and  the  othen 

suKse^-iufiitly  advled. 

If  the  metals  are  of  different  S|^H?cific  sravities  they  must  be  continuaUr  stxrrcd  while 
Huivl,  or  the  heavier  will  sink  to  the  bottom  and  the  alloy  will  not  be  homogeaeoos^ 
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The  specific  gravity  of  an  alloy  is  seldom  equal  to  the  mean  of  the  specific  gravities  of 
the  metals  in  the  mixture.     It  is  sometimes  more  and  sometimes  less  dense. 

The  tensile  strength  of  an  alloy  is  generally  much  greater  than  that  of  the  metaU 
ocmposing  it. 

Brass  is  an  alloy  composed  of  copper  and  zinc,  the  proportions  of  which 
vary  according  to  the  purpose  for  which  the  metal  is  required. 

The  zinc  is  melted  first,  and  the  copper  added  in  small  quantities  A  little 
old  brass  in  the  crucible  will  facilitate  the  union  of  the  metals.  The  crucible 
must  be  covered  with  charcoal  powder  and  a  close  lid,  or  the  zinc  will  pass 
away  in  vapour. 

CoUmr. — The  colour  depends  upon  the  proportions. 

Common  yellow  brass  contains  2  parts  of  copper  to  1  of  tin.  If  the  copper 
be  in  greater  proportion  than  4  to  1,  the  alloy  is  reddish ;  if  less  than  3  to 
1 ,  it  becomes  of  somewhat  the  colour  of  zinc. 

Properties. — Brass  is- tough,  as  a  rule,  but  is  rendered  brittle  by  continued 
vibration.     The  presence  of  iron  injures  its  tensile  strength  and  malleability. 

It  is  more  malleable  than  copper  when  cold,  but  cannot  be  forged  at  a  red 
heat,  because  the  zinc  melts  at  a  low  temperature. 

The  fusibility  of  brass  increases  in  proportion  to  the  quantity  of  zinc  it  con- 
tains. The  addition  of  a  little  phosphorus  makes  it  very  liquid  and  easily  run 
into  fine  castings. 

The  proportions  of  the  constituents  for  the  different  kinds  of  brass,  and  the 
uses  to  which  these  are  applied,  are  shown  in  the  Table  on  p.  350. 

The  name  Brass  is  frequently  given  to  all  alloys  of  copper.  Those  con- 
taining tin  should  properly  be  called  Brorue, 

Mvmiz  meial  or  sheathing  is  cheaper  than  common  bras^  and-more  easily  rolled.  It  is 
much  used  for  sheathing  ehipB,  as  it  keeps  cleaner  than  copper,  and  is  sometimes 
employed  as  a  covering  for  small  roofs. 

Muntz  metal  made,  as  it  usually  is,  of  60  parts  copper  and  40  zinc,  has  been  found  to  be 
attacked  by  salt  water  and  to  lose  its  zinc.  An  alloy  is  therefore  used  instead  of  68  parts 
copper  and  82  zinc. 

Dblta  Metal,  sometimes  called  Dick's  metal,  is  an  improved  brass,  which  can  be 
made  tough  and  hard ;  it  can  be  foiged  or  rolled  hot,  or  worked  and  drawn  into  wire  when 
cold.  It  makes  sound  fine  castings,  is  of  the  colour  of  gold  alloyed  with  silver,  and  when 
exposed  to  the  atmosphere  tarnishes  less  than  brass. 

Kirkaldy's  Tests,  1 


Stress  ^r  square  inch 
m  tons. 

Contraction 

of  area 

at  fracture 

per  cent 

Extension 

in  10  inches 

per  cent 

Ultiinate. 

Elastic 
limit 

Bar  1  as  drawn 
„    2  annealed 
Cast  in  sand 

33-6 
27-2 
21-6 

22-1 
8-8 

•  •  • 

16-0 
19-9 

•  •  • 

8-8 
17-6 

Bronze  is  a  mixture  of  copper  and  tin,  the  proportions  being  varied  for 
different  purposes,  as  shown  in  the  Table  below. 

The  different  specific  gravities  of  the  metals  make  it  difficult  to  melt 
them  together.     The  tin  is  first  melted  into  twice  its  weight  of  copper  to 


^  From  Patentee's  Circular. 
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make  hard  metal,  which  is  then  added  to  the  proper  proportion  of  copper 
separately  melted. 

Large  castings  in  bronze  are  often  not  homogeneous  throughout  their  mass, 
in  consequence  of  the  difference  in  fusibility  of  the  copper  and  tin. 

Gun  Metal  also  differs  in  the  proportions  of  its  constituents  according  to 
the  purpose  for  which  it  is  intended. 

At  one  time  it  was  much  employed  for  casting  ordnance,  from  which  it 
derives  its  name. 

It  is  harder,  more  fusible,  and  stronger  than  copper,  and  is  used  for  pump 
valves  and  parts  of  machines. 

Bell  Metal  consists  of  copper  and  tin,  in  the  proportion  of  from  3  to  1 

to  5    to  1.     Small  house  bells  contain  5  copper  to  1  tin.     Large  bells  4 

copper  to  1  tin.     Large  church  bells  3  J  copper  to  1  tin.     The  metal,  after 

being  cast,  is  heated  to  redness  and  quenched,  then  again  heated  and  allowed 

to  cool  slowly. 

ALUMTNinu  Bronze  contains  from  90  to  95  per  cent  copper  and  10  to  5  per  cent 
aluminium. 

It  may  be  cast  or  turned  in  a  lathe,  also  forged  cold  or  hot,  but  it  cannot  be  welded. 


Table  giving  the  Composition  of  various  Alloys. 


Alloys. 


»i 


Brass,  ordinary 

for  locksand  doorhandles 
„  turning  and  fitting 
„  engraving 
„  bushes  and  sockets 
to  bear  soldering  well 
pot  metal  * . 
Bronze,  hard,  for  bearings  for 
machinery 
for  stop  cocks  and  vsdves 
wheel  metal  for  small 
toothed  wheels 
„  bearings    for    very 
heavy  weights 
Manganese  bronze 
Gun  metal  for  ordnance 

„         of  maximum  hard 
ness  for  turning 
„         soft 
Bell  metal   . 
Muntz  metal  '^ 

„  nails  for 

Gedge's  metal 
Sterro-metal 
Babbit's  metal 
White  brass 


ii 


»» 


ft 


it 
it 


»» 


ft 


tt 


a 


Parts  by  Weight. 


6 


» 


Metal  to  exx>and  in  coo 


mg 


2 
3 
3 
3 

18 
2! 

24 

8 

88 
10 

32 

88 

90i 

5 

16 
4 
3 

87 

60 

55  to  60 

4 

3 

1 


p 


1 
1 
1 
1 
1 
1 


10 


c 


A  little 


2 

4 

38-2 

34to44 

8 


2 
1 


10 
94 
1 

1 
1 


tV^ 


lto2 
96 
90 


c 
o 

B 

5 


hamihaa. 

2  to  4 


7 
9 


e 
p 


7 
7 
2 


1-8 


Man- 
ganese. 


Bis- 
muth. 

1 


"  Tlie  lead  prevents  the  filings  from  sticking  to  the  tool,  but  renders  the  brass  unfit 
for  hammering. 
*  An  inferior  alloy,  used  for  very  common  taps,  etc.,  and  called  also  cock  metal. 
"  Composition  varies  between  50  copper  and  60  zinc,  and  63  copper  and  37  zinc 
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It  Is  light,  very  malleable,  ductile,  and  not  easily  tarnished,  but  its  expense  prevents  it 
from  being  used  for  anything  but  instruments. 

Phosphor  Bronze  is.  any  bronze  or  brass  alloy,  together  with  a  small  proportion  of  phos- 
phorus.   Its  qualities  may  be  made  to  vary  by  altering  the  proportions  of  its  constituents. 

It  wears  longer  than  gun  metal  in  bearings,  is  very  tough,  and  is  useful  in  positions 
where  it  is  subject  to  shocks. 

The  phosphorus  preserves  the  metal  from  the  effects  of  the  atmosphere. 

Manganese  Bronze  is  an  alloy  (usually  white)  of  pure  copper  with  from  2  to  30  per 
cent  of  manganese.  It  is  made  in  different  qualities  for  casting  and  for  I'oUlng.  The  latter 
has  a  tensile  strength  of  some  .80  tons  per  square  inch,  with  an  elongation  of  from  25  to 
45  per  cent ;  it  combines  the  strength  and  toughness  of  steel  with  resistance  to  oxidation. 

Stbrro-metal  varies  in  composition  as  shown  in  the  Table  p.  350. 

This  alloy  has  great  tensile  strength,  and  may  be  used  instead  of  wrought  iron. 

Babbit's  Metal  is  used  for  bearings  of  machinery.  It  is  very  soft,  wears  smooth, 
and  reduces  friction.    If  the  journal  becomes  heated,  the  alloy  melts. 

VVhitb  Brass  is  a  name  given  to  various  alloys  used  for  bearings,  and  intended  to 
work  smooth.     These  are  made  of  various  composition  besides  those  given  in  the  Table. 

Fewter  should  consist  of  4  or  5  parts  of  tin  and  one  of  lead. 

It  is  used  for  drinking  cups  and  other  purposes,  also  sometimes  for  covering  counters 
where  liquor  is  sold. 

It  should  be  remembered,  however,  that  cheap  pewter  generally  contains  an  excess  of 
lead,  and  in  that  case  is  apt  to  poison  any  liquid  in  contact  with  it. 

Pe¥rter  consisting  of  4  tin  and  1  lead  "  has  the  specific  gravity  7*8,  so  that  specimens 
having  a  higher  specific  gravity  than  this  will  be  known  to  contain  more  lead."  ^ 

Solder  is  the  name  given  to  several  diflferent  alloys  used  for 
the  purposes  of  making  joints  between  pieces  of  metaL 

The  effect  is  not  merely  mechanical,  for  the  solder  itself  com- 
bines with  the  metal  to  be  united,  and  forms  a  fresh  aUoy. 

The  composition  of  the  solder  used  in  connection  with  the  different 
metals  varies  immensely,  and  the  proportions  in  which  each  different 
kind  of  solder  is  mixed  also  varies  according  to  \3ircumstances. 

Every  solder  must  be  more  fusible  than  the  metals  it  is 
intended  to  unite. 

Hard  Solders  are  those  whicli  fuse  only  at  a  red  heat,  and  which  can  be 
therefore  used  only  to  metals  whicli  will  endure  that  temperature. 

Soft  Solders  melt  at  very  low  degrees  of  heat,  and  may  be  used  for  nearly 
all  the  metals. 

The  more  nearly  the  solder  agrees  with  the  metal  in  hardness  and  malle- 
ability, the  stronger  will  he  the  joint. 

Thus  brass  or  copper  united  with  soft  solder  could  not  be  hammered  with- 
out breaking  the  joint,  whereas  a  joint  in  lead  or  tin,  made  with  soft  solder, 
can  be  safely  hammered. 

SoLDERiKG. — ^It  is  not  proposed  here  to  describe  the  operations  connected  with  solder- 
ing of  different  kinds,  but  one  or  two  points  may  be  noticed  with  advantage.^ 

The  surfaces  to  be  united  must  be  perfectly  clean,  and  freed  from  oxide,  which  would 
prevent  adhesion  and  the  formation  of  an  aUoy  between  the  solder  and  the  metaL 

As  the  surfaces  when  heated  are  very  easily  oxidised  they  must  be  protected  at  the  time — 
this  \b  done  by  means  of  &Jlux  which  covers  the  surface  and  protects  them  from  the  air. 

The  materials  used  for  fluxes  are  mentioned  at  p.  353. 

^  Bloxam's  Metals, 

'  Every  particular  connected  with  soldering  of  all  kinds  is  fully  described  in 
Holtzapffel's  Meckomical  MdnipiUaUon,  whence  much  of  the  information  here  given 
has  been  taken. 
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Hard  Solders — Of  these  there  are  two  kinds  in  common  use. 

Spelter  Solder  made  of  copper  and  zinc  in  proportions  which  differ  accord- 
ing to  circumstances  (see  Table,  below). 

It  is  generally  granulated  by  pouring  it  when  melted  through  a  bundle  of 
twigs  into  water. 

This  solder  is  used  for  making  joints  in  iron,  copper,  brass,  and  gun-metal ; 
the  process  is  known  as  brazing. 

Silver  Solder  is  a  mixture  of  silver  with  copper,  or  brass  in  varying  pro- 
portions (see  Table). 

It  is  used  for  making  fine  and  neat  joints  in  iron,  steel,  brass,  and  gun- 
metal — to  prepare  the  surface  of  metals  for  welding,  also  for  joints  in  silver 
and  other  light-coloured  metals. 

Braztkg. — The  process  of  brazing  is  conducted  as  follows  : — 

Granulated  spelter  and  borax,  ground  together  in  water,  are  spread  over  the  carefully 
cleaned  surfaces  of  the  joint,  and  exposed  gradually  to  the  heat  of  a  clean  open  fire  ;  the 
borax  fuses  first,  and  then  the  solder. 

With  silver  solder  the  joint  is  covered  with  borax  and  water,  or  dry  powdered  borax, 
and  the  solder,  cut  into  little  square  plates,  is  laid  along  the^oiut. 

Soft  Solders  are  mixtures  of  tin  and  lead.  The  proportions  vary  as 
shown  in  the  table. 

Tin  makes  the  solder  fusible,  but  as  it  is  more  expensive  than  lead,  only 
so  much  tin  should  be  included  in  a  solder  as  will  make  it  fit  for  the 
purpose  for  which  it  is  intended. 

The  addition  of  a  little  bismuth  makes  the  solder  still  more  fusible. 

The  more  fusible  solders  are  known  in  the  trade  as  fine,  and  those  containing 
less  tin  as  coarse  solders. 

"  Any  zinc  getting  into  plumber's  solder  will  ruin  it,  by  making  it  too  brittle  to  work. 

"  Solder  may  be  purified  of  any  foreign  matter,  such  as  zinc,  if  only  present  in  small 
quantity,  by  burning  it  out  on  the  fire,  letting  the  pot  get  red  hot  till  it  goes  off  in 
vapour  and  scum,  which  can  be  skimmed  off  the  top."  ^ 

"  In  making  solder  the  proportions  of  the  metals  can  be  judged  of  from  the  appear- 
ance of  the  alloy.  When  it  contains  a  little  more  than  one-third  of  its  weight  of  tin,  its 
surface  on  cooling  exhibits  circular  spots  due  to  a  partial  separation  of  the  metals  ;  but 
these  disappear  when  the  alloy  contains  two-thirds  its  weight  of  tin."  ' 

**  It  is  never  advisable  to  buy  ready-made  solder,  as  you  cannot  depend  upon  the  alloy; 
too  much  lead  and  too  little  tin,  which  is  the  dearer  of  the  two,  is  almost  sure  to  be  put 
into  plumber's  solder ;  besides  which  there  is  always  plenty  of  scrap  lead  about,  which 
can  be  used  for  the  purpose. 

"  When  a  good  deal  of  soldering  is  to  be  done,  the  plumber  will  often  start  with  a 
little  excess  of  tin  in  his  solder,  as  by  degrees  it  will  pick  up  lead  from  the  lead  work  on 
which  it  is  used,  which  will  decrease  its  fusibility."  ^ 

SOFP  Soldering. — Soft  solder  is  applied  in  several  different  ways. 

For  joints  in  lead  the  surfaces  to  be  soldered  are  carefully  cleaned  and  covered  with 
tallow — the  space  around  is  smeared  with  a  mixture  of  size  and  lampblack,  called  soil, 
to  prevent  the  solder  from  adhering — melted  solder  is  then  poured  on  and  the  excess 
wiped  off  with  a  cloth  or  in  other  ways. 

In  joining  thin  sheets  of  tinned  iron,  zinc,  copper,  and  other  metals,  the  edges  are 
cleaned  and  sprinkled  with  powdered  rosin  ;  a  tinned  copper  bolt  or  soldering  iron  is  made 
hot  and  applied  so  as  to  heat  the  edges  of  the  plates ;  the  stick  of  solder  is  at  the  same 
time  forced  against  the  bolt,  and  the  solder  as  it  melts  is  dropped  into  the  joint. 

The  copper  bolt  is  also  used  to  supply  the  heat  in  soldering  light  work  in  lead,  such  as 
lattices.  The  soldering  iron  cannot  be  used  for  thick  pieces  of  metal,  as  it  will  not  im- 
part sufficient  heat  to  their  edges. 

When  joints  are  to  be  made  between  thicker  pieces,  the  latter  must  have  their  surfaces 
first  tinned  separately  and  then  the  solder  run  In  between  them. 

A  blowpipe  fiame  is  sometimes  used  as  the  source  of  heat  in  soldering  the  metals. 

*  Scddou.  '  Bloxam. 


FLUXES, 


353 


Solder  for  use  with  the  copper  bolt  is  cast  in  strips  called  " sirap-aoider,"  or  in  thin 
cakes  for  gasfitter's  work.^ 

Table  showing  the  Proportions  of  Ingredients  of  different  Solders — 

Melting  Points — Purposes  for  which  used. 


Description  of 
solder. 

Constltaents  and  their  melting  points. 

Melting 

point  of 

solder, 

Fahr. 

Uses. 

Tin. 

• 

Zinc. 

Copper. 

1 

i 

Anti- 
mony. 

446* 

6ir 

778' 

2000* 

507* 

i87y 

116(r 

Hard  Solders. 

Brazing — 
Very  fine     . 
Fine .     .     . 

2 

1 

■  ■  • 

•  ■  • 

•  ■  ■ 

8 

■  •  • 

4 

•  •  ■ 

1 

Spelter — soft  . 

•  ■  • 

•  ■  ■ 

1 

1 

•  •  • 

■  •  • 

■  •  • 

For   ordinary  brass 
work. 

Do.       hard . 

•  •  • 

•  •  • 

2 

8  to  6 

•  •  • 

•  «  • 

•  ■  ■ 

For  copper,  iron,  and 

Silver  solders — 

steeL 

Hardest .     . 

•  •  • 

■ « ■ 

•  •  • 

1 

4 

«  ■  • 

•  •  • 

For    silver,    copper, 
and  brass. 

Hard"    .     . 

■  •  • 

*  • « 

• «  « 

1« 

8 

Soft  . 

*  •  • 

•  •  ■ 

■  •  ■ 

1 

•  •  • 

2 

Soft  Soldbbs. 

PlumJber*s— 

Fine  .     .     . 

1 

Ml 

•  •  • 

•  ■  • 

■  •  • 

•  •  • 

385 

Ordinary*  . 

1 

2 

■  ■  • 

•  •  m 

■  ■  • 

■  ■  ■ 

441' 

For  lead  work,  cis- 

Coarse solder 

1 

3 

•  •  ■ 

•  ■  • 

•  •  • 

•  •  • 

482' 

terns,  jointing  pipes. 
Used    with    copper 

TiuTnan's — 

soldering  bolt. 

Ordinary  sol- 
der 

2 

1 

■  ■  • 

•  •  • 

•  •  « 

■  •  • 

840** 

Very  fusible  do. 
Pewterer'a — 

4 

1 

•  •  m 

•  •  ■ 

•  •  • 

•  •  • 

820" 

Fine  .     .     . 

2 

1 

•  •  • 

•  ■  * 

1 

•  •  • 

■  •  • 

201** 

Used  by  pewterers. 

'  The  brass  is  put  into  the  melted  sUver,  or  the  zinc  would  evaporate.  One  brass 
wire  instead  of  one  copper  with  2  silver  is  used  for  soldering  silver. 

*  Also  called  "pot  metal;"  is  assayed  by  the  Plumbers'  Company,  stamped  as 
genuine,  and  sold  in  ingots,  hence  called  "  Plumber's  sealed  solder." 

Fluxes. — ^The  fluxes  used  are  aa  follows  : — 
For  hard  soldering — Borax. 

For  soft  soldering — (with  solders  of  about  2  tin,  1  lead) — the  flux  is  varied 
according  to  the  metals  to  be  united,  as  shown  below  : — ^ 


MetcUs. 
Cast-iron,  malleable  iron,  steel 

Copper,  brass,  gun-metal 

Tinned  iron     . 

Zinc 

Pewter    . 

Lead  with  coarse  solder 


n 


fine  solder 
Soldering  fluid  is  a  concentrated  solution  of  chloride  of  zina 


Fluxes, 
Borax  or  Sal  ammoniaa 

{Sal  ammoniac,  chloride  of 
zinc,  or  rosin. 
Chloride  of  zinc  or  rosin. 
Chloride  of  zinc. 
Gallipoli  oil. 
Tallow. 
Bosin. 


^  Seddon. 
B.  C- 


-III 


'  Ammonium  chloride, 
2  A 
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TABLES. 

Tables  jsliowiiig  the  properties  of  metala,  and  giviog  the  weights  of  platce, 
wires,  tubes,  angles,  tees,  sad  sectiona  of  various  kinds,  are  to  be  found  in 
Molesworth's,  Hurst's,  and  other  eDgineering  pocket-books,  and  would  be  too 
TolutQimouB  for  these  Notes. 

Only  one  or  two  tables  are  therefore  inserted,  giving  the  most  neceesair 
information  in  its  simplest  form  : — 

FropertiBa  of  ICetals. — Table  showing  some  of  the  Fkopertiss  of 
useful  Metai& 


1 

UDiperiq.iDdb. 

if 

to 
11 

i 

J 

O 

_ 

11*  per 

BeU  metal    . 

8-0 

602 

104 

1^4 

•q.  Incb. 

Bismuth       . 

B-8 

eu 

i'a8 

1-45 

607'' 

■0014 

Brau,  ordin- 

.ry-2  co^ 
per,  1  lino 

8'3 

619 

1-08 

13-0 

G 

9,170,000 

1840° 

■OOIB 

Copper,  oMt . 

8-8 

637 

iia 

10-0 

„      dieet 

8-8 

650 

114 

n-d 

■0017 

„   wroaebt 

8-9 

658 

i:a 

I5^0 

... 

16,000.000 

1890"' 

■0017B 

Onn-netsI,  9 
coppeitol 

8-5 

628 

1-10 

14^0 

60 

9,900,000 

IBOO' 

■00181 

WroagM  iron 
Bar 
Plato      . 

7-7 
7-8 

480 

487 

1-00 
1-01 

26 

20 

i«l 

29,000,000 
24,000,000 

{   8280° 

■0012 

Cast       . 

7-2 

450 

■94 

7 

38 

17.000,000 

2700° 

■0011 

Lead,  Cast   . 

11-S5 

709 

1-47 

8 

3-1 

■0028 

Sheet. 

11-4 

71S 

1-48 

1-6 

720,000 

612° 

■0028 

Phosplior 
broiua 

28 

14,000,000 

PUtiDnm      . 

21 '5 

1344 

2-8 

3280° 

■0008  ■ 

Steel,  cast,  80ft 

7-8 

488 

1-01 

32 

8S 

30,000,000 

3300° 

■0012 

Tin,  cast 

7-3 

45e 

■85 

2-0 

442° 

■0023 

Zinc,  cast     . 

e'» 

428 

■8fl 

3'0 

770° 

■0029 

Munt2  meU! 

8-2 

611 

108 

22 

The  above  Table  is  compiled  from  the  works  of  Rankine,  Pole,  Anderson,  Unwin,  Uoles- 
worth,  and  others,  who  have  extended  the  reaiiltaotthe  liest  eiperimenls  upto  the  present 
time.  The  flguree  given  are  merely  approximate  averages— liable  to  be  materially  altered 
by  alight  alteration  in  the  composition  of  the  metal  and  other  circam stances. 

It  will  be  understood  that  there  is  great  variation  in  the  streni^h  of  different  descrip- 
tions of  the  same  metal.  Particulan  regarding  these  are  given  for  the  more  important 
metals,  such  as  iroa  and  steel,  in  the  Tables,  pp.  317-325. 
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Contraction  of  Metals  in  Cooling.— 
Table  showing  the  Contraction  of 
different  Metals  in  CASTiNa. 


Melting  Points  of  Alloys  of 
Iiead  and  Tina 

Degrees  Fahr. 


CONTIUCTIOK. 

Metal. 

In  fractions  of 
linear  dimen- 
sions. 

In  parts  of  an 

unit  per  inch  of 

linear  dimen- 

«ions. 

Cast  iron 
Copper 
•  Zinc    . 
6nn  metal    . 
Yellow  brass 
Iiead    . 

A 
A 

i 

\ 

\ 

A 
A 

Temp. 

Lead. 

Tin. 

Temp. 

'l^d. 

1  Tin. 

400 

11 

8 

490 

14 

4 

410 

25 

16 

500 

33 

8 

420 

7 

4 

510 

19 

430 

15 

8 

520 

25 

440 

8 

4 

530 

30 

460 

17 

8 

540 

38 

460 

9 

4 

550 

48 

470 

10 

4 

558 

25 

480 

23 

8 

630 

1 

' 

Gauges. — Imperial  Standard  Wire  Gauge. — The  following  Table  gives 
the  thicknesses  of  the  Staridard  Wire  and  Skeet  Metal  Gauges — sometimes 
described  as  the  SWQ — approved  by  Her  Majesty's  order  in  Council  Ist 
March  1883  to  be  Board  of  Trade  standards  from  1st  March  1884  : — 

New  Imperial  Standard  Wire  Gauge. — Denominations  of  Standards. 


Descrip- 
tive 
Number. 

Eqaivalents 

In  parts  of 

an  inch. 

Descrip- 
tive 
Namber. 

Eqaivalents 

in  parts  of 

an  inch. 

Descrip- 
tive 
Namber. 

Eqaivalents 

in  parts  of 

an  inch. 

Descrip- 
tive 
Number. 

Equivalents 

in  parts  of 

an  inch. 

Y/0 

0-500 

9 

0-144 

24 

0-022 

39 

0-0052 

6/0 

464 

10 

128 

25 

20 

40 

48 

6/0 

432 

11 

116 

26 

18 

41 

44 

4/0 

400 

12 

104     ' 

27 

0-0164 

42 

40 

8/0 

372 

13 

0-092 

28 

148 

43 

36 

2/0 

348 

14 

80 

29 

136 

44 

32 

0 

324 

15 

72 

30 

124 

45 

28 

0 

1 

■  300 

16 

64 

31 

116 

46 

24 

2 

276 

17 

56 

32 

108 

47 

20 

3 

252 

18 

48 

33 

100 

48 

16 

4 

232 

19 

40 

34 

0-0092 

49 

12 

6 

212 

20 

36 

35 

84 

50 

0-0010 

6 

192 

21 

32 

36 

76 

7 

176 

22 

28 

37 

68 

8 

160 

23 

24 

38 

60 

The  Birmingham  Wire  Gauge,  known  also  as  the  Birmingham  Iron  Wire 
Gauge,  the  Sheet  Iron  Gauge,  and  the  Wire  Gauge,  was  at  one  time  used  for 
sheet  iron,  steel,  hoop  iron,  tubes,  and  wire,  but  is  now  reserved  for  the  three 
latter,  and  is  generally  expressed  by  the  initials  BWQ  or  WQ.  The  following 
Table  gives  the  thicknesses  as  carefully  measured  by  Mr.  Holtzapffel,  and 
given  in  his  Mechanical  Manipulation.  The  mark  00000  is  not  shown  in 
liis  list,  but  is  frequently  added : — 


^  Extracted  from  Box  On  Heat. 
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Mark  or  No. 
of  Goage. 

Thickness  in 
inches. 

• 

Mark  or  No. 
ofGsnge. 

Thickness  in 
inches. 

Mark  or  No. 
of  Gauge. 

Thickness  in  Mark  or  Na 
inches.        of  Gauge. 

Thickness  in 
inches. 

00000 

0-500 

7 

0-180 

18 

0-049 

29 

0  013 

0000 

0-454 

8 

0165 

19 

0042 

30 

0012 

000 

0-425 

9 

0-148 

20 

0-035 

31 

0  010 

00 

0-380 

10 

0134 

21 

0-032 

32 

0-009 

0 

0-340 

11 

0120 

22 

0-028 

33 

0-008 

1 

0-300 

12 

0-109 

23 

0-025 

34 

0*007 

2 

0-284 

13 

0  095 

24 

0  022 

35 

0  005 

3 

0-259 

14 

0  088 

25 

0  020 

36 

0004 

4 

0-238 

15 

0-072 

26 

0018 

5 

0-220 

16 

0-065 

27 

0016 

6 

0-203 

17 

0-058 

28 

0-014 

^  Although  this  gage  seems  only  to  possess  40  terms,  in  reality  not  less  than 
60  sizes  of  wire  are  made,  as  intennediate  sizes  are  in  many  cases  added, 
and  occasionally,  though  the  sizes  are  retained,  Aeir  numbers  are  variously 
altered."^ 

Whitworth'b  Standard  Wire  Qauqb  is  given  below.  It  will  be  seen 
that  the  number  or  mark  of  the  gauge  is  the  number  of  thousandths  of  an  inch 
in  the  thickness  : — 


No.  or 
Mark. 

Thick- 
ness. 
Inch. 

No.  or 
Mark. 

Thick- 
ness. 
Inch. 

No.  or 
Mark. 

Thick- 
ness. 
Inch. 

No.  or 
Mark. 

Thick- 
ness. 
Inch. 

No.  or 
Mark. 

Thick- 
ness. 
Inch. 

1 

•001 

14 

•014 

34 

•034 

90 

•090 

280 

•280 

2 

-002 

15 

-015 

36 

•036 

95 

•095 

300 

•800 

3 

•003 

16 

•016 

38 

•038 

100 

•100 

325 

-325 

4 

-004 

17 

•017 

40 

-040 

110 

•110 

350 

•350 

5 

-005 

18 

•018 

45 

•045 

120 

•120 

375 

•376 

6 

-006 

19 

•019 

50 

•050 

135 

•135 

400 

•400 

7 

-007 

20 

•020 

55 

•055 

150 

•150 

425 

•426 

8 

•008 

22 

•022 

60 

•060 

165 

•166 

450 

•450 

9 

•009 

24 

•024 

65 

•065 

180 

•180 

475 

■475 

10 

•010 

26 

•026 

70 

•070 

200 

•200 

500 

•500 

11 

•Oil 

28 

-028 

75 

•075 

220 

•220 

12 

-012 

30 

-030 

80 

•080 

240 

•240 

13 

-013 

32 

•082 

85 

•085 

260 

•260 

The  Birmingham  Metal  Qauge,  also  called  the  Metal  Gauge  or  the  Plate 
Gauge^  is  intended  for  sheet  metals — except  sheet  iron  and  steel — such  as 
copper,  brass,  gold,  silver,  etc. 

Copper  is,  however,  frequently  sold  by  the  Birmingham  Wire  Gauge  given 
above,  and  by  the  special  gauges  of  manufacturers. 


Holtzapffel. 
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Birmingham  Plate  Gauge. 


Mark 
or  No. 

Thick- 
ness in 
inches. 

Mark 
or  No. 

Thick- 
ness in 
incites. 

Mark 

or  No. 

Thick- 
ness in 
inches. 

Mark 
or  No. 

Thick- 
ness in 
inches. 

1 

•004 

10 

•024 

19 

•064 

28 

•120 

2 

•005 

11 

■029 

20 

•067 

29 

•124 

3 

•008 

12 

•034 

21 

•072 

30 

•126 

4 

•010 

13 

•036 

22 

•074 

31 

•133 

5 

•012 

14 

•041 

23 

•077 

32 

•143 

6 

•013 

15 

•047 

24 

•082 

33 

•145 

7 

•015 

16 

•051 

25 

•095 

34 

•148 

8 

•016 

17 

•057 

26 

•103 

35 

•158 

9 

•019 

18 

•061 

27 

•113 

36 

•167 

The  Shut  and  Hoop  Iron  Gauge,  BG,  waa  issued  by  the  South  Staffordshire  Iron 
Masters'  Association  for  the  use  of  sheet  and  hoop  iron  makers,  1st  March  1884,  and  is 
adopted  by  the  trade.  It  is  important  that  in  all  transactions  in  sheet  and  hoop  irod 
the  initial  letters  BG  should  appear,  to  distinguish  the  Sheet  and  Hoop  Iron  Gauge  from 
the  Imi>erial  Standard  Wire  Gauge.  ^ 


Number 

of 
Gauge. 

Thick- 
ness. 
Inch. 

Number 

of 
Gauge. 

Thick- 
ness. 
Inch. 

Number 

of 
Gauge. 

Thick- 
ness. 
Inch. 

7/0 
6/0 
5/0 
4/0 

•6666 
•6250 
•5883 
•5416 

8/0 

2/0 

1/0 

1 

•5000 
•4452 
•3964 
•3532 

2 
8 

4 

•3147 
•2804 
•2225 

The  more  useful  part  of  the  Table  is  given  above.    The  ntmibers  continne  to  gauge  No. 
50,  which  has  a  thickness  of  •OOIO  inch. 

Weight  of  Metals. — Weight  in  lbs.  of  a  Square  Foot  of  Different 
Metals,  in  Thicknesses  varying  by  y^th  of  an  Inch, 


J     Thickness. 
*•        Inches. 

Wrought 
Iron. 

* 

a 

1 

i 
1 

1 

■ 

1 

2^7 

•d 

2  3 

2^3 

2-5 

2  9 

2-8 

2  6 

2-4 

3^7 

k 

6-0 

4^7 

5-1 

5-8 

4-7 

6^3 

5^5 

4-8 

7^4 

^ 

7^5 

7-0 

7-6 

8^7 

7-0 

8^2 

8-2 

7-2 

11-2 

i 

10  0 

9^4 

10^2 

11^6 

9^4 

11^0 

10-9 

9^6 

14^9 

^ 

12^5 

11^7 

12^8 

14-6 

11^7 

1S^7 

13^7 

12^0 

18-6 

i 

15-0 

14-1 

15-3 

17^2 

14^0 

16^4 

16-4 

14  4 

22^3 

^ 

17-5 

16^4 

17^9 

20^0 

16^4 

19-2 

19^1 

16-8 

26^0 

i 

20-0 

18^7 

20-4 

22^9 

18^7 

21^9 

21^9 

19-3 

29^7 

^ 

22-6 

21  •! 

25  0 

25-7 

21^1 

24^6 

24^6 

21-7 

33-4 

a 

25-0 

23-5 

25^5 

28  •& 

23^4 

27-4 

27  3 

24^1 

37-1 

H 

27-5 

25-8 

28^1 

81  ^4 

26^7 

30^1 

30-0 

26  5 

40^9 

} 

30-0 

28-1 

80-6 

84  8 

28  •! 

82^9 

82^8 

28^9 

44^6 

H 

32-5 

30^5 

38-2 

87*2 

80-4 

85^6 

35-0 

81-3 

48^3 

1 

85^0 

32^8 

85  7 

40-0 

82  •S 

38  3 

88  ^2 

38  ^7 

62-0 

H 

37^5 

35-2 

88  8 

42^9 

35  •! 

41^2 

41-0 

86^1 

55^7 

1 

40  0 

37-5 

40-8 

45^8 

37^5 

43^9 

43^7 

38-5 

59^4 

The  weight  per  square  foot  to  any  gauge  can  easily  be  obtained  from  the  above  Table 
by  multiplying  the  weight  of  a  square  foot  of  the  metal  1  inch  thick  by  the  thickness  of 
the  gauge  in  inches  or  parts  of  an  inch. 

^  Button's  Woi'Jcs  Manager*3  Handbook,  where  very  useful  Tables  of  the  weight  of 
iron  according  to  this  and  the  Imperial  Standard  Gauge  are  given. 


TIMBER. 

A  THOROUGH  knowledge  of  the  nature  and  properties  of 
difTerent  kinds  of  timber  is  very  important  to  the  engineer 
or  architect. 

Before  entering  upon  a  description  of  the  different  varieties  of 
timber  under  the  forms  in  -which  they  generally  come  into  the 
market,  it  will  be  advisable  to  make  a  few  remarks  on  the  growth 
of  trees.  A  very  shght  knowledge  of  this  branch  of  the  subject  ia 
necessary  in  order  that  other  points  more  intimately  connected 
with  the  practical  use  of  timber  may  be  clearly  understood. 

Q-rowth  of  Trees. — The  timbei  used  in  building  and  engineeiing  work  is 
obtuned  from  trees  of  the  claaa  known  by  botanieta  aa  "  Exoyen^,"  or  outward 


In  treea  of  this  class  the  stem  grows  by  the  deposit  of  successive  layera  of 
wood  on  the  outside  under  the  biu-k,  while  at  the  same  time  the  bark  becomes 
thicker  by  the  deposit  of  layera  on  its  under  side. 

Upon  examining  the  cross  section  of  such  trees  (see  Fig.  147)  we  find 
that  the  wood  is  made  up  of  several  cooccntric  layers  or  rings,  each  ring  con- 
sisting in  general  of  two  parts — the  outer  part  beii^  generally  darker  in 
colour,  denser,  and  more  solid  than  the  inner  part,  the  difference  between 
the  parta  vaiying  in  different  kinds  of  trees. 

liiese  layers  are  called  "  annuaf  fingi"  becanse  one  of  them  is,  as  a  rule, 
deposited  every  year,  in  a  manner  which  will  be  presently  eiploined. 

Li  the  centre  of  the  wood  is  a  column  of  pith,  p,  from  which  planes,  seen 
in  section  as  thin  lines,  m  m  (in  many  woods 
not  discernible),  radiate  toward  the  bark,  and 
in  some  cases  similar  lines,  m  m,  converge  from 
the  baik  toward  the  centre,  but  do  not  reach 
the  pith. 

These  radiating  lines  are  known  as  "  medvl- 
lartj  ray»  "  or  "  trcaitveru  septa."  When  they 
are  of  lai^  size  and  strongly  marked,  as  in 
some  kinds  of  oak,  they  present,  if  cut  obliquely, 
a  beautiful  figured  appearance,  called  "  tilver 
gram"  or  "felt." 

The  wood  is  composed  of  bundles  of  cellular 
F'K-  ^^^-  tubes,  which   serve   to   convey  the   required 

nourishment  from  the  earti  to  the  leaves. 
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The  process  of  growth  in  a  temperate  climate  is  as  follows  :-— 
In  the  spring  the  root  absorbs  juices  from  the  soil,  which  are  converted 
into  sap,  and  ascend  through  the  cellular  tubes  to  form  the  leaves. 

At  the  upper  surface  of  the  leaves  the  sap  gives  off  moisture,  absorbs  carbon 
from  the  air,  and  becomes  denser  ;  after  the  leaves  are  full  grown,  vegetation  is 
suspended  until  the  autumn,  when  the  sap  in  its  altered  state  descends  by 
the  under  side  of  the  leaves,  chiefly  between  the  wood  and  the  bark,  where 
it  deposits  a  layer  of  new  wood  (the  annual  ring  for  that  year),  a  portion  at 
the  same  time  being  absorbed  by  the  bark.  During  this  time  the  leaves 
drop  off,  the  flow  of  sap  then  almost  stops,  and  vegetation  is  at  a  standstill 
for  the  winter. 

With  the  next  spring  the  operation  recommences,  so  that  year  after  year 
a  distinct  layer  of  wood  is  added  to  the  tree. 

The  above  description  refers  to  temperate  climates,  in  which  the  circula- 
tion of  sap  stops  during  winter ;  in  tropical  climates  it  stops  during  the  dry 
season. 

Thus,  as  a  rule,  the  age  of  the  tree  can  be  ascertained  from  the  number 
of  annual  rings,  but  this  is  not  always  the  case.  Sometimes  a  recurrence 
of  exceptionally  warm  or  moist  weather  will  produce  a  second  ring  in  the 
same  year. 

As  the  tree  increases  in  age,  the  inner  layeis  are  filled  up  and  hardened, 
becoming  what  is  called  ''  dvramein^*  or  ^  heartwoodT  ^  The  remainder  is  called 
^  albumuTn/*  or  **  sapwood,^  The  sapwood  is  softer  and  lighter  in  colour  than 
the  heartwood,  and  can  generally  be  easily  distinguished  from  it 

In  addition  to  the  strengthening  of  the  wood  caused  by  the  drying  up  of 
the  sap,  and  consequent  hardening  of  the  rings,  there  is  another  means  by 
which  it  is  strengthened — that  is,  by  the  compressive  action  of  the  bark. 
Each  layer,  as  it  solidifies,  expands,  exerting  a  force  upon  the  bark,  which 
eventually  yields,  but  in  the  meantime  offers  a  slight  resistance,  compress- 
ing the  tree  throughout  its  bulk.^ 

The  sapwood  is  generally  distinctly  bounded  by  one  of  the  annual  rings, 
and  can  thus  be  sometimes  distinguished  from  stains  of  a  similar  colour 
which  are  caused  by  dirty  water  soaking  into  the  timber  while  it  is  lying 
in  the  ponds  (see  p.  390).  These  stains  do  not  generally  stop  abruptly 
upon  a  ring,  but  penetrate  to  different  depths,  colouring  portions  of  the 
various  rings. 

The  heartwood  ia  stronger  and  more  lasting  than  the  sapwood,  and  should 
alone  be  used  in  good  work. 

The  annual  rings  are  generally  thicker  on  the  side  of  the  tree  thftt  has 
had  most  sun  and  air,  and  the  heart  is  therefore  seldom  in  the  centre. 

Felling. — While  the  tree  is  growing  the  heartwood  is  the  strongest,  but 
after  the  growth  has  stopped  the  heart  is  the  first  part  to  decay.  It  is 
important,  therefore,  that  the  tree  should  be  felled  at  the  right  age. 

The  proper  age  varies  with  different  trees,  and  even  in  the  same  tree 
under  different  circumstances.  The  induration  of  the  sapwood  should  have 
reached  its  extreme  limits  before  the  tree  is  felled^  but  the  period  required 
for  this  varies  with  the  soil  and  climate. 

Trees  cut  too  soon  are  full  of  sapwood,  and  the  heartwood  is  not  fully 
hardened. 

1  Sometimes  called  the  "Spine."  '  Lsslett. 
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The  ages  at  which  the  under-mentioned  trees  should  be  felled  are  state' 
by  Tredgold  to  be  as  follows : — 

Oak  60  to  200  years ;  100  yean  the  best 

Ash  \ 

Laich  >  From  50  to  100  yean. 

Elm  j 

Kkt       .      }From70tolOOy«m. 

Oak  bark,  which  is  very  valuable,  is  sometimes  stripped  in  the  spring,  when 
it  is  loosened  by  the  rising  sap.  The  tree  is  felled  in  the  winter,  at  which 
time  the  sapwood  is  found  to  be  hardened  like  the  heart  This  practice  is 
said  by  Tredgold  to  improve  the  timber. 

Mr.  Laslett  says  that  ^'  to  select  a  healthy  tree  for  felling  we  must  seek  for 
one  with  an  abundance  of  yoUng  shoots,  and  the  topmost  branches  of  which 
look  strong,  pointed,  and  vigorous,  this  being  the  most  certain  evidence 
that  it  has  not  yet  passed  maturity." 

The  best  season  for  felling  timber  is  at  midsummer  or  midwinter  in  tem- 
perate, or  during  the  dry  season  in  tropical  climates,  when  the  sap  is  at  rest 

Squaring, — Directly  the  tree  is  felled  it  should  be  squared,  or  cut  into 
scantluig,  in  order  that  the  air  may  have  free  access  to  the  interior. 

Charaoterifltiofl  of  Good  Timber.  —  The  quality  of  timber 
depends  greatly  upon  the  treatment  the  tree  has  received,  the  time 
of  felling,  and,  above  all,  on  the  nature  of  the  soil  in  which  it  has 
grown. 

These  branches  of  the  subject  do  not  fall  within  the  province 
of  the  engineer  or  builder,  and  will  not  here  be  entered  upon ;  it 
will  be  sufficient  to  point  out  some  of  the  characteristics  by  which 
good  timber  may  be  known- 
Good  timber  should  be  from  the  heart  of  a  sound  tree — ^the  sap 
being  entirely  removed,  the  wood  uniform  in  substance,  straight  in 
fibre,  free  from  large  or  dead  knots,  flaws,  shakes,  or  blemishes  of 
anykini 

If  freshly  cut  it  should  smell  sweet ;  "  the  surface  should  not  be 
woolly,  or  clog  the  teeth  of  the  saw,"  but  should  be  firm  and  bright^ 
with  a  silky  lustre  when  planed ;  a  disagreeable  smell  betokens 
decay,  and  "  a  dull  chalky  appearance  is  a  sign  of  bad  timber." 

The  annual  rings  should  be  regular  in  form ;  sudden  swells  are 
caused  by  rind-gaUs ;  closeness  and  narrowness  of  the  layers  indi- 
cate  slowness  of  growth,  and  are  generaUy  signs  of  strength. 
When  the  rings  are  porous  and  open,  the  wood  is  weak,  and  often 
decayed. 

The  colour  of  good  timber  should  be  uniform  throughout ;  when 
it  is  blotchy,  or  varies  much  in  colour  from  the  heart  outwards 
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or  becomes  pale  suddenly  towards  the  limit  of  the  sapwood,  it  is 
probably  diseased. 

Among  coloured  timbers  darkness  of  colour  is  said  by  Eankine 
to  be  in  general  a  sign  of  strength  and  durability. 

Good  timber  is  sonorous  when  struck,  A  dull  heavy  sound 
betokens  decay  within  (see  p.  393).  Among  specimens  of  the 
same  timber,  the  heavier  are  generally  the  stronger. 

Timber  intended  for  use  in  important  work  should  of  course  be 
free  from  the  defects  mentioned  in  page  388.  The  knots  should 
not  be  large  or  numerous,  and  on  no  account  should  they  be  loose. 

The  worst  position  for  large  knots  is  when  they  are  near  the 
centre  of  the  balk  required,  and  more  especially  when  they  are  so 
situated  as  to  form  a  ring  round  the  balk  at  one  or  more 
points. 

The  sap  should  be  entirely  removed.  According  to  Mr.  Laslett, 
however,  the  heart  of  trees  having  the  moat  sapwood  is  generally 
stronger  and  better  in  quality  than  the  heart  of  trees  of  the  same 
species  that  have  but  little  sapwood. 

The  strongest  part  of  the  tree  is  generally  that  which  contains 
the  last-formed  rings  of  heartwood,  so  that  the  strongest  scantlings 
are  obtained  by  removing  no  more  rings  than  those  containing  the 
sap. 

Timber  that  is  thoroughly  dry  weighs  less  than  when  it  was 
green  (see  p.  388) ;  it  is  also  harder,  and  consequently  more  diffi- 
cult to  work. 

Defects  in  Timber. — There  are  eeveral  defects  in  timber  caused  hy  the 
nature  of  the  soil  upon  which  the  tree  was  grown,  and  by  the  vicissitudeB  to 
which  it  has  been  subjected  while  growing. 

ReaTUhaka  ate  splits  or  clefts  occurring  in  the  centre  of  the  tree.    They 
are  common  in  nearly  every  kind  of  timber.     The  splits  are  in  some  cases 
hardly  visible  ;   in  others  they  extend  almost  acroaa 
the  tree,  dividing  it  into  segments. 

When  there  is  one  cleft  right  across  the  tree  it  does 
not  occasion  much  waste,  as  it  divides  the  squared 
trunk  into  two  substantial  balks.  Two  clefCa  cross- 
ing one  another  at  right  angl«a,  as  in  Fig.  1 48,  make 
it  impossible  to  obtain  scantlings  larger  than  one- 
fourth  the  area  of  the  tree. 

The  worst  form  of  heartshake,  however,  is  one  in 
which  the  splits  twist  in  the  length  of  the  tree,  thns  "8-  ^^°- 

making  it  impossible  to  convert  the  tree  into  small  scantlings  or  planks. 

Stankaket  are  those  in  which  seveml  splits  radiate  {rata  the  centre  of  the 
timber,  as  in  Fig.  149. 

Cupdiaka  are  curved  splits  separating  the  whole  or  part  of  one  annual 
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Fig.  14S.  Fig.  150. 

ring  from  another  (see  Fig.  150).     When  they  occupy  only  a  amaJJ  portion  of 
a  ring  thej  do  no  great  harm. 

Rind^QalU  are  peculiar  curved  swellings,  caused  generally  by  the  growth  of 
layers  over  the  wound  remaining  after  a  bmnch  has  been  imperfectly 
lopped  off. 

UpaeU  are  portions  of  the  timber  in  which  the  fibres  have  been  injured  by 
crushing. 

Fm^Titie  is  a  yellow  or  red  tinge  caused  by  indpient  decay. 

Doatina*  is  a  speckled  stain  found  in  beech,  American  oak,  and  other 
timbers. 

Twitted  Fibre*  are  caused  by  the  action  of  a  prevalent  wind,  turning  the 
tree  constantly  in  one  direction.  Timber  thus  injured  is  not  lit  for  aquaring, 
as  so  many  of  the  fibres  would  be  cut  through. 


CLASSIFICATION  OF  TIMBER 

The  following  classificatioD  of  timber  is    a   modification   by 
Profeaaor  Ettnkine  and  Mr.  Hurat  of  that  originally  proposed  by 

Tredgold : — 

Class  I. — Pub  Wood  (natural  order  Cimi/trm). 


AoDual  rings  very  distinct ;  porea  I  Pina,    Fir,    Ijircli,    Cowrie,   Cedar, 

filled  witli  reainoug  matter;    one  Cypress,   Yew,  and  Joniper.     Of 

part  ot  each  ring  hard  and  darlc,  tliese  the  first  sii  only  are  in  ordi- 

tho  other  floft  and  ligbt  coloured.    |  narj  use,  and  will  be  deaoribed. 

Class  IL — HASn  Woon  or  Lrat  Woon  (Don-resinoas  and  non-ccniferona). 

Cboracteilstlce.  Eiunples. 

iStibdiv.  I.   Annual  rings  distinct ;  onel 
sids  porous,  the   other  ^  Oak. 

compact.  J 

Svidiv.II.  Annual  rings  not  disUnet;)     Beech,  Alder, 
texture  nearly  uniform.   )  Plane,  Sycamore. 

fSubdio.1.   Annu^  riagH  distinct  ione-l    chestnut,  Aah. 
side   porous,  the  other  \  ^^_      ^ 

compact.  j 

f       Mahogany, 
Subdiv.IL  Annual  rings  not  distinct;  J  Walnut,  Poplar, 
texture  nearly  oniform.   j     Teak,  Green- 
l  heart 
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With  regard  to  the  above  Table  Professor  Eankine  remarks : — 

"  The  chief  practical  bearings  of  this  classification  are  as  follows. 

"  Fir  wood,  or  coniferous  timber,  in  most  cases  contains  tur- 
pentine. It  is  distinguished  by  straightness  in  the  fibre  and  regu- 
larity in  the  figure  of  the  trees ;  qualities  favourable  to  its  use  in 
carpentry,  especially  where  long  pieces  are  required  to  bear  either 
a  direct  pull  or  a  transverse  load,  or  for  purposes  of  planking. 
At  the  same  time  the  lateral  adhesion  of  the  fibres  is  small,  so 
that  it  is  much  more  easily  shorn  and  split  along  the  grain  than 
hardwood,  and  is  therefore  less  fitted  to  resist  thrust  or  shearing 
stress,  or  any  kind  of  stress  that  does  not  act  along  the  fibres. 
Even  the  toughest  kinds  of  firwood  are  easily  wrought. 

"In  hard  wood,  or  non-coniferous  timber,  there  is  no 
turpentine-  The  degree  of  distinctness  with  which  the  struc- 
ture is  seen,  whether  as  regards  medullary  rays  or  annual  rings, 
depends  upon  the  degree  of  difference  of  texture  of  different 
parts  of  the  wood.  Such  difference  tends  to  produce  imequal 
shrinking  in  drying,  and  consequently  those  kinds  of  timber  in 
which  the  medullary  rays  and  the  annual  rings  are  distinctly 
marked  are  more  liable  to  warp  than  those  in  which  the  texture 
is  more  uniform.  At  the  same  time,  the  former  kinds  of  timber 
are,  on  the  whole,  the  more  flexible,  and  in  many  cases  are  very 
tough  and  strong,  which  qualities  make  them 'suitable  for  struc- 
tures that  have  to  bear  shocks."  ^ 

The  classification  shown  above  is  that  made  by  botanists  and 
given  by  most  writers  on  timber. 

For  many  practical  purposes,  however,  the  timber  used  upon 
engineering  and  building  works  may  be  divided  into  two  classes : — 

Soft  Wood,  including  firs,  pines,  spruce,  larch,  and  all  cone- 
bearing  trees. 

Habd  Wood,  including  oak,  beech,  ash,  elm,  mahogany,  etc. 

Olassifloatlon  of  Pir  Timber. — ^The  different  trees  induded  under  the  general  head 
of  '*  Fir  Timber  "  are  divided  by  botanists  into  the  pinee  and  firs,  which  produce  timber 
of  very  different  quality,  and  are  distinguished  in  the  growing  tree  by  the  leaves,  the 
shape  of  the  cones,  and  by  other  peculiarities. 

ThA  Pint  (Pinui)  has  slender  green  needle-shaped  leaves,  growing  in  clusters  of 
from  two  to  six  (according  to  the  species)  from  the  same  stalk.  It  has  one  straight  tap 
root,  the  trunk  does  not  taper  much,  the  wood  is  close  grained,  fibrous,  very  durable, 
full  of  resinous  matter,  and  of  a  high  bright  colour.  The  cones  have  thick  woody  scales 
that  do  not  fall  away  from  the  axis. 

Tht  Fir  or  Spruce  {Abies)  has  straight  short  leaves,  which  come  off  singly  from  the 
stalks.  The  roots  are  ramified,  the  trunk  tapers  more  than  that  of  the  pine,  the  shape  of 
the  tree  is  more  pyramidal,  the  wood  is  of  a  much  lighter  colour,  and  not  nearly  so  dur- 


^  Bankine,  OivU  Engineering,  y.  iiO, 
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able.    The  cones  are  long  and  pendulous,  'with  thin  woody  scales  that  do  not  fall  away 
from  the  axis. 

No  attention  is,  however,  paid  to  these  botanical  distinctionB  in  the  classi- 
fication adopted  on  buUding  or  engineering  works. 

The  carpenter  generally  gives  the  name  fir  to  all  red  and  yellow  timber 
from  the  Baltic,  somewhat  similar  timber  from  America  he  calls  jnn«,  whereas 
all  white  wood  from  either  place  is  known  as  spruce. 

Market  Porins  of  Timber. — ^Before  proceeding  further,  it  will 
be  weU  to  describe  the  dififerent  forms  to  which  timber  is  con- 
verted for  the  market. 

A  Log  is  a  trunk  of  a  tree  with  the  branches  lopped  o£ 

A  Balk  is  obtained  by  roughly  squaring  the  log. 

Fir  timber  is  imported  in  the  forms  and  under  the  designations  mentioned 
below. 

Hand  Masts  are  the  longest,  soundest,  and  straightest  trees  after  being 
topped  and  barked. 

The  term  is  technically  applied  to  those  of  a  circumference  between  24  and 
72  inches.  "  They  are  measured  by  the  hand  of  4  inches,  there  being  also  a 
fixed  proportion  between  the  number  of  hands  in  the  length  of  the  mast  and 
those  contained  in  the  circumference  taken  at  ^  the  length  from  the  butt  end."  ^ 

Spars  or  Poles  have  a  circumference  of  less  than  24  inches  at  the  base. 

Inch  Masts  are  those  having  a  circumference  of  more  than  72  inches,  and 
are  generally  dressed  to  a  square  or  octagonal  form. 

Balk  Timber  consists  of  the  trunk,  hewn  square,  generally  with  the  axe, 
(sometimes  with  the  saw),  and  is  also  known  as  square  timber. 

Planks  are  parallel-sided  pieces  from  2  inches  to  6  inches  thick,  1 1  inches 
broad,  and  from  8  to  21  feet  long. 

Deals  are  similar  pieces  9  in.  broad  and  not  exceeding  4  in.  in  thickness. 

Whole  Deals  is  the  name  sometimes  given  to  deals  2  in.  or  more  in  thickness; 

Cut  Deals  are  less  than  2  in.  thick. 

Battevis  are  similar  to  deals,  but  only  7  in.  broad. 

Ends  are  pieces  of  plank,  deal,  or  batten  less  than  8  feet  long. 

Scaffold  and  Ladder  Poles  are  from  young  trees  of  larch  or  spruce.  They 
average  about  33  feet  in  length,  and  are  classed  according  to  the  diameter  of 
their  butts. 

Bickers  are  about  22  feet  long,  and  under  2^  in.  diameter  at  the  top  end. 
The  smaller  sizes  are  called  Spars.^ 

Oak  is  supplied  as  follows  in  her  Majesty's  dockyards.' 

Rough  Timber,  consisting  of  the  trunk  and  main  branches  roughly  hewn  to 
an  octagonal  section. 

Sided  Timber,  being  the  trunk  split  down  and  roughly  formed  to  a  poly- 
gonal section. 

Thick  Stuff, — Not  less  than  24  feet  long,  and  of  an  average  length  of  at 
least  28  feet,  from  11  to  18  inches  wide  between  the  sap  in  the  middle  of 
its  length,  and  from  4^  inches  to  8^  inches  thick. 

Planks, — ^Not  less  than  20  feet  long,  and  of  an  average  length  of  at  least 
28  feet,  the  thickness  from  2  to  4  inches,  and  the  width  (clear  of  sap)  required 

1  Laslett  «  Seddon's  Notes.  »  Laslett 
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at  the  middle  of  the  length  varying  according  to  the  thickness,  i,t.  between 
9  and  15  inches  for  3,  3^,  and  4  inch  planks,  between  8  and  15  inches  for  2 
and  2^  inch  planks. 

Wankt  Timber  is  a  term  used  for  logs  which  are  not  perfectly  square.  The 
balk  cut  being  too  large  for  the  size  of  the  tree,  the  square  comers  of  the 
balk  are  wanting,  and  their  place  is  taken  by  flattened  or  rounded  angles,  often 
showing  the  bark,  and  called  vnmes. 

Compass  Timber  consists  of  bent  pieces,  the  height  of  the  bend  from  a 
straight  line  joining  the  two  ends  being  at  least  5  inches  in  a  length  oi 
12  feet 


DESCEIPTIONS  OF  DIFFERENT  KINDS  OF  TIMBERS 

PINE  WOOD  OR  SOFT  WOOD. 

Northern  Pine  (Pinus  sylvestris). — This  timber,  frequently 
known  as  "  red  or  yellow  fir,"  is  from  the  "  Scotch  fir  "  tree. 

The  term  Northern  Pine  has  been  introduced  by  Mr.  Hurst  for  the  reasons 
given  in  the  following  remarks,  extracted  from  his  Handbook : — 

"  Much  confusion  haB  arisen  among  architects  and  builders  owing  to  the 
absurd  practice  of  naming  this  timber  after  the  ports  of  shipment,  and  also 
from  confounding  the  pines  (Pinus)  with  the  firs  {Abies)^  although  they  belong 
to  distinct  genera.  .  .  .  The  P.  sylveitria  is  essentially  a  wood  of  north- 
em  climates,  and  will  thrive  at  greater  elevations  and  in  higher  latitudes 
than  even  the  fir  ;  hence  the  term  '  northern  pine '  given  to  it  by  the  author 
in  his  edition  of  Tredgold's  carpentry,  and  also  adopted  throughout  this  work." 

This  tree  grows  in  Scotland,  and  also  in  the  Baltic  and  Russia, 
whence  most  of  the  timber  used  in  this  country  is  imported,  both 
in  balks,  and  also  in  planks,  deals,  and  battens, 

Tredgold  gives  the  following  description  of  the  appearance  of 
this  timber : — 

**  The  colour  of  the  wood  of  different  varieties  of  Scotch  fir  differs  consider- 
ably. It  is  generally  of  a  reddish  yellow,  or  a  honey  yellow  of  various 
degrees  of  brightness. 

'*  It  consists  in  the  section  of  alternate  hard  and  soft  circles  ;  the  one  part 
of  each  annual  ring  being  soft  and  light  coloured,  the  other  harder  and  dark 
coloured.  It  has  no  laiger  transverse  septa,  and  has  a  strong  resinous  odour 
and  taste.  It  works  easily  when  it  does  not  abound  in  resin  ;  and  the  foreign 
wood  shrinks  about  iMh  part  of  its  ^vidth  in  seasoning  from  the  log. 

"  In  the  best  timber  the  annual  rings  are  thin,  not  exceeding  ^  inch  in 
thickness.     The  dark  parts  of  the  rings  are  of  a  bright  and  reddish  colour, 

'  Taken  chiefly  from  the  works  of  Tredgold,  Hurst,  Newland,  Laslett,  and  Rankine. 
These  works  contain  a  great  deal  of  information  regarding  various  foreign  timbers 
not  used  in  this  country,  and  also  as  to  the  less  common  varieties  of  home  growth, 
which  it  is  unnecessary  here  to  enter  upon. 
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the  wood  haid  and  dry  to  the  feel,  neither  leaving  a  woolly  surface  after  the 
saw  nor  filling  its  teetii  with  resin.     *     ♦     ♦ 

^  The  inferior  kinds  have  thick  annual  rings — in  some  the  dark  parts  of 
the  rings  are  of  a  honey  yellow,  the  wood  heavy,  and  filled  with  soft  resinous, 
matter,  feels  clammy,  and  chokes  the  saw. 

''Timber  of  this  kind  is  not  durable  nor  fit  for  bearing  strains.  Mar 
Forest  timber  is  often  of  this  kind.  In  other  inferior  kinds  the  wood  is 
spongy,  contains  less  resinous  matter,  and  presents  a  woolly  surface  after  the 
saw. 

"  Swedish  timber  is  often  of  this  kind,  and  is  then  inferior  in  strength  and 
stiflfness." 

Mr.  Fincham,  quoted  by  Mr.  Hurst,  says  further — 

''  If  the  timber  is  good,  its  parts,  on  being  separated,  appear  stringy  and 
oppose  a  strong  adhesion,  and  the  shavings  from  the  plane  will  bear  to  be 
twisted  two  or  three  times  round  the  fingers  ;  whereas  if  the  stick  is  of  bad 
quality,  or  in  a  state  of  decay  and  has  lost  its  resinous  substances,  the  chips 
and  shavings  come  off  short  and  brittle,  and  with  much  greater  ease." 


VARIETIES  IN  GENERAL  USK 

Balk  Timber. — The  best  balks  of  northern  pine  are  imported 
from  Dantzic,  Memel,  Riga. 

Dantzig  Timber  is  grown  chiefly  in  Prussia,  and  takes  its  name  firam  the 
port  where  it  is  shipped. 

Appearance, — ^Its  general  appearance  answers  to  the  description  given  above, 
though  in  colour  it  is  rather  whiter  than  other  varieties. 

Chafxicterittics, — ^This  timber  is  strong,  tough,  elastic,  easily  worked,  and 
durable  if  well  seasoned. 

It  contains,  especially  in  small  trees,  a  large  proportion  of  sapwood,  which 
in  fresh  timber  can  hardly  be  distinguished  from  the  heartwood,  and  it  fre- 
quently contains  large  and  dead  knota     The  heart  is  often  loose  and ''  cuppy." 

Market  forms. — Dan  tide  balks  are  from  18  to  45  feet  long,  and  generally 
14  to  16  inches  square. 

The  deals  vary  from  2  to  5  inches  in  thickness,  and  in  length  from  18  to 
50  feet 

The  classification  of  this  timber,  and  of  that  from  Memel,  as  to  qualities, 
etc.,  is  given  at  pp.  384,  385. 

Memel  Timber  is  very  similar  to  that  from  Dantzic,  but  is  considered 
hardly  so  strong.  The  scantlings  of  the  balks  are  rather  smaller,  being  from 
13  to  14  inches  square. 

RiQA  Timber  is  like  the  other  varieties  just  described,  but  the  annual 
rings  are  closer. 

It  is  slightly  inferior  to  Dantzic  in  strength,  is  remarkable  for  its  stnught 
growth,  for  the  small  proportion  of  sap  it  contains,  and  for  its  freedom  from 
knots.  It  IB,  however,  frequently  a  little  shaky  at  the  centre,  and  is  therefore 
not  so  fit  for  conversion  into  deals  as  other  varieties. 

This  timber  is  only  once  sorted  for  masts  before  it  is  exported,  and  is 
placed  in  the  market  without  the  brands  described  on  pi  384. 
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NoBWAT  Timber  is  of  small  aze,  tough,  and  durable^  but  it  generally  con- 
tains a  good  deal  of  sapwood. 

The  balks  are  only  about  8  or  9  inches  squaie. 

Swedish  Timber  somewhat  resembles  that  from  the  Prussian  ports,  but 
the  balks  are  generally  tapering  in  form,  of  small  size,  and  not  of  good 
quality. 

Appearance. — The  wood  is  of  a  yellowish-white  colour,  soft,  clean,  and 
straight  in  grain,  with  small  knots  and  very  little  sap,  but  the  balks  are 
generally  shaky  at  the  heart,  and  therefore  uiifit  for  conversion  into  deals. 

Mr.  Laslett  says — *'  There  Ib  little  to  recommend  the  Swedish  fir  to  favour- 
able notice  beyond  the  fact  of  its  being  cheap  and  suitable  for  the  coarser 
purposes  in  carpentry.'' 

It  is  used  chiefly  for  scaffolding. 

Market  forms. — The  balks  are  generally  from  20  to  35  feet  long,  and  from 
10  to  12  inches  square. 

The  classification  of  Baltic  timber  is  given  at  pp.  384,  385,  in  connection 
with  the  description  of  the  marks  upon  it 

Planks,  Deals,  and  Battens. — Flanks,  deals,  and  battens  &om 
the  Baltic,  when  cut  from  the  northern  pine  {PinTis  sylvestrH) 
are  known  as  yellow  deal  or  red  deal.  When  cut  from  the 
spruce  {Abies)  (see  pp.  363  and  371),  they  are  called  white  deals. 

It  would  be  very  difficult  to  give  a  list  of  all  the  different  varieties  of 
planks,  deals,  and  battens  of  northern  pine  to  be  found  in  the  market,  with  a 
detailed  description  of  each. 

The  minute  distinctions  which  exist  in  appearance  and  quality  could 
not  be  described  on  paper,  and  any  attempt  to  point  out  these  differences 
would  not  be  of  any  practical  value. 

Mr.  Laslett  says  that  taking  deals,  battens,  etc.,  <Mn  a  general  way,  the 
order  of  quality  would  stand  first  or  best  with  Prussia ;  then  with  Russia, 
Sweden,  and  Finland  ;  and  lastly  with  Norway." 

Yellow  Deals. — The  following  list  mentions  only  a  few  of  the  principal 
ports  &om  which  manufactured  timber  is  imported,  and  the  salient  or  most 
marked  characteristic,  if  any,  which  is  peculiar  to  each  kind  : — 

Prussian. — Memel,  DanUic^and  Stettin. — The  deals  imported  are  very 
durable  and  adapted  for  external  work,  but  they  are  chiefly  used  for  ship- 
building. 

The  export  of  deal  from  the  Prussian  ports  of  Daatzic,  Memel,  Stettin,  etc.,  is  almost 
entirely  confined  to  yellow  planks  and  deck  deals,  called  also  red  deals,  2  to  4  inches 
thick,  used  for  shipbuilding." 

"  The  reason  for  this  is  that  the  timber  fh>m  the  southern  ports  being  coarse  and  wide 
in  the  grain,  could  not  compete  in  the  converted  form,  as  deals,  etc.,  with  the  closer- 
grained  and  cleaner  exports  from  the  more  northern  ports."  * 

Russian. — Petersburg,  Onegay  Archangel,  Narva. — ^These  are  the  best  deals 
imported  for  building  purposes.  They  are  very  free  from  sap,  knots,  shakes, 
or  other  imperfections  ;  of  a  clean  grain,  and  hard  well-wearing  surface,  which 
makes  them  well  adapted  for  flooring,  joinery,  etc. 

The  lower  qualities  are,  however,  of  course  subject  to  defects. 

^  Seddon. 
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Petersburg  deals  are  apt  to  be  sbaky,  having  a  great  many  centres  in  the  planks  and 
deals,  bat  the  best  qualities  are  very  clean  and  free  from  knots."  ^ 

These  deals  are  very  subject  to  dry  rot. 

All  the  Russian  deals  are  said  ^  to  be  unfit  for  work  exposed  to  darop.  In  those  from 
Archangel  and  Onega  "  the  knots  are  often  surrounded  by  dead  bark,  and  drop  out  when 
the  timber  is  worked."  ^ 

Wyhcrg  deals  are  sometimes  of  very  good  quality,  but  often  full  of  sap. 

Finland  and  Ntland  are  stated  by  Newland  to  be  14  feet  long,  very 
durable,  but  fit  only  for  the  carpenter. 

Norwegian. — Ghristiania,  Dram, — Yellow  deals  (as  well  as  white,  see  p. 
367)  and  battens  are  imported  from  Cbristiania,  together  with  battens  from 
Dram.     They  used  to  bear  a  high  character,  being  clean  and  carefully  con- , 
verted,  but  are  now  very  scarce, 

A  good  deal  of  the  Norwegian  timber  is  imported  in  the  shape  of  prepared 
flooring  and  matched  boarding. 

Dram  battens  are  often  found  to  be  suffering  from  dry  rot,  especially  when 
they  are  badly  stacked. 

Swedish. — Oefle,  Stockholm,  Eolmmind,  Soderkamj  Gottenburg,  Hemosand, 
Sundsuxill. — ^^  The  greater  portion  of  the  Swedish  timber  is  coarse  and  bad, 
but  some  of  the  very  best  Baltic  deal,  both  yellow  and  white,  comes  from 
Gefle  and  Soderham." 

"  The  best  Swedish  deals  run  more  sound  and  even  in  quality  than  the  Russian  ship- 
ments, from  the  different  way  in  which  the  timber  is  converted. 

'*  A  balk  of  Bussian  timber  is  all  cut  into  deals  of  one  quality,  hence  the  numerous 
hearts  or  centres  seen  amongst  them,  which  are  so  liable  to  shake  and  split ;  whereas  in 
Swedish  timber  the  inner  and  the  outer  wood  are  converted  into  different  qualities  of 
deals.     Hence  the  value  of  first-class  Swedish  goods. 

"  4-inch  deals  should  never  be  used  for  cutting  into  boards  as  they  are  cut  from  the 
centres  of  the  logs.  3-inch  deals,  the  general  thickness  of  Russian  goods,  are  also  open 
to  the  same  objection.  Swedish  2^  and  2-inch  deals  of  good  quality  are  to  be  pre- 
ferred to  8-inch,  since  they  are  all  cut  from  the  sound  outer  wood ;  although,  being  a 
novelty  in  the  market,  and  their  value  not  understood,  they  are  cheaper."  ^ 

It  wiU  be  seen  from  the  above  quotation  that  the  first  qualities  of  Swedish 
deals  have  a  high  character  for  freedom  from  sap,  etc.  The  lower  qualities 
have  the  usual  defects,  being  sappy,  and  containing  large  coarse  knots. 

Mr.  Newland  considers  Swedish  deals  fit  for  ordinary  carcase  work,  and 
Mr.  Hurst  says  that  from  their  liability  to  warp  they  cannot  be  depended 
upon  for  joiners*  work. 

^«tf«.— -Swedish  deals  are  conmionly  used  for  all  purposes  connected  with 
building,  especially  for  floors. 

Amerioan  Pine. — ^There  are  three  or  four  descriptions  of  this 
timber  in  the  market,  which  will  now  be  described. 

As  a  rule  American  pine  is  in  many  respects  inferior  to  that 
from  the  Baltic.  It  is  generally  weaker,  and  comparatively 
wanting  in  durability.  On  the  other  hand,  it  is  clean,  free  fipom 
defects,  and  easily  worked. 

Amerioan  Red  Fine  {Pimis  rv^fi},  also  Pimis  resinosa,  takes  its  name 
&om  the  red  colour  of  its  bark,  and  is  known  generally  as  Canada  Bed  Pine. 

*  Seddon.  *  Newland. 
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Where  found, — Canada. 

Aj^pearance, — Reddish  white,  clean  fine  grain.  Very  like  Memel,  bnt  with 
laiger  knots. 

Charaeteristice, — Small  timber,  very  solid  in  centre,  not  much  sap  or  pith, 
tough,  elastic,  does  not  warp  or  split,  moderately  strong,  few  large  knots, 
very  durable  where  well  ventilated,  adheres  well  to  glue,  not  much  loss  in 
conversion. 

Uses. — ^By  cabinetmakers  for  veneering,  sometimes  for  internal  fittings  of 
houses. 

Market  farms. — ^Logs  16  to  50  feet  long,  10  to  18  inches  square,  and 
about  40  cubic  feet  in  content ;  classed  as  "  large,**  ^  mixed/'  and  ^  building  " 
sizes. 

Amerioan  ITellow  Fine  {Pinus  strolms)  is  produced  from  a  straight  and 
lofty  tree  found  in  North  America  ;  used  to  be  sometimes  known  as  "  Wey- 
mouth Pine,''  because  it  was  first  introduced  into  this  country  by  Lord  Wey- 
mouth.    In  America  it  is  called  white  pins  from  the  colour  of  its  bark. 

Its  leaves  grow  in  tufts  of  5.  The  cones  are  very  long,  with  loosely  arranged 
scales. 

Appearance. — The  wood  when  freshly  cut  is  of  a  white  or  pale  straw  colour, 
but  becomes  of  a  brownish  yellow  when  seasoned.  The  annual  rings  are  not 
very  distinct,  the  grain  is  clean  and  straight ;  the  wood  is  very  light  and 
sof^  when  planed  has  a  silky  surface,  and  is  easily  recognised  by  the  short 
detached  dark  thin  streaks,  like  short  hair  lines,  which  always  appears  run- 
ning in  the  direction  of  the  grain. 

Characteristics. — The  timber  is  as  a  rule  clean,  free  from  knots,  and  easily 
worked,  though  the  top  ends  of  logs  are  sometimes  coarse  and  knotty  ;  it  is 
also  subject  to  cup  and  heart  shakes,  and  the  older  trees  to  sponginess  in  the 
centre.  It  adheres  to  glue,  but  does  not  hold  nails  weU.  This  timber  often 
arrives  in  this  country  in  an  incipent  state  of  dry  rot,  and  it  is  very  subject 
to  that  disease. 

It  lasts  weU  in  a  dry  climate,  such  as  that  of  America,  but  is  not  durable 
in  England. 

Uses. — Yellow  pine  is  much  used  in  America  for  carpenters'  work  of  all 
Kinds  ;  it  is  also  used  for  the  same  purpose  in  Scotland,  and  in  some  large 
English  towns,  but  in  London  and  the  neighbourhood  it  is  considered  inferior 
in  strength  to  Baltic  timber. 

The  great  length  of  the  logs  and  their  fireedom  from  defects  causes  this 
timber  to  be  extensively  used  for  masts  and  yards  whose  dimensions  are  so 
great  that  they  cannot  be  procured  from  Baltic  timber. 

For  joinery  this  wood  is  invaluable,  being  wrought  easily  and  smoothly 
into  mouldings  and  ornamental  work  of  every  description.  It  is  parti- 
cularly adapted  for  panels  on  account  of  the  great  width  in  which  it  may 
be  procured,  and  it  is  also  extensively  used  for  making  patterns  for  castings. 

Market  farms. — The  best  is  imported  as  inch  masts  roughly  hewn  to  an 
octagonal  form. 

Next  come  logs  hewn  square  from  18  feet  to  60  feet  long,  averaging 
about  16  inches  square,  and  containing  about  65  cubic  feet  in  each  log.  A 
few  pieces  are  only  14  inches  square,  and  short  logs  may  be  had  exceeding 
even  26  inches  square.     Some  is  imported  as  "  waney  timber  "  (see  p.  365). 

A  few  3-inch  deals  are  imported^  varying  in  width  from  9  to  24  inchea,  and 
even  as  wide  as  32  inches. 

B.  C. — ^m  2  B 
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CloMnfieation} — American  yellow  deals  are  claseed  as  follows : — 

Blights      .         .         .         Ist,  2d,  and  3d  quality, 
Dry  floated         .         .  „  „ 

Floated      ...  „  „ 

their  order  of  merit  being  flrst  quality  brights,  first  quality  dry  floated,  first 
quality  floated,  then  second  quality  brights,  and  so  on. 

BrigkU  are  sawn  from  picked  logs  and  have  not  been  discoloured  by 
being  floated  down  the  rivers,  and  are  therefore  of  a  much  cleaner  and 
brighter  yellow. 

Floated  deals^  etc,  have  been  floated  or  rafted  down  the  rivers  from  the 
felling  grounds. 

Dry  floated  implies  that  the  deals,  etc,  have  been  stacked  and  dried  before 
shipment. 

First  quality  yellow  deals  of  each  kind  should  be  clean,  straight  grained, 
and  quite  free  from  shakes  and  knots.  Second  quality  are  a  little  inferior 
in  these  respects,  and  third  quality  are  inferior  again. 

Floating  the  deals  damages  them  considerably,  besides  discolouring  them. 
The  soft  and  absorbent  nature  of  the  wood  causes  them  to  warp  and  shake 
very  much  in  drying,  so  that  floated  deals  should  never  be  used  for  fine  work. 

The  best  ports  are  Quebec  for  yellow  deals,  and  St  John  for  spruce  deals. 
Goods  from  the  more  southern  ports,  such  as  Kichibucto,  Miramichi,  Shedac, 
etc.,  are  of  an  inferior  quality. 

Rafted  or  floated  deals  are  shipped  from  all  the  Canadian  ports  except 
St  John,  hence  the  superiority  of  St  John  deals,  which  are  always  bright  or 
unwatered. 

Quebec  Yellow  Fine  (Pimu  variabilis)  is  imported  chiefly  from  the 
place  after  which  it  is  named.  It  is  used  for  masts  and  yards  of  large  ships, 
but  not  much  for  other  purposes. 

Pitch  Fine  (Pinus  rigida)  has  its  leaves  in  threes,  scales  of 
cones  rigid,  sharp  edges,  rough  bark. 

The  best  of  this  timber  comes  from  the  southern  states  of  North 
America,  chiefly  from  the  ports  of  Savannah,  Darien,  and  Pensacola. 

Appearance. — ^The  wood  has  a  reddish-white  or  brown  colour ; 
the  annual  rings  are  wide,  strongly  marked,  and  form  beautiful 
figures  when  the  wood  is  wrought  and  varnished. 

Characteristics. — The  timber  is  very  full  of  resinous  matter, 
which  makes  it  extremely  durable,  but  sticky  and  difficult  to 
plane.  It  is  hcurd,  heavy,  very  strong,  hard  to  work,  free  from 
knots,  but  containing  a  large  proportion  of  sapwood.  It  is  subject 
to  heart  and  cup  shake,  and  soon  rots  in  a  moist  atmosphere. 
The  wood  is  brittle  when  dry,  and  its  elasticity,  strength,  and 
durability  are  often  reduced  by  the  practice  of  "  bleeding "  or 
tapping  the  tree  for  the  sake  of  the  turpentine  it  contains.  It  is 
too  full  of  resin  to  take  paint  well 

Uses. — Pitch  pine  is  used  for  the  heaviest  timber  structures  in 

^  From  Seddon's  BuUdti's  Work. 
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engineering  works,  where  great  strength  and  lasting  properties  are 
required;  also  by  shipbuilders  for  deep  planks;  by  builders  for  floors 
(being  veiy  durable  under  wear),  for  window  sills,  and  for  orna- 
mental joinery  of  all  kinds.     The  heartwood  is  good  for  pumps. 

Marled  forms. — ^Logs  11  to  18  inches  square  (averaging  16 
inches  square)  and  20  to  nearly  80  feet  long ;  planks  3  to  5  inches 
thick,  10  to  15  inches  wide,  and  20  to  45  feet  long.  As  it  is 
subject  to  heart-shakes  and  cup-shakes,  it  is  more  economical  to 
purchase  it  in  the  form  of  planks  when  it  is  required  to  be  used 
in  that  form.^ 

White  Fir  or  Spraoe  {Abies  excelsci), — This  timber  is  from  trees 
found  in  Norway,  in  most  of  the  mountainous  parts  in  the 
north  of  Europe,  in  North  America,  and  also  in  this  country. 

The  peculiarities  of  the  tree,  leaves,  etc.,  are  given  at  page  363. 

The  wood  is  generally  known  in  this  country  as  white  deal. 

AjppearaTu^. — ^The  wood  is  of  a  yellowish- white,  or  sometimes 
of  a  brownish-red  colour,  becoming  of  a  bluish  tint  when  exposed 
to  the  weather.  The  annual  rings  are  clearly  defined,  the  surface 
has  a  silky  lustre,  and  the  timber  contains  a  large  number  of 
very  hard  glossy  knots,  by  which  it  may  be  easUy  recognised. 

The  sapwood  is  not  distinguishable  from  the  heart 

Characteristics. — This  timber  is  tough,  sometimes  fine  grained, 
light,  and  elastic,  difl&cult  to  work,  especially  where  the  knots 
occur,  shrinks  but  little,  and  takes  a  fine  polisL 

It,  however,  shrinks  and  twists,  and  warps  very  much,  unless 
restrained  when  seasoning,  and  is  wanting  in  durability. 

It  is  moreover  knotty;  inferior  in  strength  to  the  red  and 
yellow  pine,  not  so  easily  worked,  and  is  apt  to  snap  under  a 
sudden  shock. 

Uses. — ^The  deals  are  used  for  the  coarser  descriptions  of 
joinery,  cheap  flooring  boards,  etc.,  for  panels,  also  for  packing- 
cases  and  other  common  work  where  cheapness  is  the  first  object 

*'  White  deal  '*  is  a  nice  wood  for  tops  of  dressers,  shelves,  and 
conmion  tables,  but  being  liable  to  warp  it  should  not  be  cut  too 
thin,  not  under  an  inch  if  possible.  For  sticking  mouldings  and 
the  finer  kinds  of  joiners'  work  it  is  not  fit,  as  the  hard  knots  turn 
the  plane  iron."^ 

The  trees  being  generally  straight,  strong,  and  elastic,  are  used 
for  small  spars  for  ships  and  boats,  for  ladders  and  scaffold  poles. 

Baltio  Spruce  comes  chiefly  from  Norway,  also  Sweden,  Russia,  and  Prussia. 

^  Seddon. 
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Wbtts  Dbai.-—'' Some  of  the  bert  vhite  deal  comes  fnni  ObvCumw 
oCfacr  Noiwcgiui  ports  is  not  to  be  icJied  npoiiy  bdng  apt  to  wazp  and  split  in  drTing."  ^ 

Both  good  and  bad  qnaiities  are  sent  from  DnmL,  Hm  deals  from  the  npbnd  aie 
more  free  from  shakea  than  the  other. 

Spmoe  from  Frtderikdait  oontaina  looee  blade  knots. 

**  OiMttibwrg  irhite  deals  are  had  and  stringy/'  onlj  lit  for  packing-cases  sad 
temporaiy  work.  ''Tlie  aame  remark  applies  in  grBsier  dc|^  to  those  from  Htnyammd 
and  SumdmnU.^  ' 

Hie  best  Bnssiaa  white  deal  is  shipped  from  Onega.  Yaj  good  deals  eamefrmn 
NarvOf  Felenbwrg ;  white  deals  are  fine  and  dose  in  gnun,  but  expand  and  eontnct 
with  changes  of  weather. 

Biga  dads  are  coaner  and  more  open-giained  than  the  other  Bnasiaa  descriptions. 

Amezioan  Spmoe. — ^Tfaere  are  at  least  fonr  yarieties  of  the  tree  from 
which  thiB  timber  is  produced: — The  white  spnice  {AHa  alba\  which 
flouriBhes  in  the  colder  paita  of  North  America ;  the  black  spmce  (Ahiu 
nigra),  and  the  Wenlodc  spruce  (Ahia  Canadentit),  fonnd  chiefly  in  Lower 
Canada;  and  the  red  spmce  (Abies  rubra),  imported  from  Nova  Scotia. 

The  red  spnice  is  sometimes  known  as  '^  Newfoundland  red  pine," 

Appearance. — ^The  timber  greatly  resembles  the  spruce  from  the  Baltic, 
having  the  same  characteristic  glassy  knots.  The  wood  of  the  black  and 
white  yarieties  is  the  same  in  appearance — ^the  difference  of  colour  being 
only  in  the  bark  of  the  tree  ;  the  black  produces  the  laigest  and  best  timber. 

CharacUristiei. — ^American  spruce  is  inferior  to  that  firom  Norway — ^it  is 
not  so  resinous  or  so  heavy — is  tougher,  warps  and  twists  veiy  much,  and 
soon  decajrs. 

The  Cftuadian  spruce  is  better  than  that  from  New  Brunswidc. 

Usee. — ^This  timber  is  used  for  the  same  purposes  as  Baltic  spruce. 

The  Larch  (Larix  Burop^ea)  is  found  in  various  parts  of  Europe  ;  the 
finest  varieties  being  in  Russia. 

Appearance. — The  wood  is  honey  yellow  or  browmsh  white  in  colour,  the 
hard  part  of  each  ring  being  of  a  redder  tinge,  silky  lustre. 

There  are  two  kinds  in  this  country,  one  yellowish  white,  croes-grained, 
and  knotty  ;  the  other  (grown  generally  on  a  poor  soil  or  in  elevated  positions) 
reddish  brown,  harder,  and  of  a  straighter  grain. 

Cha/raeterietics. — *'  Decidedly  the  toughest  and  most  lasting  of  all  the  coni- 
ferous tribe,**  *  very  strong  and  durable — shrinks  very  much — straight  and 
even  in  grain,  and  free  from  laige  knots,  very  liable  to  warp,  but  stands  well 
if  thoroughly  dry — ^Ib  harder  to  work  than  Baltic  fir — ^but  surface  is  smoother, 
when  worked.     Bears  nails  driven  into  it  better  than  any  of  the  pines. 

Uses, — Chiefly  for  posts  and  palings  exposed  to  weatiier,  railway  sleepers, 
etc  ;  also  for  flooring,  stairs,  and  other  positions  where  it  will  have  to 
withstand  wear. 

American  Larohbb  are  the  black  variety  (Larix  pendula)  known  as  ffaci- 
mataek  or  as  Tamarak;  and  also  the  red  variety  (Larix  fiUcrocofpa). 

The  timber  from  these  trees  resembles  that  from  the  European  larch. 

The  Cedar  (Cedrvs  Lihant)  properly  so  called,  comes  from  Mount  Lebanon, 
and  Asia  Minor,  and  is  not  much  known  in  this  country. 

The  wood  generally  known  as  cedar  is  from  trees  of  the  genus  Junipenu. 

These  trees  are  found  in  Viiginia,  Bermuda,  Florida,  and  also  in  India^ 
Australia,  etc. 


^  Seddon.  *  Newland  '  Brown's  Forester,  p.  278. 
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Aj^tpwiraiMt, — The  heartwood  is  a  reddish  brown,  sapwood  white,  straight- 
grained,  and  porous. 

OharacteruHcs. — ^Very  light  and  brittle,  and  wanting  in  strength ;  Tredgold 
says  it  is  about  f  the  strength  of  the  best  red  pine  ;  is  easily  worked  ;  does 
not  shrink  much ;  is  vexy  durable  when  well  ventilated.  Has  a  pungent  odour 
which  often  unfits  it  for  internal  joinery,  but  protects  it  from  being  attacked 
by  insects.  A  resinous  substance  exudes  horn  the  tiniber  when  freshly  cut, 
and  makes  it  difficult  to  work. 

Uses, — ^For  pencils,  furniture,  toys,  carvings ;  and  in  Bermuda  for  ship  and 
boat  building,  for  doors,  window  frames,  sashes,  and  internal  joinery.  It  is 
the  best  kind  of  wood  to  veneer  upon. 

Markst  forms, — ^Imported  in  logs  from  6  to  10  inches  square. 

The  Cypress  (Oupressus  sempervirens)  furnishes  a  timber  sometimes  known 
as  cedar. 

It  is  found  in  Cyprus,  Asia  Minor,  Persia,  etc 

The  wood  is  strong,  very  durable,  has  a  strong  odour,  resists  worms 
and  insects,  and  is  much  used  in  Malta  and  Candia  for  building  purposes. 

The  Oregon  Fine  or  Douglas  Pine  (Abies  Douglasii)  is  found  in  N.W. 
America. 

It  resembles  Canadian  red  pine  in  appearance,  but  is  slightly  harder. 

A  few  spars  and  a  little  timber  and  plank  are  sent  to  this  country,  but 
there  is  no  r^ular  trade. 

The  Kawrie,  Gowrie^  or  Cowdie  Pine  {pamma/ra  Australis)  is  found  only  in 
New  Zealand. 

Appea/rance. — ^The  heartwood  is  yeUowiah  white,  fine  and  straight  in  grain, 
with  a  silky  lustre  on  surface. 

Characteristics, — Generally  very  free  from  defects  ;  may  be  obtained  per- 
fectly clean  ;  is  very  light,  strong,  and  elastic ;  has  an  agreeable  odour  when 
worked  ;  is  less  liable  to  shrink  than  most  firs  and  pines,  except  when  cut  into 
narrow  strips  ;  unites  well  with  glue,  and  is  very  durable. 

Uses. — Makes  first-rate  masts  and  spars ;  is  used  for  parts  of  military 
bridges  ;  is  good  for  joinery. 

HAED  WOOD  OR  LEAF  WOOD. 

The  varieties  of  timber  of  this  class  most  in  use  for  building 
purposes  are  oak,  beech,  ash,  elm,  maiogany,  teak.  These,  with 
a  few  others,  will  now  be  described  in  more  or  less  detail,  ac- 
cording to  their  importance. 

Oak. — Of  this  timber  there  are  several  varieties  found,  both  in 
this  country,  and  also  in  America,  Holland,  and  the  Baltic. 

British  Oak. — The  principal  British  varieties  are — 

The  StdUc-frwUed  or  Old  JSnglish  Oak  {Qtierms  robur  or  Qtiercus 
pedunctUcUa),  in  which  the  acoms  have  long  stalks,  and  the  leaves 
short  stalks. 

The  duder-fruUed  or  Bay  Oak  (Quercits  sessUiflora),  of  which 
the  acoms  grow  in  close  clusters  with  very  short  stalks,  and  the 
leaves  have  longer  stalks,  some  nearly  an  inch  long. 
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Durmast  Ocuc  (Querms  ptibescens)  has  short  stalks  for  the  acorns 
and  long  stalks  for  the  leaves,  like  the  bay  oak,  but  is  distin- 
guished by  "  the  under  side  of  the  leaves  being  somewhat  downy."  * 

Appearance, — Good  oak  is  of  a  light  brown  or  brownish-yellow 
colour,  with  a  hard,  firm,  and  glossy  surface.  A  reddish  tinge  and 
dull  surface  are  signs  of  decay.  The  annual  rings  are  very  nar- 
row and  regular,  each  having  a  compact  and  a  porous  layer,  the 
pores  in  the  latter  being  veiy  small.  Wide  rings  and  large  pores 
are  signs  of  weakness.  The  medullary  rays  are  hard  and  compact; 
where  they  are  small  and  indistinct  the  wood  is  stronger. 

When  the  timber  is  cut  obliquely  across,  beautiful  markings  of 
silver  grain  appear,  being  caused  by  the  cropping  out  of  the  laige 
medullary  rays. 

Characteristics, — Sound  heart  of  oak  is  very  durable  in  earth 
or  water.  It  has  been  known  to  last  1000  years  when  well  ven- 
tilated. 

The  timber  is  very  strong,  hard,  and  tough,  warps  in  seasoning. 
It  is  very  elastic,  easily  bent  to  curves  when  steamed  or  heated. 
It  is  not  easily  splintered,  but  is  rather  liable  to  the  attacks  of 
insects. 

It  contains  gallic  acid,  which  makes  it  more  durable,  but  cor- 
rodes iron  fastenings. 

Young  oak  is  tougher,  more  cross-grained,  and  harder  to  work 
than  old  oak. 

Uses, — Oak  is  used  for  all  purposes  where  strength  and  dura- 
bility are  required  in  engineering  structures. 

The  bmlder  employs  it  for  window  and  door  sills,  treads  of 
steps,  keys,  wedges,  trenails,  etc.,  in  common  work,  also  for  supe- 
rior joinery  of  aU  kinds,  for  gateposts,  etc. 

Comparison  of  the  Different  Varieties. — It  is  generally  considered  that  the 
timber  from  the  stalk-fruited  oak  is  superior  to  that  from  the  Bay  oak 

The  respective  characteristics  of  the  two  varieties,  as  given  by  Tredgold, 
Rankine,  and  other  observers,  are  as  follows  : — 

The  wood  of  the  stalk-fruited  oak  is  lighter  in  colour  than  the  other.  It 
has  a  straight  grain,  is  generally  free  from  knots,  has  numerous  and  distinct 
medullary  rays,  and  good  silver  grain  ;  it  is  easier  to  work  and  less  liable  to 
warp  than  the  timber  of  the  Bay  oak,  and  is  better  suited  for  ornamental 
work,  for  joists,  rafters,  and  wherever  stiffiiess  and  accuracy  of  form  are 
required  ;  it  splits  well  and  makes  good  laths. 

The  timber  of  the  cluster-fruited  oak  is  darker  in  colour,  more  flexible, 
tougher,  heavier,  and  harder  than  that  of  the  stalk-fruited  oak  ;  it  has  but 

^  Lasleti 
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few  laige  mednllaiy  lays,  so  that  in  old  buildings  it  has  been  mistaken  fox 
chestnut ;  it  is  liable  to  warp,  and  difficult  to  split ;  it  is  not  suited  for  laths 
or  ornamental  purposes,  but  is  better  than  the  other  where  flexibility  or  resist- 
ance to  shocks  are  required.  * 

Mr.  Britton  says  that  dry  rot  was  introduced  into  ships  by  using  the  Bay  oak. 

Mr.  Laslett  says  that  the  timber  of  the  sessiUJlora  is  a  little  less  dense  and 
compact  than  that  of  the  pedunctdata^  but  they  so  much  resemble  each  other, 
that ''  few  surveyors  are  able  to  speak  positively  as  to  the  identity  of  either.'* 

The  Durmast  oak  is  decidedly  of  inferior  quality. 

Felling. — Oak  is  sometimes  felled  in  the  spring  for  the  sake  of  the  bark 
(instead  of  being  stripped  in  the  spring  and  felled  in  the  winter  as  described 
at  p.  360).  The  tree  being  then  full  of  sap,  the  timber  it  yields  is  not  of  a 
durable  character. 

American  Oak. — ^There  are  many  varieties  of  this  timber,  but  that  chiefly 
imported  into  this  countiy  is  the  White  Oak  {Quercua  alba),  so  called  from 
the  white  colour  of  its  bark.  It  is  this  variety  that  is  generally  known  in 
this  country  as  American  Oak,  or  Pasture  Oak,  It  is  found  from  Canada  to 
Carolina ;  the  best  comes  from  Maryland. 

AppearamM, — ^The  wood  has  a  pale  reddish-brown  colour,  with  a  straighter 
and  coarser  grain  than  English  oak. 

Characterigtici, — ^The  timber  is  sound,  hard,  and  tough,  very  elastic,  shrinks 
very  slightly,  and  is  capable  of  being  bent  to  any  form  when  steamed.  It  ia 
not  so  strong  or  durable  as  English  oak,  but  is  superior  to  any  other  foreign 
oak  in  those  respects. 

Uees. — This  timber  may  be  used  for  shipbuilding,  and  for  many  parts  of 
buildings  in  which  English  oak  is  used. 

Market  forms, — It  is  imported  in  very  large  sided  logs  varying  from  25  to 
40  feet  in  length,  and  from  12  to  28  inches  in  thickness,  also  in  2  to  4  inch 
planks,  and  in  thick  stuff  of  4^  to  10  inches. 

Other  varieties  of  American  oak  are — 

The  Ocmadian  or  lUd  Oak  (Quercua  rubrc^  has  wood  of  a  brown  colour,  light  and 
spongy  in  grain,  moderately  durable ;  is  used  for  famitnre  and  cask  stares,  but  is  unfit 
for  work  requiring  strength  and  durability. 

The  Live  Oak  (Quercue  virena),  with  wood  of  a  dark  brown  or  yellow  colour,  fine 
grain,  minute  pores,  distinct  medullary  rings,  twisted  grain.  The  logs  are  crooked,  rery 
strong  and  durable,  suitable  for  ships.  This  wood  makes  good  mallets  and  cogs  for 
machLery.     It  la  difficult  to  obtain  in  this  country. 

The  Iron  Oak  (Quercua  dbtusHciba)  ia  of  great  strength  and  durability,  but  of  small 
size,  and  is  chiefly  used  for  posts  and  fencing. 

The  BaUimore  Oak,  with  wood  of  a  reddish-brown  colour,  is  generally  weak,  and  soon 
decays. 

There  are  several  other  varieties  of  American  oak,  generally  inferior  to  the  above  men- 
tioned, and  seldom  met  with  in  this  country. 

Dantzio  Oak  is  grown  chiefly  in  Poland,  and  shipped  at  the  port  after 
which  it  IB  named,  also  at  Memel  and  Stettin. 

Appearance, — ^It  is  of  a  dark  brown  colour,  with  a  dose,  straight,  and  com- 
pact grain,  bright  medullaiy  rays,  free  from  knots,  very  elastic,  easily  bent 
when  steamed,  moderately  durable. 

Uaea, — It  is  used  for  planking,  shipbuilding,  etc. 

Market  forms, — ^The  timber  is  carefully  classified  as  crown  and  crown  brack 
qualities. 

The  planks  are  classed  in  the  same  way,  the  crown  and  crown  brack  marked 
respectively  W  and  WW. 
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It  is  imported  in  logs  from  18  feet  to  30  feet  long,  10  to  16  inches  square, 
and  in  planks  averaging  32  feet  long,  9  to  15  inches  wide,  and  2  to  8 
inches  thick.^ 

French  Oak  is  stated  by  Mr.  Laslett  to  closely  resemble  British  oak  in 
colour,  quality,  texture,  and  general  characteristics. 

Bl^a  Oak  is  grown  in  Russia,  and  is  like  that  shipped  from  Dantzic,  but 
with  more  numerous  and  more  distinct  medullary  rays.  It  is  valued  for  its 
silver  grain,  and  is  imported  in  logs  of  a  nearly  semicircular  section. 

Italian  Oak — Sardinicm  Oak, — ^This  timber  is  formed  from  several  varie- 
ties of  the  oak  tree.  It  is  of  a  brown  colour,  hard,  tough,  strong,  subject  to 
splits  and  shakes  in  seasoning,  difficult  to  work,  but  free  fiom.  defects.  It  is 
extensively  used  for  shipbuilding  in  her  Majesty's  dockyards.^ 

Afirioan  Oak,  known  also  as  African  Teak  or  Mahogany^  is  brought  from 
Sierra  Leone,  and  has  many  of  the  characteristics  both  of  oak  and  teak. 

It  is  of  a  dark  red  colour,  hard,  close  grained,  difficult  to  work,  free  from 
splits  or  defects. 

It  is  much  used  for  shipbuilding,  but  is  too  heavy  for  architectural  purposes. 

Wainscot  is  a  species  of  oak,  soft  and  easily  worked,  not  liable  to  warp  or 
split,  and  highly  figured. 

This  last-mentioned  characteristic  is  obtained  by  converting  the  timber  so 
as  to  show  the  silver  grain  (see  p.  368).  It  makes  the  wood  very  valuable 
for  veneers,  and  for  other  ornamental  work. 

Wainscot  is  imported  chiefly  from  Holland  and  Riga,  in  semicircular  logs. 

Clap  Boarding  is  a  description  of  oak  imported  from  Norway,  inferior  to 
wainscot,  and  distinguished  from  it  by  being  full  of  white-coloured  streaks. 

Beeoh  {Fagtcs  sylvaiicci)  is  known  as  black,  brown,  or  white 
beech,  all  procured  from  the  same  species  of  tree,  the  difference  in 
the  wood  being  caused  by  variety  in  soil  and  situation. 

This  tree  is  found  throughout  England  and  Scotland,  in  the 
temperate  parts  of  Europe,  in  America,  and  Australia. 

Appearance, — ^Has  remarkably  distinct  medullary  rays;  the 
annual  rings  are  visible ;  each  is  a  little  darker  on  one  side  than 
the  other,  and  i&  fall  of  very  minute  pores:  The  colour  is  a 
whitish  brown,  darker  or  lighter  according  to  the  variety;  the 
wood  has  considerable  beauty,  especially  when  the  silver  grain  is 
exposed. 

Characteristics. — ^The  wood  is  of  quick  growth,  light  specific  gra- 
vity, close  texture;  hard,compact,and  smooth  surface;  is  of  fine  grain, 
may  be  cut  into  thin  plates,  cleaves  easily,  is  not  difficult  to  work. 

It  is  durable  if  quite  dry  or  wholly  submerged  in  water,  but  if 
subjected  to  alternate  wet  and  dry  becomes  overspread  with 
yellowish  spots  and  soon  decays.  It  rots  quickly  in  damp  places. 
It  is  very  subject  to  the  attacks  of  worms,  and  contains  juices 
which  corrode  metal  fastenings. 

*  Laslett 
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The  white  variety  is  the  hardest,  but  the  black  is  tougher  and 
more  durable. 

Uses, — ^This  tiinber  is  not  much  used  by  the  engineer  except 
for  piles  imder  water,  and  wedges ;  also  for  mallets,  carpenters' 
planes,  and  other  tools,  for  cogs  of  machinery,  cabinet  work,  and 
chairs. 

Alder  {AImu  glutinoaa)  is  from  a  tree  fonnd  in  both  Europe  and  Asia^ 
generally  near  swamps  or  the  low  banks  of  rivera 

Appearance, — ^The  wood  is  white  when  first  cut,  then  becomes  deep  red  on 
the  sur&ce,  and  eventoally  fades  to  reddish  yellow  of  different  shadea  The 
roots  and  knots  are  beautifally  veined. 

OharacterUtice. — ^Very  durable  in  water  when  wholly  submerged,  but  when 
used  above  ground  must  be  kept  perfectly  dry.  Is  soft,  light,  uniform  in  tex- 
ture, with  a  smooth  fine  grain,  and  very  easily  worked.  It  is  wanting  in  ten- 
acity, and  shrinks  considerably. 

l/ses. — ^The  wood  is  useful  for  piles,  pimips,  patterns,  sides  of  stone  carts, 
packing  cases,  etc.  ;  also  used  for  wooden  bowls,  turnery,  and  furniture.  The 
roots  and  heart  are  used  for  cabinet  work.  The  bark  is  valuable  to  tanners, 
and  charcoal  from  the  wood  u  used  for  mftkiTig  gunpowder. 

Syoamore  (Acer  pseudo-pkUamu)  is  from  a  tree  ''generally  called  the 
plane  tree  in  the  north  of  England."  It  is  very  common  in  Great  Britain, 
and  is  found  in  Germany. 

Appearance. — The  wood  is  white  when  young,  but  becomes  yellow  as  the. 
tree  grows  older,  and  sometimes  brown  near  the  heart 

The  texture  is  uniform,  and  the  annual  rings  not  very  distinct 

There  are  no  large  medullary  rays,  but  the  smaller  rays  are  distinct. 

Gharacterisiice, — C!ompact,  firm,  not  hard,  durable  when  dry,  does  not  warp, 
liable  to  be  attacked  by  worms.  In  large  trees  the  wood  is  generally  tainted 
and  brittle. 

Uses. — ^For  furniture,  turnery,  and  wooden  screws. 

Cliestnut  {Ccutanea  vesca), — ^This  tree  flourishes  in  sandy  soils,  and  is  found 
in  most  parts  of  England,  in  the  south  of  Europe,  in  Africa,  and  North 
America. 

Appearance. — ^The  wood  resembles  that  of  oak  in  appearance,  but  can  be 
distinguished  from  it,  as  chestnut  has  no  distinct  large  medullary  rays.  The 
annual  rings  are  very  distinct,  and  the  wood  of  a  dark  brown  colour.  The 
timber  is  of  slow  growth,  and  there  is  no  sapwood. 

Characteristics. — ^Is  remarkably  durable,  easier  to  work  than  oak,  does  not 
shrink  or  swell  so  much  ;  the  young  wood  is  hard  and  flexible,  the  old  wood 
brittle. 

Uses. — Formerly  much  used  for  roofs  and  other  carpenters'  work,  and  still 
valuable  to  coachmakers,  wheelwrights,  etc ;  also  for  posts,  hoops,  etc. 

Ash  (Frcudnvs  excelsior). — ^This  tree  flourishes  throughout  Great 
Britain,  in  Asia,  and  America. 

Appearance. — The  colour  of  the  wood  is  brownish  white,  with 
longitudinal  yellow  streaks ;  each  annucd  layer  is  separated  from 
the  next  by  a  ring  full  of  pores. 
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Characteristics. — The  most  striking  chaiacteristic  possessed  by 
ash  is  that  it  has  apparently  no  sapwood  at  all — ^that  is  to  say,  no 
difference  between  the  rings  can  be  detected  until  the  tree  is  very 
old,  when  the  heart  becomes  black. 

The  wood  is  remarkably  tough,  elastic,  flexible,  easily  worked ; 
very  durable  if  felled  in  winter,  well  seasoned,  and  kept  dry,  but 
soon  rots  when  exposed  to  alternate  wet  and  dry.  Is  subject  to 
the  attacks  of  worms. 

The  timber  is  economical  to  convert,  in  consequence  of  the 
absence  of  sap.  "  Very  great  advantage  will  be  found  in  reducing 
the  ash  logs  soon  after  they  are  felled  into  plank  or  board  for 
seasoning,  since,  if  left  for  only  a  short  time  in  the  round  state^ 
deep  shakes  open  from  the  surface,  which  involve  a  very  heavy 
loss  when  Drought  on  later  for  conversion.'*  ^ 

Uses. — ^Thiswood  is  too  flexible  for  most  building  purposes,  but 
is  very  useful  for  tool  handles,  shafts,  felloes  and  spokes  of  wheels, 
wooden  springs,  and  wherever  it  has  to  sustain  sudden  shocks. 

Canadian  and  American  Ash,  of  a  reddish-white  colour,  is  imported  to 
this  country  chiefly  for  making  oars.  These  varieties  have  somewhat  the 
same  characteristics  as  English  ash.  They  are  darker  in  colour.  The 
Canadian  variety  is  the  better  of  the  two. 

Elm  (Ulmiis). — ^No  less  than  five  varieties  of  this  tree  are  found 
in  Great  Britain,  besides  which  it  flourishes  in  many  parts  of 
Europe  and  in  America. 

The  principal  varieties  of  this  timber  are  as  follows : — 

The  Common  English  ob  Eoitgh-leaved  Elm  {Ulmus  cam- 
pestris),  found  in  England,  France,  and  Spain. 

Appearance. — ^The  colour  of  the  heartwood  is  a  reddish  brown. 
The  sapwood  is  of  a  yellowish  or  brownish  white,  with  pores 
inclined  to  red.  The  medullary  rays  are  not  visible.  The  wood 
is  porous  and  very  twisted  in  grain. 

Characteristics. — ^The  wood  is  very  strong  a(»x)ss  the  grain ;  bears 
driving  nails  very  well ;  is  very  fibrous,  dense,  and  tough,  and  ofiers 
a  great  resistance  to  crushing.  It  has  a  peculiar  odour,  and  is 
very  durable  if  kept  constantly  under  water  or  constantly  dry,  but 
win  not  bear  alternations  of  wet  and  dry.  Is  subject  to  attacks  of 
worms.  None  but  fresh-cut  logs  should  be  used,  for  after  expo- 
sure, they  become  covered  with  yellow  doaty  spots,  and  decay 
wiU  be  found  to  have  set  in.  The  wood  warps  very  much  on 
account  of  the  irregularity  of  its  fibra     For  this  reason  it  should 
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be  used  in  large  scantUng,  or  smaller  pieces  should  be  cut  just 
before  they  are  required ;  and  for  the  same  reason  it  is  diflBcult 
to  work.  One  peculiar  characteristic  of  elm  is  that  the  sapwood 
withstands  decay  as  well  as  the  heart. 

If  elm  timber  is  stored  it  should  be  kept  under  water  to  prevent 
decay. 

The  timber  is  very  free  from  shakes,  but  frequently  contains 
large  hollow  places  caused  by  rough  priming  and  subsequent  decay. 

Uses, — Elm  is  used  in  many  situations  where  it  is  subjected  to 
continual  wet — ^namely,  for  piles,  parts  of  pumps,  pulley  blocks,' 
keels  and  planks  under  water  in  ships,  heavy  naval  gun  carriages, 
coffins,  naves  and  felloes  of  wheels,  stable  fittings,  etc. ;  also  for 
various  purposes  by  carpenters,  turners,  and  cabinetmakers. 

The  Wych  Elm,  of  which  there  are  two  varieties,  the  broad-leaved  (Ulmus 
moTUana)f  and  the  smooth-leaved  wych  elm  (Ulmua  glabra),  is  foirnd  chiefly 
in  the  north  of  England,  Scotland,  and  Ireland. 

The  wood  is  of  a  somewhat  lighter  colour  than  the  common  elm.  It  is 
clean  and  straight  in  grain,  tough  and  flexible,  and  used  for  the  naves  of 
wheels  and  for  boatbuilding. 

The  Dutch  Elm  (Ulmus  major)  and  the  Corhbarked  Elm  (Ulmta  suberosa) 
both  furnish  inferior  timber. 

The  Canada  Book  Elm  (Ulmtu  racemosa)  is  grown  in  North  America, 
and  imported  chiefly  from  Canada. 

The  wood  is  of  a  whitish-brown  colour,  with  very  close  annual  rings.  It 
is  very  tough,  flexible,  free  from  knots  and  sap,  with  a  fine  smooth  grain, 
duitible  under  water,  but  liable  to  shrihk  and  warp  unless  kept  immersed,  and 
to  shakes  if  exposed  to  the  sun  and  wind. 

Uses. — ^Being  flexible,  it  is  used  for  boat  building,  also^  on  account  of  its 
clean  appearance,  for  ladder  steps,  gratings,  etc.,  on  board  ship.^ 

The  sap  is  not  durable  like  that  of  common  elm,  but  subject  to  decay. 

In  selecting  this  wood  only  those  logs  should  be  taken  which  have  an 
uniform  whitish  colour,  any  with  dark  annular  layers  fall  of  moisture  being 
left  for  inferior  purposes.^ 

Ck>ninion  Acacia  {Rohinia  pseudo-acacia)  is  found  in  America. 

Appearance. — The  wood  is  of  a  greenish-yellow  colour,  with  reddish- 
brown  veins.  Its  structure  is  alternately  nearly  compact  and  veiy  porous, 
which  marks  diBtinctily  the  annual  rings.     It  has  no  large  medullary  rays. 

Characteristics. — ^It  is  veiy  durable,  heavy,  hard,  and  tough,  rivalling  the 
best  oak  in  these  respects.     The  timber  is  generally  of  small  size. 

Uses. — It  makes  first-rate  trenails,  and  very  excellent  durable  posts  for 
fencing,  siUs  for  doors,  etc 

Sabicu  {Acacia  formosa),  or  the  true  acacia,  is  found  in  the  West  Indies 
and  Cuba. 

Appearance. — It  resembles  mahogany,  but  is  darker,  and  is  generally  well 

figured. 
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CharaUeristies. — The  wood  is  very  heavy,  weathers  admiiablj ;  is  Teiy 
fiee  from  sap  and  shakes. 

Mr.  Laslett  says  that  the  fibres  are  often  broken  daring  the  early  stages  of 
the  tree's  existence,  and  that  the  defect  is  not  discovered  nntii  the  timber  is 
converted,  so  that  it  is  seldom  used  for  weight-carrying  beams. 

This  timber  is  much  used  in  shipboildingy  and  also  by  the  cabinetmakeiy 
but  not  in  engineering  works. 

Poplar  (Popuku). — Of  this  tree  there  are  several  species  common  in  Eng- 
land. The  black  and  the  common  white  poplar  are  the  most  esteemed.  The 
Lombardy  poplar  is  inferior. 

Appearance, — The  colour  of  the  wood  is  a  yellowish  or  brownish  white. 
The  annual  rings  are  a  little  darker  on  one  side  than  the  other,  and  therefore 
distinct.     They  are  of  imiform  texture,  and  without  large  medullary  rays. 

Charaetertgtics, — ^The  wood  is  light  and  soft,  easily  worked  and  carved, 
only  indented^  not  splintered,  by  a  blow. 

It  should  be  well  seasoned  for  two  years  before  use.  When  kept  dry  it  is 
tolerably  durable,  and  not  liable  to  swell  or  shrink. 

Uses. — The  wood  not  being  easily  splintered  is  used  for  the  sides  of  carts 
and  barrows,  for  large  light  bam  doors,  for  packing-cases,  floors,  etc. 

Mahogany  comes  chiefly  from  Central  America  as  ''  Honduras  " 
or  "Bay"  mahogany,  or  from  the  West  Indies  as  "Spanish 
mahogany." 

The  latter  is  the  best  for  strength,  hardness,  and  stiffness ;  the 
former  is  most  valued  for  ornamental  purposes,  furniture,  etc. 

Honduras  Mahogany  is  found  in  the  country  round  the  Bay  of  Honduras, 
the  trees  being  of  considerable  size. 

Appearance. — ^The  wood  is  of  a  golden  or  red-brown  colour,  of  various 
shades  and  degrees  of  brightness;  often  very  much  veined  and  mottled. 
The  grain  is  coarser  than  that  of  Spanish  mahogany,  and  the  inferior  qualities 
often  contain  a  large  number  of  grey  specks. 

Charaeteristics. — ^ThlB  timber  is  very  durable  when  kept  dry,  but  does  not 
stand  the  weather  welL  It  is  seldom  attacked  by  dry  rot ;  contains  a  resin- 
ous oil  which  prevents  the  attacks  of  insects  ;  it  is  also  untouched  by  worms. 
It  is  strong,  tough,  and  flexible  when  fresh,  but  becomes  brittle  when  dry.  It 
contains  a  very  small  proportion  of  sap,  and  is  very  free  from  shakes  and 
other  defects.  The  wood  requires  great  care  in  seasoning,  does  not  shrink  or 
warp  much,  but  if  the  seasoning  process  is  carried  on  too  rapidly  it  is  liable  to 
split  into  deep  shakes  externally.  It  holds  glue  very  wcdl,  has  a  soft  silky 
grain,  contains  no  acids  injurious  to  metal  fastenings,  and  is  less  combustible 
than  most  timbers. 

It  is  generally  of  a  plain  straight  grain  and  uniform  colour,  but  is  some- 
times of  wavy  grain  or  figured. 

Uses, — ^The  builder  uses  this  timber  chiefly  for  handrails,  to  a  small  extent 
for  joinery,  and  for  cabinet  work.  It  has  sometimes  been  used  for  window 
sashes  and  sills,  but  is  not  fit  for  external  work.  '*  It  has  been  largely  used 
in  shipbuilding,  for  beams,  planking,  and  in  many  other  ways  as  a  substitute 
for  oak,  and  found  to  answer  exceedingly  well."  ^ 
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MarhAfoTTM. — ^Logs  from  2  to  4  feet  square,  and  12  to  14  feet  in  length. 
Sometimes  planks  have  been  obtained  6  or  7  feet  wide. 

'^ Mahogany  is  known  in  the  market  as  'plain/  Weiny/  'watered/ 
*  mottled,'  '  velvet-cowl/  *  bird's-eye/  and  '  festooned,'  according  to  the  appear- 
ance of  the  vein-formations."^ 

Cuba  or  Spanish  Mahogany,  from  the  island  of  Cnba,  Is  distiDgnished  from 
Honduras  mahogany  by  a  white  chalk-like  sabstance  which  fills  its  ]X)re8.  The  wood  is 
very  sound,  free  from  shakes,  with  a  beantifol  wavy  grain  or  figure,  and  capable  of  re- 
ceiving a  high  polish.  It  is  used  chiefly  for  furniture  and  ornamental  purposes,  handrails, 
eto.,  and  also  for  shipbuilding. 

Mexican  Mahogany  shows  the  characteristics  of  Honduras  mahogany.  Some  varie- 
ties of  it  are  figured.  It  may  be  obtained  in  very  large  sizes,  but  the  wood  is  spongy  in 
the  centre,  coarse  in  quality,  and  very  liable  to  starshakes. 

It  is  imported  in  balks  15  to  86  inches  square,  and  18  to  80  feet  in  length. 

St.  Domingo  and  Nassau  Mahogany  are  hard,  heavy  varieties,  of  a  deep  red  colour, 
generally  well  veined  or  figured,  and  used  for  cabinet  works. 

They  are  imported  in  very  small  logs  from  8  to  10  feet  long,  and  from  6  to  12  inches 
square.^ 

Jarrah,  or  Australian  Mahogany  {Eucalyptus  marffinaUi)^  comes  from  West 
Australia. 

Appearance, — ^The  wood  is  of  a  red  colour,  and  dose,  wavy  grain,  with 
occasionally  figure  enough  for  ornamental  purposes. 

Characteristics, — ^Trees  decay  at  centre  ;  wood  is  very  brittle  ;  when  sound 
contains  a  pxmgent  add  repellent  to  the  teredo,  which  is  said  never  to  pene- 
trate beyond  the  sap.  The  Dutch  CommlBdon  referred  to  at  page  381  made, 
however,  no  exception  in  favour  of  this  wood.  It  is  also  said  to  resist  the 
white  ant.  It  is  full  of  defects  like  cupshakes,  but  filled  with  resin.  The 
wood  is  deficient  in  strength  and  tenacity,  and  very  subject  to  shrink  and 
warp  if  exposed  to  the  sun. 

Uses, — It  is  admirably  adapted  for  piers,  jetties,  dock  gates,  piles,  and  for 
shipbuilding. 

Market  forms, — ^Very  little  is  imported  to  this  country.  The  sound 
trees  yield  timber  from  20  to  40  feet  long  and  1 1  to  24  inches  square.* 

Teak  (Tectona  grandis),  sometimes  called  Indian  Oak,  ia 
found  in  Southern  India,  Pegu,  Java,  Siam,  and  BurmaL 

The  lightest,  cleanest,  and  most  flexible  comes  from  Moulmein ; 
the  heaviest  and  strongest  from  Johore ;  and  the  most  handsomely 
figured  variety  from  the  Vindhyan  forests.  The  Malabar  teak  forests 
are  nearly  exhausted.  The  timber  from  these  forests  is  darker  and 
stronger  than  that  from  Moulmein,  but  very  fuU  of  shsJces. 

Appearand. — ^The  wood  has  a  fine  straight  grain.  It  some- 
what resembles  English  oak  in  appearance,  but  has  no  visible 
medullary  rays.     The  annual  rings  are  very  narrow  and  regular. 

The  colour  varies  from  brownish  yellow  to  dark  brown.  The 
texture  is  very  uniform,  though  porous. 

Characteristics, — ^The  timber  is  stronger  and  stiffer  than  Eng- 
liflh  oak,  light,  and  easily  worked,  but  splinters  very  readily,  so 
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that  it  must  be  worked  with  care.  It  contains  a  resinous  aro- 
matic oil,  which  makes  it  very  durable,  and  enables  it  to  resist  the 
white  ant  and  worms.  It  does  not  corrode,  but  rather  preserves 
iron  fastenings. 

There  are  seldom  shakes  on  the  surface,  but  it  is  subject  to 
heartshake,  and  is  often  worm-eaten. 

The  resinous  oil  which  exists  in  the  pores  often  oozes  into  and 
congeals  in  the  shakes,  and  will  then  destroy  the  edge  of  any 
tool  used  in  working  the  timber. 

This  oil  is  a  preservative  against  rust,  and  teak  is  therefore 
used  for  backing  armour  plates  and  other  iron  structures. 

The  oil  is  sometimes  extracted  while  the  tree  is  growing  by 
"  girdling ; "  that  is,  cutting  away  a  ring  of  bark  and  sapwood. 
This  practice  makes  the  timber  brittle  and  inelastic,  and  reduces 
its  durability.^ 

Uses, — This  timber  is  used  extensively  for  shipbuilding,  for 
armour-plated  forts,  and  would  be  fit  for  many  purposes  for 
which  oak  is  used  in  ordinary  buildings,  but  that  it  is  too  expen- 
sive. 

Market  forms, — ^Teak  is  sorted  in  the  markets  according  to  size,  not  qnalily. 
The  logs  are  from  23  to  40  feet  long,  and  their  width  on  the  laiger  sides 
varies  according  to  the  class,  as  follows  : — ^ 

Class  A.   15  inches  and  upwards. 
B.   12  and  under  15  inches. 
0.  Under  12  inches. 
D.  Are  damaged  logs. 

Greenheart  (Nectandra  rodim)  is  found  in  British  Guiana  and 
in  the  N.E.  portion  of  South  America. 

Appearance. — The  section  of  this  timber  has  a  peculiar  appear- 
ance, being  of  a  fine  grain,  and  very  full  of  fine  pores  like  the 
section  of  a  cane.  The  annual  rings  axe  rarely  distinguishable. 
The  heartwood  is  of  a  dcurk-green  or  chestnut  colour ;  the  centre 
portion  a  deep,  brownish  purple,  often  nearly  black.  The  sap- 
wood  is  dark«green,  and  often  not  distinguishable  from  the  heart 

Characteristics, — Greenheart  is  the  strongest  timber  in  use. 
Its  resistance  to  crushing  is  enormous,  but  when  it  gives  way  it 
does  so  suddenly.  It  is  also  apt  to  split  and  splinter,  and  there- 
fore requires  great  care  in  working.  The  timber  is  clean  and 
straight  in  grain,  very  hard  and  heavy.  It  contains  an  essential 
oil,  and  many  authorities  state  that  on   accoimt  of  this  it  is 

^  Laslett. 
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entirely  free  from  the  attacks  of  worms.  The  Dutch  Commission 
that  experimented  some  years  ago  on  this  subject  reported  that 
this  is  not  the  case,^  and  Mr.  Laslett  considers  it  doubtful  It 
appears,  however,  that  in  any  case  worms  will  only  penetrate  the 
sapwood.  The  presence  of  the  oil  above  mentioned  causes  the 
wood  to  bum  freely,  so  that  it  is  known  in  Demerara  as  "  torch- 
wood."  « 

Uses. — Greenheart  is  much  used  for  shipbuilding,  also  for  piles, 
jetties,  piers,  and  other  marine  structures,  and  posts  of  dock  gates. 

Market  forms, — The  timber  cornea  into  the  market  roughly  hewn^  a  great 
deal  of  bark  being  left  upon  the  angles,  and  the  ends  of  the  butts  are  not  cut 
off  square  The  logs  are  from  1 2  to  24  inches  square,  and  up  to  50  feet  in 
length. 

Mora  (Mora  axeUa), — ^This  timber  comes  from  Guiana  and  Trinidad. 

Appearance. — The  wood  is  of  a  chestnut-brown  colour,  sometimes  beauti- 
fully figured. 

CfuMracterieties, — The  timber  is  very  tough,  hard,  and  heavy ;  the  grain  is 
close,  generally  straight,  but  sometimes  twisted  so  that  the  wood  is  difficult  to 
split  An  oil  in  the  pores  makes  the  wood  very  durabla  It  is  free  from 
dry  rot,  but  subject  to  starahake. 

Uses. — It  is  admirably  adapted  for  shipbuilding. 

Market  forms. — ^Logs  18  to  35  feet  long,  and  12  to  20  inches  square. 

Hornbeam  {GarpvMU  hettda)  is  from  a  British  tree. 

Appearamrce. — The  wood  is  white  and  close.  The  medullary  rays  are 
plainly  marked,  and  there  is  no  sap. 

Characteristics. — ^The  timber  is  hard,  tough,  and  strong.  When  subjected 
to  vertical  pressure  the  fibres  double  up  instead  of  snapping  ;  it  stands  ex- 
posure well.     If  cut  from  old  or  unseasoned  trees  the  wood  is  worthless. 

Uses. — This  wood  makes  the  best  mallets.  It  is  very  good  for  turned 
articles,  agricultural  implements,  cogs  for  wheels,  etc.  etc 
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There  are  several  distinguishing  marks  used  by  the  shippers 
and  importers  of  timber.  Some  of  them  refer  merely  to  the  num- 
ber of  the  balk  and  to  its  cubic  content,  others  refer  to  the 
quality. 

In  general  terms  it  may  be  said  that  Russian  balk  timber  is 
marked  with  a  scribe,  i,e.  letters  or  marks  are  cut  upon  it  in  thin 
scooped-out  lines. 

Russian  de€ds  are  either  unmarked  or  are  stamped  with  small 
indented  letters  on  their  ends. 

^  Dent  *  Haslett. 
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Swedish  deals  are  marked  with  large  red  or  black  stencilled 
letters  on  their  ends. 

Inferior  qualities  are  frequently  without  marks  at  alL 

American  deals  are  not  generally  branded,  but  are  sometimes 
marked  with  one,  two,  or  three  red  chalk  marks,  to  indicate  quality. 

The  letters  used  to  indicate  quality  are  liable  to  change  year 

by  year.     A   list   of  the   principal  marks   in   use   is   published 

annually  in  Laxton's  Price  Book,  and  other  similar  works. 

Nearly  all  the  information  contained  in  the  following  remarks  is  taken 
firom  Colonel  Seddon's  Builder's  Work. 

"  Shippers'  and  Quality  Marks. — ^The  different  qualities  of  Memel  and  Dantzic 
timber  are  known  as  crotmi,  first  or  hesi  middling ^  seamd  or  good  middling,  third  or 
common  middling  ;  whilst  inferior  balks  are  classed  as  **  short  and  irregular." 

'*  Memel  balks  of  first,  second,  and  third  qualities  are  almost  always  scribe-marked  at 
one  end  of  the  balk  ;  but  these  marks  must  not  be  mixed  up  with  the  number  of  float  or 
raft,  which  is  also  scribed  at  one  end  of  each  balk,  and  the  distinguishing  number  of  balk 
in  the  float,  which,  with  the  cubic  content,  is  scribed  about  the  centre  of  every  balk 
floated  in  the  docks,  where  timber  of  the  same  shipment  and  quality  is  roped  together  in 
separate  floats  or  rafts,  and  an  accurate  registry  kept  of  the  cubic  content,  and  what  be- 
comes of  each  piece. 

"  The  scribe  marks  on  Baltic  timbers  are  often  very  numerous  and  perplexing,  most  of 
them  being  private  marks  put  on  by  those  through  whose  hands  the  timber  has  passed 
after  being  squared.  On  Dantzic  they  are  much  more  numerous  than  on  Memel  or  Riga 
timber  ;  but  with  these  marks  of  ownership  we  have  nothing  to  do  ;  all  we  care  about  are 
the  bracker's  or  sorter's  marks,  distinguishing  the  different  qualities  from  each  other. 

"  The  following  are  the  recognised  marks  for  the  middling  qualities.  Very  little  crown 
timber  is  imported,  being  rarely  used  by  builders,  except  perhaps  for  B])ecial  Government 
purposes.     Memel  crown  timber  is  marked  as  below,  but  with  only  a  single  stroke : — 

Quality  Marks  on  Baltic  Timber. 


Port  op 
Shipment. 


Riga. 

(Scribed  at 

centre.) 


First  or  Best 
Middling. 


A 


Memel. 

(Scribed  at 

end.) 


Dantzic. 

(Scribed  at 

centre.) 


^ 


* 


^ 


Stettin. 

(Scribed  at 

end.) 


H 


Second  or  Good 
Middling. 


'^ 


"^ 


U 

^ 


Third  or  Common 
Middling. 


^ 


m 


*  Stettin  timber  is  seldom  marked  unless  to  distinguish  different  qualities  in  the  same  cargo. 

*  Some  Riga  shippers  always  use  the  quality  marks  for  best  and  good  middling,  and  others 
only  when  different  qualities  are  shipped  in  the  same  cargo.  The  common  middling 
quality  is  rarely  shipped  from  Riga. 
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'*  There  is  no  absolute  uniformity  about  these  quality  marks,  as  all  shippers  from  the 
same  port  do  not  adopt  them,  many  using  private  marks  of  their  own,  either  alone  or  in 
addition  to  the  ordinary  marks,  the  latter  being  seldom  omitted  on  Memel  or  Dantzic  balks. 
The  safest  plan,  in  the  case  of  large  and  important  works,  is  to  order  the  timber  direct 
from  the  broker,  selecting  it  out  of  shipments  from  houses  who  have  earned  a  reputation, 
from  the  care  with  which  their  timber  is  bracked  or  sorted  ;  for  there  is  a  great  difference 
in  the  same  market  quality  of  timber  from  different  shippers  ;  one  shipper's  good  middling 
being  often  nearly  equal  to  another's  best  middling. 

"If,  amongst  a  lot  of  good  middling  logs,  one  or  two  marked  as  common  middling  or 
best  middUng,  as  the  case  may  be,  are  found,  it  does  not  always  follow  that  any  deception 
has  been  practised,  since  the  timber  may  have  dianged  hands  ;  a  balk  here  and  there  may 
have  been  considered  by  the  last  owner  as  too  good  for  common^  or  too  bad  for  best  middling, 
and  been  shifted  into  a  good  middling  float."  ^ 

The  following  private  marks  used  by  a  well-known  firm  of  ehippers  are 
given  as  an  example : — 

Crown  .  .  SK  K     SKK  R 

Best  Middling  SE         SK  R 

Good     do.  .  SK     I     SK     R 

Common  do.  .  SK     tl  SK     I  R 

Ab  the  letters  are  very  roughly  marked  with  the  scribe,  it  will  require  some 
practice  to  recognise  the  marks.  ... 

The  addition  of  R  to  the  SK  marks  indicates  Russian  timber  shipped  by 
the  same  firm  (S.  Kcchne).^ 

"  Baltio  Flanks,  Deals,  and  Battens  are,  speaking  in  general  terms,  classed  in  the 
market  as  Croumf  Crown  Bracks  First  QwUUy^  Second  Quality,  etc,  down  to  even  F\/lh 
Quality. 

**  Very  few  crown,  or  crown  brack,  goods  come  into  market,  there  being  little  or  no 
demand  for  them  for  building  purposes.  The  different  classes  of  deals,  etc.,  will  be  found 
to  vary  very  much  in  quality,  one  shipper's  second  quality  being  often  equal  to  another's 
first  quality.  Hence  some  shippers  have  become  well  known  for  the  greater  care  with 
which  their  goods  are  bracked  or  sorted,  and  their  names  or  trade  marks  may  be  safely 
taken  as  a  guarantee  of  a  high  standard  in  the  different  qualities  into  whidi  they  are 
classed." 

Among  the  marks  for    Dantzic  crown  deck  deals    are — CSC.    EH.    EB.EB.EB. 

MK.MK.MK.    HP.  HP.  HP.    Jg       V      Some  Dantzic  crown  brack  deck  deal  marks 

GCB     FGF. 

ar»— FGF.  MK.  ^  RJ. 

"Bussian  and  Jj'inland  Deals,  which  are  chiefly  first  and  second  quality,  or  accord- 
ing to  the  shippers  prima  and  secunda,  generally  come  unmarked  into  the  market,  or  only 
dry  stamped  or  marked  at  their  ends  with  the  blow  of  a  branding  hammer,  such  marks 
being  also  termed  hard  brands.  Some  good  shipments  from  Uleaborg  (Finland)  are  dry 
stamped  U  3  for  "  mixed  "  (first  and  second  quality  unsorted)  and  U  S  in  red  paint  for 
third  quality  goods.  Onega  and  Archangel  de<ds  are  dry  stamped  thus  with  the  shipper's 
initials,  or  private  mark,  and  often  with  a  number  in  addition,  which,  however,  does  not 
denote  the  quality,  but  merely  the  number  of  the  yard  in  which  they  were  stored  before 
shipping. 

**  In  some  cases,  when  the  goods  are  not  branded,  the  second  quality  have  a  red  mark 
across  the  ends  ;  third  being  easily  distinguished  from  first  quality  goods. 

"The  well-known  Gromoff  Petersburg  deals  are,  however,  marked  with  C.  and  Co.,  the 
initials  of  the  shippers,  Clarke  and  Company.  Another  good  Petersburg  brand  is  P  B 
(Peter  Belaieff)  for  best,  and  P  B  2  for  second  quality. 

"  Swedish  Qoods  are  never  hammer-marked,  but  invariably  branded  with  letters  or 
devices  stencilled  on  the  ends  in  red  paint,  which  makes  it  difficult  to  judge  of  their 
quality  by  inspection,  as  they  are  stacked  in  the  timber  yards  with  their  ends  only  showing. 
Some  of  the  common  fourth  and  fifth  quslity  Swedish  goods  are  left  unmai'ked,  but  they 
may  generally  be  distinguished  from  Russian  shipments  by  the  bluer  colour  of  the  sapwood. 

"  hi  the  ^glish  market  the  first  and  second  qualities,  in  Swedish  deals,  are  classed 

^  Seddon. 
B.  0. — ^m  2  0 
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together  as  'mixed,'  being  scarcely  ever  sorted  separately;  after  which  we  get  third, 
down  to  fifth  quality  goods. 

"  The  Frendi  class  the  mixed  as  first,  and  our  third  as  second  quality,  and  so  on." 

"  Except  for  temporary  purposes,  or  for  rough  work  such  as  slate  boarding,  no  deals  of 
a  lower  quality  than  mixed  SwediBh,  or,  as  the  timber  merchants  and  contractors  would 
call  them,  htii  Swedish,  should  be  used  on  Government  works." 

The  few  brands  on  p.  386  are  taken  from  the  Ti'mhcr  Trades  Journal  List,^  and  are 
given  merely  as  characteristic  examples.     As  before  mentioned,  the  marks  are  constantly 
changing,  and  any  information  regarding  them  should  be  renewed  from  year  to  year.     A 
long  list  is  published  annually  in  Laxton's  Price  Bw^  and  at  intervals  in  the  Timber 
Trades  Journal  Lists. 

"  To  give  an  idea  of  the  value  of  the  different  qualities,  the  mixed  are  worth  firom  15  to 
20  per  cent  more  than  third,  and  third  fix>m  12  to  15  per  cent  more  than  fourth  quality. 

'*  It  may  be  noticed  in  the  above  brands  that  three  similar  letters,  when  used,  generally 
denote  the  shipper's  third  quality ;  but  a  merchant  would  call  these  second  quality  goods, 
for  it  must  be  clearly  understood  that  the  term  '  mixed '  Lb  confined  to  the  shippers  and 
brokers.  Timber  merchants  always  call  the  mixed  *best,'  and  the  third  quality  second 
quality,  and  so  on,  or  one  class  higher  than  that  at  which  they  were  shippeid. 

"  The  Nonoegian  wmtJcs  are  very  numerous,  but,  as  the  chief  import  is  of  cheap  and 
very  inferior  battens  (mostly  2j^  x  6^),  they  are  not  worth  enumerating. 

"  From  Christiania,  however,  some  of  the  very  best  white  deals  come,  marked  H  M  H 
for  first  quality,  and  H  M  M  for  second  quality. 

"  Battens  from  Dram  have  several  marks,  among  which  are  for  Ist  class  HE  JB,  for 
2d  class  HK  and  Co.  I  00,  for  3d  class  IW  B,  etc.  etc. 

''Norway  also  exports  large  quantities  of  cheap  boards  for  flooring  and  other  purposes, 
maUh  or  grooved  and  tongued  boarding,  mouldings,  doors,  window  sashes,  etc.,  all  ready 
for  fixing,  which  may  often  be  used  with  advantage  for  inferior  or  temporary  purposes. 

« Amarican  Goods  are  not  branded  as  a  rule,  though  some  houses  use  bnmds  in 
imitation  of  the  Baltic  marks  already  described,  tiiough  without  following  any  definite 
rules.  The  qualities  may,  however,  very  often  be  known  by  red  marks  I II  III  upon  the 
sides  or  ends,  but  the  qualities  of  Ainerican  yellow  deals  are  easily  told  by  inspection,  the 
custom  in  the  London  Docks  being  to  stack  them  on  their  sides,  so  as  to  expose  their 
faces  to  view,  and  allow  of  free  ventilation." 

The  following  are  marks  upon  some  Quebec  deals : — 

Ist  2d.  8d. 

HamUton's  bright  dry  floated  deals     (   I  )      \^)      V^^O     ^^  ^^  °^  ^*^ 

Gilmour  and  Co.,  pine  deals,  etc.  A  B  C  do.  and  on  end. 

Mahogany,  Cedar,  and  other  imported  woods,  are  aUo  marked  with  letters,  a  long 
list  of  which  is  given  in  Richardson's  Timber  Im,portef^s  Guide. 

The  following  extract,  from  a  valuable  artide  in  the  Building  News,  shows  the  im- 
portance of  the  subject. 

"From  these  remarks  it  will  be  seen  that  brands  upon  timber  is  a  great  and  important 
subject.  It  is  one  in  the  hands  of  a  small  conmiunity  of  our  traders,  and  is,  consequently, 
a  class  of  knowledge  over  which  they  are  strict  conservators.  It  is  a  subject  new  to 
authors,  and  that  portion  of  our  tradesmen  whose  ofiSce  it  is  to  buy  and  consume  timber. 
This  is  somewhat  strange,  as  the  meaning  of  brands  is  well  known  on  other  goods  that 
people  engaged  in  trade  are  called  upon  to  purchase.  With  architects,  clerks  of  works, 
and  builders  generally,  brands  upon  timbers  are  looked  upon  with  perfect  indifference. 
The  current  remarks  are,  '  I  can  tell  a  bit  of  good  wood  when  I  see  it,'  etc,  and,  as 
builders  generally  pursue  the  old-fashioned  system  of  buying  from  inspection,  the  ques- 
tion carries  but  little  importance. 

"Were  brands  upon  timber  better  known,  architects  would  get  better  work  and 
builders  would  obtain  greater  credit.  The  cheap  builder  would  find  his  place,  and  what 
are  termed '  old-fashioned  builders '  would  again  occupy  the  position  they  so  richly  merit." 

Value  of  Timber,  Deals,  etc.,  and  Method  of  Measuring. — llie  prices  of  dif- 
ferent desoriptions  of  timber,  deals,  etc.,  vary  at  the  different  ports.  They  are  published 
weekly  in  the  engineering  and  building  journals,  and  also  annually  in  the  builders'  price- 
books.  The  method  in  which  timber  is  measured  and  the  "  standards  "  under  which 
deals  are  sold,  are  described  in  Seddon's  Builder's  Workf  Hurst's  Pocket  Book,  and  in 
works  devoted  to  the  subject  of  measuring  and  estimating. 

^  Published  by  W.  Rider  and  Son,  London,  E.C. 
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SELECTION  OF  TIMBER 

In  consequence  of  the  great  number  of  marks  used  in  the  timber  trade,  the 
difficulty  of  ascertaining  what  they  mean,  and  the  frequent  changes  that  take 
place  in  them,  the  practical  engineer  or  builder,  as  a  rule,  judges  of  the  quality 
of  the  timber  more  by  its  appearance  than  by  the  way  in  which  it  is  marked. 

The  characteristics  of  good  timber  and  the  defects  to  be  avoided  are  given 
in  general  terms  at  p.  360,  but  a  few  remarks  on  selecting  balks  and  deals 
may  be  usefuL  It  should  be  remembered  that  most  defects  show  better  when 
the  timber  is  wet. 

Balk  timber  is  generally  specified  to  be  free  from  sap,  shakes,  large  or  dead 
knots  and  other  defects,  and  to  be  die-square. 

In  the  best  American  yellow  pine  and  crown  timber  from  the  Baltic  there 
should  be  no  visible  imperfections  of  any  kind. 

In  the  lower  qualities  there  is  either  a  considerable  amount  of  sap,  or  the 
knots  are  numerous,  sometimes  very  large,  or  dead.  The  timber  may  also 
be  shaken  at  heart  or  upon  the  surface. 

The  wood  may  be  waterlogged,  softened,  or  discoloured  by  being  floated. 

Wanes  also  are  likely  to  be  found  which  spoil  the  sharp  angles  of  the 
timber,  and  reduce  its  value  for  many  purposes. 

The  interior  of  the  timber  may  be  soft,  spongy,  or  decayed^  the  surface 
destroyed  by  worm  holes,  or  bruised. 

The  heart  may  be  wandering — that  is,  at  one  part  on  one  side  of  the  balk, 
at  another  part  on  the  other  side.  This  interrupts  the  continuity  of  the  fibre, 
and  detracts  from  the  strength  of  the  balk.  If  on  the  same  side  of  a  balk  " 
sap  is  visible  at  one  end  and  heart  at  the  other,  it  shows  that  the  heart  is 
wandering ;  in  good  timber  the  ''  spine "  or  heartwood  should  be  visible  on 
all  four  sides.  Again,  the  heart  may  be  twisted  throughout  the  length  of  the 
tree.  In  this  case  the  annual  rings  which  run  parallel  to  two  sides  of  the 
balk  at  one  end  run  diagonally  across  the  section  at  the  other  end.  This 
is  a  great  defect,  as  the  wood  is  nearly  sure  to  twist  in  seasoning. 

Some  of  these  defects  appear  to  a  certain  degree  in  all  except  the  very  best 
quality  of  timber.  The  more  numerous  or  aggravated  they  are,  the  lower  is 
the  quality  of  the  timber. 

Deals,  planks,  and  battens  should  be  carefully  examined  for  freedom  (more 
or  leas  according  to  their  quality)  from  sap,  large  or  dead  knots,  and  other  de- 
fects, also  to  see  that  they  have  been  carefully  converted,  of  proper  and  even 
thickness,  square  at  the  angles,  etc.  As  a  rule,  well-converted  deals  are  from 
good  timber,  for  it  does  not  pay  to  put  much  labour  upon  inferior  material 

The  method  in  which  the  deals  have  been  cut  should  be  noticed,  those  from 
the  centre  of  a  log,  containing  the  pith,  should  be  avoided,  as  they  are  likely 
to  decay  (see  p.  400). 

SEASONING  TIMBER 

The  object  of  seasoning  timber  is  either  to  expel  or  to  dry  up  the  sap 
remaining  in  it,  which  otherwise  putrefies  and  causes  decay. 

One  effect  of  seasoning  is  to  reduce  the  weight  of  timber,  and  this  reductioii 
of  weight  is,  to  some  extent,  an  indication  of  the  success  of  the  process. 

Tredgold  calls  timber  Kowtud  when  it  has  lost  \  of  its  weighty  and  says 
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that  it  is  then  fit  for  carpenters'  work  and  common  purposes.  He  calls  it 
dry^  fit  for  joiners'  work  and  framing,  when  it  has  lost  \  of  its  weight 

The  exact  loss  of  weight  must  depend,  however,  upon  the  nature  of  the 
timber  and  its  state  before  seasoning. 

Timber  should  be  well  seasoned  before  being  cut  into  scantlings.  The 
scantlings  should  then  be  further  seasoned,  and  after  conversion  the  wood 
should  be  left  as  long  as  possible  to  complete  the  process  of  seasoning  before 
being  painted  of  varnished. 

Mr.  Britton  states  that  logs  season  better  and  more  quickly  if  a  hole  is 
bored  through  their  centre.     This  also  prevents  splitting. 

There  are  several  different  methods  of  seasoning  timber,  the  principal  of 
which  will  now  be  briefly  described. 

ITatural  Seasoning  is  carried  out  by  stacking  the  timber  in  such  a  way 
that  the  air  can  circulate  freely  round  each  piece,  at  the  same  time  protecting 
it  by  a  roof  from  the  sun,  rain,  draughts,  and  high  winds,  and  keeping  it 
clear  of  the  ground  by  bearers. 

The  great  object  is  to  ensure  regular  drying.  Irregular  drying  causes  the 
timber  to  split. 

Timber  should  be  stacked  in  a  yard,  paved  if  possible,  or  covered  with  ashes,  and  firee 
from  ve^tatioD. 

The  bearers  used  shoidd  be  damp-proof,  and  should  keep  the  timber  at  least  12  inches 
off  the  ground.  They  should  be  laid  perfectly  level  and  out  of  winding,  otherwise  the 
timber  will  get  a  permanent  twist. 

If  possible,  the  timber  should  he  turned  frequently  so  as  to  ensure  equal  drying  all  round 
the  balks. 

When  a  permanent  shed  is  not  available,  temporary  roo&  should  be  made  over  the 
timber  stacks. 

Logs  are  stacked  with  the  butts  outwards,  the  inner  ends  being  slightly  raised  so  that 
the  logs  may  be  easily  got  out.  Packing  pieces  are  inserted  between  the  tiers  of  logs,  so 
that  by  removing  them  any  particular  log  may  be  withdrawn. 

Some  authorities  have  stated  that  timber  seasons  better  when  stacked  on  end.  This, 
however,  seems  doabtfal,  and  the  plan  is  practically  difficult  to  carry  out. 

Boards  may  be  stacke<l  in  the  same  way,  laid  flat  and  separated  from  one  another  by 
pieces  of  dry  wood  an  inch  or  so  in  thickness  and  3  or  4  inches  wide.  Any  that  are 
inclined  to  warp  should  be  weighted  or  fixed  down  to  prevent  them  from  twisting. 

Boards  are,  however,  frequently  stacked  vertically,  or  inclined  at  a  high  angle. 

Mr.  Laslett  recommends  that  they  should  be  seasoned  in  **  a  dry  cool  shed,  fitted  with 
horizontal  beams  and  vertical  iron  bars,  to  prevent  the  boards,  which  are  placed  on  edge, 
from  tilting  over." 

The  time  required  for  ncUural  seasoning  differs  according  to  the  size  of  the  pieces,  the 
nature  of  the  timber,  and  its  condition  before  seasoning. 

Tredgold  gives  some  algebraic  formules  for  calculation  of  the  time  required,  and  a  table 
deduced  therefrom. 

Mr.  Laslett  has,  however,  compiled  a  table  from  practical  observation. 

He  says  :  "  My  experience  of  the  approximate  time  required  for  seasoning  timber  under 
cover  and  protected  from  wind  and  weather  is  as  follows : — 


Pieces  24  inches  and  upward  square  require  about  • 
„     Under  24  inches  to  20  „  • 

,,  »f      zO         „         16  „  • 

„  „        10  ,,  14  „  • 

If  »»       12         „  o  „  • 

it  »i        °         »i  *  i»  • 

"  Planks  from  i  to  |  the  above  time  according  to  the  thickness.*' 

Mr.  Laslett  further  states  that  if  the  timber  is  kept  longer  than  the  periods  above  named. 


Oak. 

Fir. 

Months. 

Months. 

26 

18 

22 

11 

18 

9 

14 

7 

10 

6 

6 

8 
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the  fine  shakes  which  show  upon  the  sniface  in  seasoning  "  will  open  deeper  and  wider 
autil  they  possibly  render  the  logs  unfit  for  conversion. " 
Tredgold  says  that  the  time  required  under  cover  is  only  f  of  that  required  in  the  open. 

Water  Seasoning  consists  in  totally  immersing  the  timber,  chaining  it 
down  under  water,  as  soon  as  it  is  cut,  for  about  a  fortnight,  by  which  a 
great  part  of  the  sap  is  washed  out  It  must  then  be  carefully  dried,  with 
free  access  of  air,  and  turned  daily; 

Timber  thus  seasoned  is  less  liable  to  warp  and  crack,  but  is  rendered 
brittle  and  unfit  for  purposes  where  strength  and  elasticity  are  required. 

Care  must  be  taken  that  the  timber  is  entirely  submerged.  Partial 
immersion,  such  as  is  usual  in  timber  ponds,  injures  the  log  along  the  water 
line. 

Timber  that  has  becui  saturated  should  be  thoroughly  dried  before  use  : 
when  taken  from  a  pond,  cut  up  and  used  wet,  dry  rot  soon  sets  in. 

Salt  water  makes  the  wood  harder,  heavier,  and  more  durable,  but  it 
should  not  be  applied  to  timber  for  use  in  ordinary  buildings,  because  it  gives 
the  wood  a  permanent  tendency  to  attract  moisture. 

Boiling  and  Steaming. — Boiling  water  quickens  the  operation  of  season- 
ing, and  causes  the  timber  to  shrink  less,^  but  it  is  expensive  to  use,  and 
reduces  the  strength  and  elasticity  of  the  timber. 

The  time  required  varies  with  the  size  and  density  of  the  timber,  and 
according  to  circumstances  ;  one  rule  is  to  allow  an  hour  for  every  inch  in 
thickness. 

Steaming  has  very  much  the  same  effect  upon  timber  as  boiling,  but  the 
timber  is  said  to  dry  sooner  after  the  former  process,^  and  it  is  by  some  con- 
sidered that  steaming  prevents  dry  rot. 

Mr.  Britton  says,  however, ''  no  doubt  boiling  and  steaming  partly  remove 
the  ferment  spores,  but  may  not  destroy  the  vitality  of  those  remaining." 

Hot-air  Sesisoning,  or  desiccation^  is  effected  by  exposing  the  timber  in 
an  oven  to  a  current  of  hot  air,  which  dries  up  the  sap. 

This  process  takes  only  a  few  weeks,  more  or  less,  according  to  the  size  of 
the  timber. 

When  the  wood  is  green  the  heat  should  be  applied  gradually. 

Great  care  must  be  taken  to  prevent  the  timber  from  splitting,  the  heat 
must  not  be  too  high,  and  the  ends  should  be  clamped. 

Desiccation  is  useful  only  for  small  scantling  ;  the  expense  of  applying  it  to 
larger  timber  is  very  great ;  morever,  "  as  wood  is  one  of  the  worst  conductors 
of  caloric,  if  this  plan  be  applied  to  large  logs  the  interior  fibres  still  retain 
their  original  bulk,  while  those  near  the  surface  have  a  tendency  to  shrink, 
the  consequence  of  which  would  be  cracks  and  splits  of  more  or  less  depth.**  > 

Desiccated  wood  should  not  be  exposed  to  damp  before  use. 

Mr.  Laslett  says  that  during  this  process  ordinary  woods  lose  their  strength, 
and  coloured  woods  become  pale  and  wanting  in  lustre. 

Mifl'eile's  ProceBS  is  one  that  has  been  some  few  years  in  operation. 

It  consists  in  exposing  the  wood  to  a  moderate  heat  in  a  moist  atmosphere 
charged  with  various  gases  produced  by  the  combustion  of  fuel. 

The  wood  is  placed  in  a  brick  chamber,  in  which  there  is  a  large  surface  of 
water  to  produce  vapour. 

The  timber  should  be  stacked  in  the  usual  way,  with  free  air-space  round 

1  Tredgold.  *  Britton. 
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every  piece  ;  about  ^  of  the  whole  content  of  the  chamber  shonld  be  air- 
space. 

Under  the  chamber  is  a  fireplace. 

The  fire  having  been  lighted,  the  products  of  combustion  (among  which  is 
carbonic  acid  gas)  circulate  freely  in  a  moist  state  around  the  pieces  of  timber 
to  be  seasoned. 

The  time  required  varies  "with  the  nature  of  the  wood. 

Oak|  ash,  mahogany,  and  other  hard  wood  planka  3  inches  thick,  take  about  8  weeks. 

Oak  wainscot  planks  2  inches  thick  take  fi^m  5  to  6  weeks. 

Deals  8  inches  thick  something  less  than  a  month. 

Flooring  boards  and  panelling  about  10  days  or  a  fortnight. 

"  The  greener  the  wood  when  first  put  into  the  stove  the  better.  As  a  rule,  if  too  great 
heat  be  not  applied,  not  a  single  piece  of  sound  wood  is  ever  split,  or  warped,  or  opened 
in  any  way.  The  wood  is  rend^d  harder,  denser,  and  tougher,  and  dry  rot  is  entirely 
prevented.  The  wood  will  not  absorb  by  subsequent  exposure  to  the  atmosphere  nearly 
so  much  moisture  as  does  wood  dried  by  exposure  in  the  ordinary  way,  hence  it  is  better 
for  all  purposes  than  air-dried  wood."  ^ 

The  process  seemed  to  have  no  ixyurious  effects  upon  the  appearance  or 
strength  of  the  timber. 

It  has  been  adopted  by  some  of  the  principal  firms  in  London  and  else- 
where. 

Smoke-dbrying. — It  is  said  that  if  timber  be  smoke-dried  over  a  bonfire  of 
furze,  straw,  or  shavings,  it  will  be  rendered  harder,  more  durable,  and  proof 
against  the  attacks  of  worms.  In  order  to  prevent  the  timber  from  splitting 
and  to  ensure  the  moisture  drying  out  from  the  interior,  the  heat  should  be 
applied  gradually. 

Beoond  Seasoning. — Many  woods  require  a  second  seasoning  after  they 
have  been  worked. 

Floor  boards  should,  if  possible,  be  laid  and  merely  tacked  down  for 
several  months  before  they  are  cramped  up  and  regularly  nailed. 

Doors,  sashes,  and  other  articles  of  joinery  should  be  left  aa  long  as 
possible  after  being  made,  before  they  are  wedged  up  and  finished. 

Very  often  a  board  that  seems  thoroughly  seasoned  will  commence  to  warp 
again  if  merely  a  shaving  is  planed  off  the  surface. 


DECAY  OF  TIMBER 

To  preserve  timber  from  rot  or  decay  it  should  be  kept  con- 
stantly dry  and  well  ventilated.  It  should  be  clear  of  the  influ- 
ence of  damp  earth  or  damp  walls,  and  free  from  contact  with 
mortar,  which  hastens  decomposition. 

Wood  kept  constantly  submerged  is  often  weakened  and  ren- 
dered brittle,  but  some  timbers  are  very  durable  in  this  state  (see 
elm,  beech,  acsusia,  etc.) 

Timber  that  is  constantly  dry  is  very  durable.  However,  it 
also  becomes  brittle  in  time,  though  not  for  a  great  number  of 
years. 

*  Patentee's  Gircnlar. 
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"  When  timber  is  exposed  to  alternate  moisture  and  dryness  it 
soon  decays."  * 

The  general  causes  of  decay  in  timber  are  the  presence  of  sap, 
exposure  to  alternate  wet  and  dryness^  or  to  moisture  accompanied 
by  heat  and  want  of  ventilation. 

Bet  in  timber  is  decomposition  or  putrefaction,  generally  occa- 
sioned by  damp,  and  which  proceeds  by  the  emission  of  gases, 
chiefly  carbonic  acid  and  hydrogen. 

There  are  two  kinds  of  rot  generally  known  to  practical  men 
— dry  rot  and  ivet  rot 

The  chief  difference  between  them  seems  to  be  that  toet  rot 
occurs  where  the  gases  evolved  can  escapa  By  it  the  tissues  of 
the  wood,  especially  the  sappy  portions,  are  decomposed.  J>Ty 
rot,  on  the  contrary,  occurs  in  confined  places,  where  the  gases 
cannot  get  away,  but  enter  into  new  combinations,  forming  fungi 
which  feed  upon  and  destroy  the  timber. 

Tredgold  says  that  wet  rot  may  take  place  while  the  tree  is 
standing,  whereas  dry  rot  takes  place  only  when  the  wood  is 
dead. 

Dry  Hot  is  generally  caused  by  want  of  ventilation.  Confined  air,  with- 
out much  moisture,  encourages  the  growth  of  the  fungus,  which  eats  into  the 
timber,  renders  it  brittle,  and  so  reduces  the  cohesion  of  the  fibres  that  they 
are  reduced  to  powder.     It  generally  commences  in  the  sapwood. 

An  excess  of  moisture  prevents  the  growth  of  the  fungus,  but  moderate 
warmth,  combined  with  damp  and  want  of  air,  accelerates  it. 

''  In  the  first  stage  of  rottenness  the  timber  swells  and  changes  colour,  is 
often  covered  with  fungus  or  mouldiness,  and  emits  a  musty  smelL*' 

**  When  the  fungus  first  appears  on  the  sides  and  ends  of  timbers  it  covers  the  surface 
with  a  fine  delicate  vegetation  called  by  shipwrights  a  mildew. 

"  These  fine  shoots  afterwards  collect  together,  and  the  appearance  may  then  be  com- 
pared to  hoar-frost,  and  increases  rapidly,  assuming  gradually  a  more  compact  form,  like 
the  external  coat  of  a  mushroom,  but  spreads  alike  over  wood,  brickwork,  stone,  and 
plastering  in  the  form  of  leaves,  being  larger  or  smaller,  most  probably,  in  proportion  to 
the  nutriment  the  wood  affords.  The  colours  of  the  fungus  are  various,  sometimes  white, 
greyish  white  with  violet,  often  yellowish  brown,  or  a  deep  shade  of  fine  rich  brown."  • 

The  positions  in  which  dry  rot  occurs  are,  as  already  mentioned,  those  where 
the  timber  is  exposed  to  warmth  and  damp  stagnant  air. 

The  principal  parts  of  buildings  in  which  it  is  found  are — 

In  warm  cellars,  under  unventilated  wooden  floors,  or  in  basements,  parti- 
cularly in  kitchens  or  rooms  where  there  are  constant  fires.  "  All  kinds  of 
stoves  are  sure  to  increase  the  disease  if  moisture  be  present." 

The  ends  of  timbers  built  into  walls  are  nearly  sure  to  be  affected  by  dry 
rot  unless  they  are  protected  by  iron  shoes,  lead,  or  zinc.  The  same  result  is 
produced  by  fixing  joinery  and  other  woodwork  to  walls  before  they  are  diy. 

>  Tredgold.  «  Britton  On  Dry  RoL 
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Oilcloth,  kamptulicon,  and  other  impervious  floorcloths,  by  preventing  access 
of  air  and  retaining  dampness,  cause  decay  in  the  boards  they  cover.  Carpets 
do  the  same  to  a  certain  extent. 

Painting  or  tarring  cut  or  unseasoned  timber  has  the  same  effect 

Sometimes  the  roots  of  large  trees  near  a  house  penetrate  below  the  floors 
and  cause  diy  rot 

It  is  said  that  if  two  different  kinds  of  wood — as,  for  example,  oak  and  fir 
— are  placed  so  as  to  touch  end  to  end,  the  harder  of  the  two  will  decay  at 
the  point  of  junction. 

"  There  is  this  particular  danger  about  the  dry  rot — viz.,  that  the  germs  of  the  fungi 
producing  it  are  carried  easily,  and  in  all  directions,  in  a  huilding  where  it  once  displays 
itself,  without  neoeaaity  for  actual  contact  between  the  affected  and  the  sound  wood." 

*'  Before  dry  rot  has  time  to  destroy  the  principal  timbers  in  a  building  it  penetrates 
behind  the  skirtings,  dadoes,  and  wainscotings,  dniwiug  in  the  edges  of  the  boards  and 
splitting  them  both  horizontally  and  yertically.  When  the  fungus  is  taken  off  they 
exhibit  an  appearance  similar,  both  in  back  and  front,  to  wood  that  has  been  charred ;  a 
slight  pressure  with  the  hand  will  break  them  asunder,  even  though  affected  with  the  rot 
but  a  short  time,  and  in  taking  down  the  wainscot  the  fibrous  and  thin-coated  fungus 
will  generally  be  seen  closely  attached  to  the  decayed  wood.  In  timber  of  moderate 
length  the  fungus  becomes  laiger  and  more  distinctive  in  consequence  of  the  matter  con- 
genial to  its  growth  affording  a  more  plentiful  supply."  ^ 

Wet  Bot  occurs,  as  before  mentioned,  in  the  growing  tree,  and  in  other 
positions  where  the  timber  may  become  saturated  with  rain. 

If  the  wood  can  be  thoroughly  dried  by  seasoning,  and  the  access  of  further 
moisture  can  be  prevented  by  painting  or  sheltering  the  timber,  then  wet 
rot  can  be  prevented. 

''The  communication  of  the  disease  resulting  from  the  putrefactive  fer- 
mentation or  the  wet  rot  only  takes  place  by  actual  contact/*  not  by  the  dis- 
semination of  the  germs  of  fungi  as  with  diy  rot 

Detection  of  Dry  Hot. — In  the  absence  of  any  outward  fungus,  or  other 
visible  sign,  the  best  way  is  to  bore  into  the  timber  with  a  gimlet  or 
augur.  A  log  apparently  sound,  as  far  as  external  appearances  go,  may  be 
full  of  dry  rot  inside,  which  can  be  detected  by  the  appearance  of  the  dust 
extracted  by  the  gimlet,  or  more  especially  by  its  smell. 

If  a  piece  of  sound  timber  be  lightly  struck  with  a  key  or  scratched  at  one 
end,  the  sound  can  be  distinctly  heard  by  a  person  placing  his  ear  against  the 
other  end,  even  if  the  balk  be  50  feet  long ;  but  if  the  timber  be  decayed, 
the  sound  will  be  very  faint,  or  altogether  prevented  from  passing  along 
the  balk. 

Imported  timber,  especially  fir,  is  often  found  to  be  suffering  from  inci- 
pient dry  rot  upon  arrival.  This  may  have  originated  in  the  wood  of  the 
ship  itself,  or  from  the  timber  having  been  improperly  stacked,  or  shipped 
in  a  wet  state,  or  subjected  to  stagnant,  moist,  warm  air  during  the  voyage. 

Sometimes  the  rot  appears  only  in  the  form  of  reddish  spots,  which, 
upon  being  scratched,  show  that  the  fibres  have  been  reduced  to  powder. 
After  a  long  voyage,  however,  the  timber  will  often  be  covered  with  white 
fibres  of  fungus. 

Canadian  yellow  pine  is  very  often  found  in  this  state. 

The  best  way  of  checking  the  evil  is  to  sweep  the  fungus  off  the  timber, 
and  restack  it  in  such  a  way  that  the  air  can  circulate  freely  round  each 
piece.  ^ 

1  Rritton. 
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PEESEEVATION  OF  TIMBER 

The  best  meims  for  preserving  timber  from  decay  are  to  have  it 
thoroughly  seasoned  and  well  ventilated. 

Several  processes  have,  however,  been  introduced  at  different 
times  with  a  view  of  preventing  decay  in  timber  by  excluding 
moisture,  or  by  drjring  up  or  expelling  the  sap  within  it. 

A  few  of  these  processes  will  now  be  described. 

Fainting  preserves  timber  if  the  wood  is  thoroughly  seasoned 
before  the  paint  is  applied.  Otherwise  the  filling  up  of  the  outer 
pores  only  confines  the  moisture  and  causes  rot.  The  same  may 
be  said  with  regard  ta  Tarring, 

Sometimes  before  the  paint  is  dry  it  is  sprinkled  with  sand, 
which  is  said  to  make  it  more  durable. 

Tredgold  says — *'For  timber  that  is  not  exposed  to  the  weather,  the 
utility  of  paiut  is  somewhat  doubtful.  .  .  .  Wood  used  in  outdoor 
work  should  have  those  parts  painted  only  where  moisture  is  likely  to  find 
a  lodgment,  and  all  shakes  or  cracks  and  joints  should  be  filled  up  with  white 
lead  ground  in  oil,  or  oil  putty,  previous  to  being  painted  over." 

Charring  Timber. — ^The  lower  ends  of  posts  put  into  the  ground  are  gener- 
ally charred  with  a  view  of  preventing  dry  rot  and  the  attacks  of  worms. 

Care  should  be  taken  that  the  timber  to  which  this  process  is  applied  is 
thoroughly  seasoned,  otherwise  by  confining  the  moisture  it  will  induce 
decay  and  do  more  harm  than  good. 

It  may  here  be  mentioned  that  posts  should  be  put  in  upside  down,  with  regard  to  the 
position  in  which  they  originally  grew.  The  sap  valves  open  upwards  from  the  root,  and 
when  thus  reversed  they  prevent  the  ascent  of  moisture  in  the  wood. 

Mr.  Britton  recommends  that  the  charring  process  should  be  applied  to  the 
embedded  portions  of  beams  and  joists,  to  joists  of  stables,  wash-houses,  etc, 
to  wainscoting  of  ground-floors,  to  flooring  beneath  parquet  work,  to  the  joints 
of  tongues  and  rebates,  and  to  railway  sleepers. 

Mons.  de  Lapparent  applied  the  method  on  a  large  scale  by  the  use  of  a  gas 
jet  passed  all  over  the  surface  of  the  timber,  but  Mr.  Loslett,  who  experimented 
on  timbers  thus  treated,  says — 

"  I  should  not  myself  be  inclined  to  use  it  on  timber  for  works  of  con- 
stimction,  except  as  a  possible  means  of  preventing  the  generation  of  moisture 
or  fungus  where  two  unseasoned  pieces  of  wood  are  placed  in  juxtaposition.'' 

Creosoting,  known  also  as  Bethell's  process,  is  effected  by 
extracting  the  moisture  and  air  from  the  tubes  of  the  timber,  and 
then  forcing  in  kreasote  (oil  of  tar),  generally  called  creosote,  at  a 
high  pressure. 

The  timber  after  being  dried  is  placed  in  a  closed  wrought-iron  cylinder. 
The  air  is  then  extracted  from  the  cylinder  and  pores  of  the  wood  by  a 
pump. 
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Creosote  (see  p.  454)  at  a  temperature  of  about  120*  is  then  forced  into 
the  cylinder,  and  penetrates  the  wood  under  a  pressure  of  about  170  lbs.  per 
square  inch. 

The  creosote  should  be  thick,  rich  in  naphthaline,  and  free  &om  ammonia.' 

The  amount  of  creosote  pumped  in  depends  upon  the  nature  of  the  timber 
and  the  purpose  for  which  it  is  intended.  The  sapwood  absorbs  it  more 
readily  than  the  heart 

Fir  timber  or  other  soft  wood  will  take  from  10  to  12  lbs.  per  cubic  foot. 

Mr.  Bethell  recommends  7  lbs.  per  cubic  foot  for  railway  works  and  10 
lbs.  for  marine  works. 

Somewhat  larger  quantities  than  these  are  now  generally  used. 

Into  oak  and  other  hard  woods  it  is  difficult  to  force  more  than  2  or  3  lbs. 
per  cubic  foot.^ 

To  soft  woods  an  imperfect  form  of  this  process  may  be  applied  by  dry- 
ing the  timber  over  fires,  and  placing  it  while  warm  in  hot  creosote. 

Of  all.  the  preservative  processes  at  present  known,  creosoting 
seems  to  be  the  most  successful ;  it  coagulates  the  albumen  of  the 
wood,  fills  its  pores  with  an  oily  liq[uid,  destroys  insects  and 
fungi,  repels  worms,  excludes  moisture,  and  prevents  dry  rot. 

Experience  seems  to  show  that  creosote  will  render  timber  proof 
against  sea  worms,  and  even  against  the  white  ant. 

About  twelve  years  ago  a  Commission  was  appointed  by  the  Dutch  Govern- 
ment to  report  upon  the  best  method  of  protecting  timber  from  the  attacks  of 
the  sea-worm,  kno^vn  as  the  Ufreda  (see  p.  401). 

This  CommiBsion  tried  every  preservative  means  then  known,  including, 
among  others — charring  the  surface,  covering  with  paraffin,  with  sheet  metals, 
nails  (see  p.  402),  impregnation  with  all  sorts  of  chemical  substances,  creo- 
soting, and  kyanising. 

The  conclusion  they  arrived  at  was  that  "  the  only  process  that  could  be 
relied  upon  for  protecting  wood  from  the  attacks  of  the  teredo  was  that  of 
creosoting,  and  that  this  fiails  if  not  properly  carried  out."  * 

Kyan's  Prooess  consists  in  iigecting  corrosive  anblimate  (bichloride  of  mercury)  in  the 
proportion  of  1  pound  of  sublimate  to  15  gallons  of  water. 

The  Dutch  experiments  showed  that  this  process  did  to  a  certain  extent,  though  not 
altogether,  repel  the  searworm,  and  it  is  said  that  it  has  some  effect  in  retarding  dry  rot. 
It  is  now,  however,  seldom  if  ever  used. 

Bouoherie's  Prooess  consists  in  impregnating  the  timber  with  sulphate  of 
copper  by  a  very  simple  process. 

A  reservoir  filled  with  the  solution  (about  1  lb.  of  sulphate  copper  to  12^ 
gallons  of  water)  is  placed  at  a  height  of  from  20  to  30  feet  above  the 
ground. 

From  this  reservoir  leads  a  pipe  into  a  deep  incision  in  the  wood,  so 
arranged  that  the  liquid  may  reach  the  centre  of  the  log.  Thence  it  forces  its 
way  (under  the  pressure  caused  by  the  height  of  the  tank)  along  the  sap 
tubes,  forces  the  sap  out,  and  takes  its  place. 

To  see  if  the  solution  has  passed  right  through  the  timber  the  far  end  is 
rubbed  with  prusaiate  of  potash,  which  upon  coming  in  contact  with  the 
sulphate  of  copper  makes  a  brown  stain. 

»  Britton.  *  Dent 
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Oardner^B  Prooeaa  ib  one  that  has  been  lately  introdnoed. 

It  is  fldd^  to  season  timber  more  lapidlj  than  anj  other  prooeas,  to  pre- 
serve  it  from  decay  and  from  the  attacks  of  all  kindjB  of  wonns  and  insects. 
It  is  also  fonnd  to  strengthen  the  timber,  and  render  it  uninflammable,  and 
by  it  the  timber  may  be  permanently  coloured  to  a  variety  of  shades 

The  process  takes  from  4  to  14  days  according  to  the  balk  and  density  of 
the  timber.  It  connsts  in  dissolving  the  sap  (by  chemicals  in  open  tanks), 
driving  out  the  lemaining  moistnre,  leaving  the  fibre  only. 

A  farther  injection  of  chemical  sabstances  adds  to  the  darability,  or  will 
make  the  timber  nninflammable. 

The  process  has  been  satisfuctorily  tested  in  mine  props,  railway  sleepers, 
logs  of  mahogany  for  cabinet  work,  and  in  smaller  scantlings  of  fir  and  pine. 

The  experiments  showed  that  the  sap  was  removed,  that  the  resistance 
of  the  timber  to  crushing  was  augmented  from  40  to  90  per  cent,  and  its 
density  was  considerably  increased. 

Margary's  Prooeaa  was  to  soak  the  wood  in  acetate  or  sulphate  of  copper.  It  does 
not  seem  to  have  been  snoceasfnl. 

Sir  'Williani  Burnet's  System  consists  in  steeping  the  timber  in  a  eolation  com- 
posed of  1  lb.  of  chloride  of  zinc  to  4  gallons  of  water. 

Payne's  Process  involved  two  ii^ections  into  the  pores  of  the  timber,  the  first  being 
mlphate  of  iron,  the  other  sulphate  of  zinc  It  is  said  to  make  the  timber  incombustible 
but  brittle. 

Combined  Process. — In  cases  where  the  complete  preservation  of  the  timber  is  of 
vital  importance,  and  expense  no  object,  Mr.  Britton  recommends  that  the  timber  should 
first  be  injected  with  metallic  salt  (as  in  Burnett's  system),  dried,  and  then  creosoted.  By 
this  means  the  whole  is  preserved ;  the  salts  protect  the  heart,  and  the  creosote  the  sapwood. 

Oak  Ccuinga  may  be  presenred  firom  injury  done  by  weather  by  two  coats  of  boiled 
oil  applied  cold. 

Preservation  firom  Fire.~€everal  methods  for  preserving  timber  firom  fire  have  been 
proposed  from  time  to  time. 

It  is  said  that  timber  that  has  been  thoroughly  Bumetised  will  only  become  charred 
and  not  burnt  by  fire. 

Some  years  ago  the  following  means  of  protection  was  recommended  by  Sir  F.  AbeL 

The  wood  having  a  smooth  and  clean  surface  is  first  painted  over  with  a  dilute  solution 
of  the  silicate,  then  with  slaked  fat  lime  of  the  consistency  of  cream,  then  with  a  stronger 
solution  of  silicate. 

Cyanite  is  a  fireproof  solution,  probably  containing  a  soluble  silicate,  which  has 
been  frequently  tried  lately,  and  apparently  with  success.  It  is  stated  that  it  will  cover 
twice  as  much  as  an  equal  quantity  of  priming. 

Asbestos  Paint  (see  p.  428)  affords  some  slight  protection  against  fire. 

Tungstate  of  Soda  imparts  fireproof  qualities  to  timber  or  fabrics  covered  with  repeated 
coats  of  the  solution. 


CONVERSION  OF  TIMBER, 

In  reducing  timber  from  the  log  or  baulk  to  scantlings,  the 
dimensions  and  form  that  the  timber  ought  to  possess  when  actually 
in  use  should  be  borne  in  mind,  in  order  that  proper  allowance 
may  be  made  for  the  alteration  that  wiU  take  place  in  conse- 
quence of  the  action  of  the  atmosphere,  which  has  an  influence 
more  or  less  even  upon  well-seasoned  timber. 

^  Pftper  read  before  the  Philosophical  Society  of  Glasgow,  byJas.  Deas,  Esq.,  M.I.C.E. 
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Atmoapberio  Influenoe. — In  etisight-grained  wooda  the  chuigea  in  lengtli 
Cftnaed  by  the  effects  of  the  atmosphera  are  very  alight ;  bat  the  variations  in 
width  and  depth  are  very  great,  eapecially  in  new  timber. 

Rondelet  found  that  the  usual  changea  uf  weather  produced  the  following 
expansion  and  contraction  in  wood  of  average  drjneas  : — 

In  fir  from  \\v  ^  -h  oi  width  ;   mean  t^. 
In  oak  from  if?  to  Vi  of  width  ;  mean  ih. 

Mr.  Hurat  makes  a  practical  allowance  for  shrinkage  in  9-inch  deab 
amounting  to  \  inch  for  "  northern  pine  "  deals,  and  \  for  "  whit«  deals." 

The  first  effect  of  atmoapheric  influence  upon  a  log  is  that  the  external 
portions  which  are  exposed  to  the  air  ah  rink  ;  bat  the  interior,  which  ia  pro- 
tected from  the  air,  remaiss  at  its  original  bulk.  The  consequence  is  that 
the  exterior  splits,  as  shown  in  Fig.  156. 

The  following  extract,  taken  by  permission  from  Dr.  Ander- 
son's lecture  on  applied  mechanics  given  before  the  Society  of 
Alts,  explains  very  clearly  the  manner  in  which  timber  shrinks 
when  cut  into  scantling  : — 

"  Notwithstanding  the  extent  to  which  timber  is  used  in  the  mechanical  arte, 
it  ia  singular  that  the  natural  law  by  which  the  contraction  or  shrinking  of 
wood  is  governed  is  too  much  disregarded  in  practical  operations.  It  is  a 
subject  which  aeema  to  have  been  entirely  neglected  by  writers  on  the 
subject  .  .  . 

"  An  examination  of  the  end  section  of  any  exogenous  tree,  such  aa  the  beech 
or  oak,  will  show  the  general  arrangement  of  its 
structore.  It  consists  of  a  masa  of  longitudinal 
fibrous  tubes  arranged  in  irregular  circles  that  are 
bound  together  by  means  of  radical  strings  or 
shoots  which  hare  been  variously  named.  They 
are  the  "ulver  graina"  of  the  carpenter,  or  the 
"  medullary  rays "  of  the  botanist,  and  are  in 
reality  the  sanie  as  end  wood,  and  have  to  be  con- 
sidered as  such,  just  as  much  eo  as  the  longitudinal 
woody  fibre,  in  order  to  understand  its  action. 
From  thia  it  will  be  seen  that  the  lateral  contrac-  Fig.  15S. 

tion  or  coUapBing  of  the  longitudinal  porous  or 

tubular  part  of  Uie  structure  cannot  take  place  without  first  crushing  the 
medullary  rays  ;  hence  the  effect  of  the  shrinking  finds  relief  by  apUtting 
in  another  direction,  namely,  in  radial  linea  from  the  centre,  parallel  with 
the  medullary  rays,  thereby  enabling  the  tree  to  maintain  its  full  diameter, 
aa  shown  in  Fig.  156. 

"  If  the  entire  mass  of  the  tubular  fibre  composing  the  tree  were  to  conttact 
bodUy,  then  the  medullary  rays  would  of  necessity  have  to  be  crashed  in 
the  radial  direction,  to  enable  it  to  take  place,  and  the  timber  would  thus  be 
aa  much  injured  in  proportion  as  would  be  the  case  in  crushing  the  wood  in 
the  longitudinal  direction.  If  snch  an  oak  or  beech  tree  ia  cut  into  foui 
quarters  by  passing  the  saw  twice  through  the  centre  at  right  angles,  before 
contracting  and  splitting  has  commenced,  the  linea  ae  and  eb  in  Fig.  157 
would  be  of  the  same  length,  and  at  right  angles  to  each  other,  or  in  the 
technical  language  of  the  workshop  they  would  be  square  ;  but  after  being 


398  NOTES  ON  BUILDING  CONSTRUCTION. 

stored  in  a  dry  place,  uy  for  a  year,  it  would  then  be  teen  that  &  great 
change  had  taken  place  both  in  the  fonn  and  in  some  of  Uie  dimenaiona ; 


Fig.  167. 

the  lines  c  a  and  c  h  wonld  be  the  same  length  as  before,  but  it  would  have 
contracted  bom  a  to  b  vety  conaiderablj,  and  the  two  lines  e  a  and  c  h  would 
not  be  at  right  angles  to  each  other  by  the  portion  shown  here  in  black 
in  Fig.  158.  The  mednllary  rays  are  thua  brought  closer  by  the  col- 
lapsing of  the  vertical  figure. 

"  But,  supposing  that  four  parallel  saw  cuts  are  passed  through  the  tree 
so  as  to  form  it  into  five  planks,  let  us  Bee  what  would  be  the  behaviour  of 
the  several  planks.     Take  the  centre  plank  first     After  due  seaBoning  and 
contracting   it  would  then  be  found  that  the  middle  of  the  board  would 
Btill  retain  the  original  thickness  from  the  resistance  of  the  medullary  rays, 
while  it  would  be  gradually  reduced  in  thickness  towards  the  edges  for  want 
of  support,  and  the  entire  breadth  of  the  plank  would  be  the  same  as  it  was 
at  first,  for  the  foregoing  reasons,  and  as  shown  in  Fig.  159.     Then  taking 
the   planks  at  each  side  of  the   centre,  by  the  same 
law  their  change  and  behaviour  would  be  quite   dif- 
ferent.    They  would  still  retain  their  original  thick- 
ness at  the  centre,  but  would  he  a  little  reduced  on 
each  edge  throughout,  but  the  side  next  to  the  heart 
of  the  tree  would  be  pulled  round,  or  partly  cylin- 
drical, while  the   outside  would   be   the  reverse,  or 
hollow,  and  the  plank  would  be  considerably  nar- 
rower throughout  its   entire   length,  more   especially 
on  the  face  of  the  hollow  side,  all  due  to  the  want 
Fig.  169.  of  support    Selecting  the  neit  two  planks,  they  would 

be  found  to  have  lost  none  of  their  thickness  at  the 
centre,  aud  very  little  of  their  tliickness  at  the  edges,  but  very  much  of 
theb  breadth  as  planks,  and  would  be 
^    curved  round  on  the  heart  side,  and 
I      made  hollow  on  the   outside.     Sup- 
I      posing  some  of  these  planks  to  be  cut 
I      up  into  squares  when   in  the  green 
I      state,    the  shape  that  these   squares 
'b    would  assume  after  a  period  of  season- 
Fig,  180.  ing  would  entirely  depend  on  the  part  ^_  jgj_ 
of  the  tree  to  which  they  belonged ; 
the  greatest  alteration  would  be  parallel  witi  the  medullary  rays.     Tkas,  if 
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the  square  were  near  the  outside,  as  in  Fig.  1 60,  the  effect  would  be  that  it 
would  contract  in  the  direction  from  a  to  6,  and  after  a  year  or  two  it  would 
be  as  in  Fig.  161,  the  distance  between  c  and  a  being  nearly  the 
same  as  it  was  before,  but  the  other  two  angles  a  and  &  brought  by  the 
amount  of  their  contraction  closer  together.  By  understanding  this  natural 
law,  it  is  comparatively  easy  to  know  the  future  behaviour  of  a  wood  or 
plank  by  carefully  examining  the  end  wood  in  order  to  ascertain  the  part  of 
the  log  from  which  it  has  been  cut,  as  the  angle  of  the  ring  growths  and 
the  medullary  rays  will  show  thus,  as  in  Fig.  162.  If  a  plank  has  this 
appearance  it  will  evidently  show  to  have  been  cut  from  the  outside,  and 
for  many  years  it  will  gradually  shrink  all  to  the  breadth,  while  the  next 
plank,  shown  in  Fig.  163,  clearly  points  close  to  the  centre  or  heart  of  the 
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Fig.  163. 


tree,  where  it  will  not  shrink  to  the  breadth,  but  to  a  varying  thickness,  with 
the  full  dimensions  in  the  middle,  but  tapering  to  the  edges,  and  the  planks 
on  the  right  and  left  will  give  a  mean,  but  with  the  centre  sides  curved 
round,  and  the  outside  still  more  hollow. 

"  The  foregoing  remarks  apply  more  especially  to  the  stronger  exogenous 
woods,  such  as  beech,  oak^  and  the  stronger  home  firs.  The  softer  woods, 
such  as  yellow  pine,  are  governed  by  the  same  law,  but  in  virtue  of  their 
softness  another  law  comes  into  force,  which  to  some  degree  affects  their 
behaviour,  as  the  contracting  power  of  the  tubular  wood  has  sufficient 
strength  to  crush  the  softer  medullary  rays  to  some  extent,  and  hence  the 
primary  law  is  so  far  modified.  But  even  with  the  softer  woods,  such  as 
are  commonly  used  in  the  construction  of  houses,  if  the  law  is  carefully 
obeyed,  the  greater  part  of  the  shrinking,  which  we  are  all  too  familiar  with, 
would  be  obviated."     .... 

Experiments  have  shown  that  timber  beams  having  the  annual  rings  parallel 

to  their  depth  are  stronger  than  those  which  have 
the  rings  parallel  to  their  width.  Thus,  in  the  log 
shown  in  Fig.  164  the  piece  cut  from  A  will  be 
stronger  than  that  cut  from  B. 
Again,  the  purpose  for  which 
the  timber  is  intended  should 
be  borne  in  mind.  Thus,  in 
preparing  floor  boards,  care 
should  be  taken  that  the  hearts 
should  not  appear  on  the  sur- 
face of  the  finished  board.  If 
they  are  allowed  to  do  so,  as  in  Fig.  165,  the  central  portions  will  soon 
become  loose,  will  be  kicked  up,  as  shown  in  dotted  lines,  and  will  form  a 
rough  and  unpleasant  floor. 

When  planks  which  have  shrunk  to  a  curved  form  have  to  be  used  to  form 
a  flat  board,  they  are  sometimes  sawn  down  the  middle  and  glued  together^ 


Fig.  164. 


Fig.  165. 


400 


NOTES  ON  BUILDING  CONSTRUCTION. 


the  alternate  pieces  being  reversed  aa  in  Fig.  i66  j  thua  the  currature  in  each 
■  piece  ia  bo  alight  aa  to  be  almoat  inappreciably 
I  and  the  reversal  of  the  alternate  pieces  cansea 
each  to  be  a  check  upoa  the  shrinkage  of  its 

ConTerBion  of  Oak. — There  are  several  methods  of  converting  oak  de- 
scribed in  Qwilt's  Encyclopedia  of  ArchiUctuTt,  from  which  the  following  is 
taken  ;  Fig.  167  being  very  slightly  modified. 

The  log  is  first  cut  into  four  quarters. 

Each  quarter  may  then  be  converted  in  either  of  the  following  methoda ; — 

The  best  method  is  shown  at  A  in  Fig.  1 67, "  in  which  there  ia  no  waste,  as 
the  triangular  portiomi  form  feather-edged  laths  for  tiling  and  other  purposes." 


Fig.  167.  Fig.  ma 

This  method  also  cute  very  obliquely  across  the  medullary  rays,  and  thua 
exhibits  well  the  lilver  grain  of  the  wood,  which  is  so  much  admired  for 
cabinet  work  and  other  ornamental  purpoaea. 

The  next  best  method  is  at  B.  The  method  shown  at  C  is  inferior  to 
the  others  ;  that  at  D  is  the  most  economical  where  thick  stuff  is  required. 

A  good  practical  method  adopted  for  cutting  oak  logs  bo  as  to  get  wide 
boards  ia  to  cut  all  the  boards  parallel  to  the  same  diameter,  but  leaving  the 
heart  to  be  used  for  quartering.    See  Fi^  I6T11. 

Gonversion  of  Fir. — At  the  great  saw-mills  in  Sweden  and  Norway 
each  log  is  carefully  inspected  before  it  ia  sawn,  to  find  out  how  many  of  the 
most  maTkettdtU  titea  can  be  mode 
out  of  it  Thus  if  4-iuch  deals  are 
in  demand,  or  battens,  they  will 
arrange  so  as  to  cut  more  of  these 
sizes,  and  fewer  of  the  regular  3-inch 
deals,  and  vice  vtnd. 

Two  methods  ore  shown  in  the 

accompanying  figures,  token   from 

Mr.  Britten's  work  upon  Dry  Bol. 

arrangement  generally  adopted  at  the  present  time. 

)  into  the  English  market;  those  9x1^  inches  into 


Fig.  168. 


Fig.  188. 


Fig.  168  shows  a 
The  9x3  inch  deals 
the  French  market. 

Fig.  1 69  shows  the  method  that  was  adopted  until  the  French  market  im- 
proved. It  will  be  observed  that  the  centre  deal  would  include  the  pith, 
and  it  is  in  such  a  case  subject  to  dry  rot 
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DESTRUCTION  OF  TIMBER  BY  WORMS  AND  INSECTS. 

Timber  both  in  its  growing  and  converted  states  is  subject  to 
the  attacks  of  worms  and  insects ;  when  these  exist  in  large  num- 
bers they  remove  so  much  of  the  wood  as  seriously  to  impair  the 
strength  of  any  structure  depending  upon  the  timber,  and  in  some 
cases  they  destroy  the  balks  altogether. 

It  wOl  not  be  necessary  to  describe  these  worms  and  insects  in 
detail  But  a  brief  notice  of  a  few  of  the  most  important,  gleaned 
chiefly  from  the  works  of  Tredgold  and  Britton,  may  be  useful 

Worms. — The  Teredo  navalis  is  the  most  common  enemy  to  timber 
used  in  submarine  work. 

It  is  found  in  warm  and  cold  climates,  and  in  nearly  every  English  port. 
It'  avoids  fresh  water  and  prefers  clear  water  to  that  which  is  muddy. 
This  is  one  reason  why  wood  placed  at  the  mouth  of  a  river,  or  in  turbid 
water,  is  not  so  liable  to  be  attacked  as  when  it  is  in  clear  salt  water. 

The  Tertdo  is  first  deposited  upon  the  timber  in  the  shape  of  an  egg,  from 
which  in  time  emerges  a  small  worm  ;  this  worm  soon  becomes  larger,  and 
commences  its  depredations. 

Furnished  with  a  shelly  substance  in  its  head,  idiaped  like  an  auger,  it 
bores  into  the  wood,  chiefly  with  the  grain ;  at  the  same  time  it  lines  the  hole 
it  makes  with  a  thin  coating  of  carbonate  of  lime,  and  closes  the  opening  with 
two  small  lids. 

As  the  work  of  the  Tettd/>  advances  its  size  increases.  Worms  two  feet 
long  and  \  inch  in  diameter  have  been  found  at  Sheemess,  and  even  larger 
ones  are  stated  to  exist 

The  Twtdjo  penetrates  nearly  all  kinds  of  timber,  but  is  most  successful  in  fir. 

The  general  opinion  seems  to  be  that  the  boring  is  mechanical,  but  some  author- 
ities think  that  it  is  done  or  assisted  chemically  by  the  aid  of  an  add  secretion. 

The  Xylophaga  dcraalia  is  of  the  same  iiunily  as  the  Teredo^  not  so  oommon,  but  more 
destnictiye  ;  it  bores  in  all  directions  (some  say  only  with  the  grain),  and  does  not  line 
its  hole  with  shell. 

The  LncNORiA  terebrans  is  a  marine  insect,  resembling  in  appearance  a 
very  small  woodlouse. 

It  is  very  abundant  in  British  (salt)  waters,  and  makes  up  for  its  diminutive 
size  by  the  numbers  in  which  it  attacks  timber :  ^  as  many  as  twenty  thousand 
will  appear  on  the  surface  of  a  piece  of  pile  only  12  inches  square."  ^ 

Mr.  Stevenson  fonnd  that  Memel  timber  was  destroyed  by  the  Limnoria  at  the  Bell 
Rock  at  the  rate  of  about  1  inch  inwards  per  annum.  At  Lowestoft,  piles  were  eaten  at 
the  rate  of  8  inches  inwards  per  annum. 

This  insect  prefers  soft  woods,  avoids  knots,  but  wiU  attack  aU  woods  except  teak  and 
greenheart 

*'  The  Limnoria  almost  always  works  Just  under  neap  tides.  It  cannot  live  in  fresh 
water  (or  under  the  sand),  and  whilst  it  is  destroying  the  surface  of  a  pile,  the  Teredo  is 
attaddng  the  interior." 

The  Tanais  friitcUus,  a  species  of  the  same  family  as  the  LiTrmoria,  in  appearance  like  a 
very  small  caterpillar  with  enormous  foreclaws,  was  found  by  Mr.  Hurst  in  beech  piles. 

The  Chelitra  terebrans,  or  wood^oring  shrimp^  is  also  an  inhabitant  of 
British  seas.     It  tunnels  close  below  the  surface  of  timber,  the  waves  wash 

»  Dent.  »  Britton. 
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away  tlie  tliin  covering  of  the  tunnel,  and  then  the  shrimp  drives  another 
below,  BO  that  the  timber  is  removed  in  successive  flakes. 

"  The  Linrnoria  will  exist  in  comparatively  fool  water  if  salt,  but  the  Chdwra  must  have 
sea  water  comparatively  pure,  henoe  the  former  is  most  fireqnently  found  in  harbours  and 
the  latter  along  the  sea  coast. 

"  The  Limnoria  and  Chdwra  terebrans  do  not  attack  wood  more  than  a  few  inches  above 
high  water  or  neap  tides."  ^ 

The  Ltoobib  fugata  is  the  enemy  of  the  Teredo, 

A  little  worm  with  legs,  something  like  a  centipede,  it  lives  in  the  mad, 
crawls  up  the  pile  inhabited  by  the  Teredo^  enters  the  tunnel  in  which  it  is 
ensconced,  eats  the  Teredo,  enlarges  the  entrance  to  the  tunnel,  and  then 
lives  in  it. 

Protection  against  WormB. — ^A  great  many  different  plans  have  been 
tried  in  order  to  protect  timber  in  marine  works  from  the  ravages  of  worma 

Copper  sheathing  is  not  eflfectuaL  The  worm  gets  in  between  the  copper 
and  the  timber,  and  moreover  the  sheathing  decays. 

Broad-head  scupper  nails  driven  in  close  together  rust  into  a  mass,  and 
so  form  a  good  protection,  but  the  process  is  expensive. 

Creosoting  by  Bethell's  process  when  properly  carried  out  is  quite  success- 
ful (see  p.  394)  but  no  other  chemical  process  answers. 

Ants. — Of  the  ants  proper,  or  those  belonging  to  the  order  Hymenoptera, 
there  are  three  species  in  particular  which  attack  timber,  viz. — ^ 

1.  The  Black  Carpenter  Ani  (Formica  ftdiginoea),  which  prefers  hard  and 
tough  wood,  rather  in  standing  trees  than  in  seasoned  timber.  A  tinge  of 
black  is  seen  round  the  holes  it  makes,  caused  by  iron  in  its  saliva  acting 
upon  gallic  acid  in  the  wood. 

2.  The  Dusky  ArU  (Formica  fusca), 

3.  The  Yellow  ArU  {Formica  flawa). 

The  two  last-mentioned  species  prefer  soft  woods. 

The  Whitb  Ant  (genus  Termes)  is  a  disagreeable-looking  cream-coloured  in- 
sect of  fatty  substance  not  quite  a  \  inch  long,  with  a  black  head  and  lobster- 
like clawa  It  grows  wings  at  the  last  stage  of  its  existence  in  the  nest  and 
flies  away  to  die. 

It  is  found  sometimes  in  Europe,  but  chiefly  in  tropical  climates^  more 
especially  in  Africa,  the  East  Indies,  the  Mauritius,  and  St  Helena,  generally 
in  damp  soils  near  the  sea  or  rivers.  Its  nests  are  in  the  ground  or  in  timber, 
but  always  where  there  is  no  vibration  to  destroy  the  cells. 

White  ants  will  eat  the  whole  timber  work  of  a  house  without  noise. 
They  bore  close  to  the  surface  of  the  wood,  but  without  destroying  it,  so 
that  there  is  no  visible  indication  of  what  they  are  doing. 

They  will  even  bore  through  the  boards  of  a  floor  and  up  the  legs  of  a 
table,  leaving  the  latter  a  mere  shelL 

No  timber  has  yet  been  found  which  is  sure  to  resist  them.  Teak  is 
riddled  by  them.  Jarrah  and  greenheart  are  said  to  be  more  successful,  but 
this  is  doubtfuL  Cedar  while  new  keeps  them  at  bay  by  its  smell,  but  when 
this  passes  off  they  devour  it  eagerly.  Oregon  pine  particularly  attracts  them. 
The  natives  of  the  countries  infected  by  them  use  common  unsawn  yellow 
pine  of  long  fibre  with  more  success  against  them. 

Protection  against  the  white  ant, — Creosoting  with  bone  oil  is  the  best  pre- 
servative against  white  ants,  but  on  account  of  its  smell  is  only  adapted  for 

*  Hurst's  Tredgold. 


STRENGTH  OF  TIMBER.  403 

out -door  work,  and  can  hardly  be  applied  to  very  dense  tropical  timbers. 
Kerosene  is  eflfective  while  its  smell  remains.  The  use  of  arsenic  to  guard 
against  them  has  been  abandoned  as  ineffectoaL 

Other  Insects  besides  those  above  mentioned  attack  wood,  among  which 
may  be  mentioned  the  CcvrpefnUr  lee  of  South  Africa  and  the  East  Indies, 
and  iDood  heetle$  in  Ceylon. 

There  are  also  two  or  three  kinds  of  small  beetles  in  this  country  which 
destroy  furniture,  carvings,  etc.,  and  burrow  into  books  in  libraries  The 
best  way  of  destroying  them  is  by  objecting  them  to  the  vapour  of  chloro- 
form or  benzine.^ 

VARIETIES  OF  TIMBER  USEFUL  FOR  DIFFERENT 

PURPOSEa 

The  undenuentioned  are  the  best  of  the  ordinary  descriptions  of  timber 
to  use  for  the  purposes  named. 

Piles, — Oak,  beech,  elm. 

Posts. — Chestnut,  acacia,  larch. 

Oreai  Strength  in  Ootutrueiion. — ^Teak,  oak,  greenheart,  Dantzic  fir,  pitch  pine. 

Durable  in  Wet  Positions. — Oak,  beech,  elm,  teak,  alder,  plane,  acacia, 
greenheart 

La/rge  Timbers  in  Carpentry. — Memel,  Dantzic,  and  Riga  fir. 

Oak,  chestnut.  Bay  mahogany,  pitch  pine,  or  teak,  may  be  used  if  easily 
obtainable. 

Floors. — Christiania,  St  Petersburg,  Onega,  Archangel,  make  the  best ; 
Qefle  and  spruce  inferior  kinds  ;  Dram  battens  wear  well ;  pitch  pine,  oak,  or 
teak,  where  readily  procurable,  for  floors  to  withstand  great  wear. 

Panelling. — American  yellow  pine  for  the  best ;  Christiania  white  deals  are 
also  used. 

Interior  Joinery. — American  red  and  yellow  pine  ;  oak,  pitch  pine,  and 
mahogany  for  superior  or  ornamental  work. 

Window  SillSy  Siegers. — Oak  ;  mahogany  where  cheaply  procurable. 

Treads  of  Stairs.— Oak,  teak. 

Handles. — Ash,  beech. 

Patterns. — American  yeUow  pine,  alder,  mahogany,  Cowslie  pine. 

STRENGTH  OF  TIMBER. 

The  following  Table,  showing  the  strength  and  weight  of  timber,  is  gleaned 
from  the  records  of  many  experiments,  chiefly  those  given  by  Hodgkinson, 
Tredgold,  Barlow,  Rankine,  and  Laalett  Some  of  these,  in  their  turn,  have 
embodied  the  results  of  experiments  made  by  Buffbn,  Muschenhoek,  Rondelet, 
etc. 

It  will  be  seen  that  the  figures  given  vary  throughout  a  very  wide  range. 
This  is  quite  in  accordance  with  practice. 

Experiments  made  upon  selected  pieces  of  good  quality  show  results  differ- 
ing greatly  from  one  another,  the  difference  being  caused  by  variety  in  the 
age  or  state  of  dryness  of  the  specimen,  the  size  and  form  of  the  piece  tested, 
the  method  in  which  the  test  has  been  applied,  and  the  skill  of  the 
experimenter. 

1  Britten. 
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Table  showing  the  Weight,  Strength,  etc,  of  Various  Woods. 


lity  per 
inch, 
thways 
B  grain. 

tance  to 
bing  in 
tlon  of 
res.1 

Comparative 

Mudalns 

Modulus 

8tiflhes8  and 

Wood  seasoned. 

ill 

of 

of 

Strength,  accord- 

Ss-t^ 

Rupture. 

Elasticity. 

ing  to  Tredgold. 

|S 

M    flA    ^ 

Oak  being  100.* 

Lbs. 

Tons. 

From    r* 

Lbs. 

• 

Lbs. 

Tons  per 
sq.  inch. 

0        Ji 

Btiff- 
ness. 

Strength. 

Acacia 

48 

5-0   8-1 

•  «  • 

1,1 52,000  to 

If 

98 

95 

1,687,500 

Alder    . 

50 

4-5   6-3 

•  •  ■ 

1,086,750 

63 

80 

Ash,  English 

43  to  53 

1-8  7-6 

12,000  to 
14,000 

1,525,500  to 
2,290,000 

3-8  4-2 

89 

119 

„    Canadian 

30 

2-45 

10,050 

1,380,000 

2-5 

77 

79 

Beech  .        .; 

43  to  53 

21   6-6 

9,000  to 
12,000 

1,350,000 

3-4  4-2 

77 

103 

Birch    . 

45  to  49 

6-7 

11,700 

1,645,000 

1-5  2-8 

Cedar  . 

35  to  47 

1-8  61 

7,400  to 
8,000 

486,000 

2-5  2-6 

28 

62 

Chestnut 

35  to  41 

4-5  5-8 

10,660 

1,140,000 

•  •  • 

67 

89 

Elm,  English 

34  to  37 

2-4  6-3 

6,000  to 
9,700 

700,000  to 
1,840,000 

2-6  4-6 

78 

82 

„   Canadian 

47 

41 

14,490 

2,470,000 

4-1 

189 

114 

Fir,  Spruce  . 

29  to  32 

1-3   4-5 

9,900  to 
12,300 

1,400,000  to 
1,800,000 

2-9   80 

72 

86 

„   Dantdc  . 

36 

1-4  4-5 

13,806 

2,300,000 

31 

130 

108 

„   American  red 

34 

1-2  60 

7,100  to 

1,460,000  to 

21 

182 

81 

pine 

10,290 

2,350,000 

„  American  yel- 

32 

0-9 

8,454 

1,600,000  to 

1-8 

139 

66 

low  pine 

2,480,000 

„   Memel   . 

34 

4-2  4-9 

•  ■  • 

1,536,000  to 
1,957,750 

6 

114 

80 

„  Kaurie  , 

34 

20 

11,334 

2,880,000 

2-6 

162 

89 

„   Pitch  pine 

41  to  58 

2-1   4-4 

14,088 
6,600  to 

1,252,000  to 
3,000,000 

30 

73 

82 

„   Riga      . 

34  to  47 

1-8   5-5 

9,450 

1,328,000  to 
3,000,000 

21 

62 

88 

Oreenheart   . 

58  to  72 

3-9  41 

16,500  to 
27,500 

1,700,000 

5-8   6-8 

98 

165 

Jarrah  . 

63 

1-3 

10,800 

1,187,000 

3-2 

67 

85 

Larch  . 

32  to  38 

1-9  5-3 

5,000  to 
10,000 

1,360,000 

2-6 

79 

103 

Mahogany,  Spanish 

53 

1-7  7-3 

7,600 

1,255,000  to 
3,000,000 

8-2 

73 

67 

„       Honduras 

35 

1-3  8-4 

11,500  to 
12,600 

1,596,000  to 
1,970,000 

2-7 

93 

96 

Mora    . 

57  to  68 

4-1 

21,000  to 
22,000 

1,860,000 

«  •  • 

105 

164 

Oak,  English 

49  to  58 

3-4  8-8 

10,000  to 
13,600 

1,200,000  to 
1,750,000 

2-9   4-5 

100 

100 

„     American 

61 

30   4-6 

12,600 

2,100,000 

8-1 

114 

86 

Plane   . 

40 

5-4 

•  •• 

1,343,250 

•  •  « 

78 

92 

Poplar 

28  to  26 

2-68 

■  a  • 

763,000 

1-4   2-3 

44 

50 

Sycamore 

36  to  43 

4-3  5-8 

9,600 

1,040,000 

81 

82 

111 

Teak    . 

41  to  52 

1-47  6-7 

12,000  to 
19,000 

2,167,000  to 
2,414,000 

2-3   6-4 

126 

109 

Willow 

24  to  35 

6-25 

6,600 

•  •  ■ 

1-8  2-7 

Hornbeam    . 

47-5 

91 

•  •  • 

3-7 

... 

108 

1  From  Hodgkinson's  experiments  on  short  pillars  1  inch  diameter,  2  inches  high,  flat  ends,  and 
Laalett's  on  2-inch  cubes. 

>  This  ratio  is  not  always  eonfimted  by  the  Talues  of  the  moduli  of  elasticity  as  found  by  more 
Toecnt  experiments,  and  given  in  the  fifth  column  of  the  above  table. 
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Practical  experiment  npqn  material  similar  to  tliat  about  to  be  used  in  any 
particular  case  is  preferable  to  information  extracted  from  tables ;  but  if  it 
is  necessary  to  use  the  latter,  the  engineer  should  be  inclined  to  credit  his 
material  with  the  lowest  of  the  figures  recorded,  and  then  to  apply  a  good 
factor  of  safety  to  cover  defects  in  the  pieces  used,  which  defects  may  not 
have  existed  in  the  specimens  experimented  upon. 

Mr.  Hodgkinson  found  that  timber  when  wet  had  not  half  the  strength  of 
the  same  timber  when  dry.  This  is  an  important  point  to  consider  in  sub- 
aqueous structure& 

J2«t«tonce  to  Onuhing  across  the  Fibres. — ^When  a  vertical  piece  of  timber 
stands  upon  a  horizontal  piece,  the  latter  is  compressed  at  right  angles  to  the 
length  of  the  fibres,  and  in  this  position  it  will  not  withstand  so  great  a  com- 
pressive force  per  square  inch  as  does  the  vertical  piece,  whose  fibres  are  com- 
pressed in  the  direction  of  their  length. 

Not  many  experiments  have  been  made  on  this  point. 

Tredgold  found  that  Memel  fir  was  distinctly  indented  with  a  pressure  of 
1000  lbs.  per  square  inch,  and  English  oak  with  1400  lbs.  per  square  inch. 

Mr.  Hatfield's  experiments  chiefly  on  American  woods,  are  quoted  in  Hurst's 
Tredgoldf  and  form  the  basis  of  a  table  in  Hursf  s  Pocket-Book,  from  which  the 
following  are  taken : — 


Fir,  sprace 

Pine,  Northern  Memel 

„    White  (P.  strobus)  American 
Mahogany,  Honduras 

„         St.  Domingo 
Oak,  English 

„  American 
Ash,  American 
Chestnnt 

Resistcmee  to  Shearing, — On  this  point  also  bat  few  experiments  have  been 
madei 

The  resistance  to  shearing  in  direction  of  the  fibres  of  the  wood  is  of  couxte 
much  less  than  that  across  the  fibres. 


Force  per  sq.  Inch  required  to 
crush  the  fibres  transversely 

^  inch  deep. 

*22tons. 

•60 

•27 

•58 

1-92 

•90 

•84 

1-08 

•42 

Wood. 

Resistance  to  Shearing 
per  sq.  inch  in  Ihs. 

Along  Fibres. 

Across  Flbiee. 

Fir 

Oak    . 

American  oak 
Ash  and  elm 
Spruce 
Bed  pine     . 

556  to  684 1 

2800* 

780  » 

1400  > 

600  « 

500  to  800* 

4000  « 

^  Barlow  On  Strength  of  Materials,  p.  28.         '  Rankine's  (HvU  JBngineerinj. 

'  £^tfield«  quoted  in  Hursf  s  Tredgold. 
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PAINTS  AND  VARNISHES. 

I3AINTS  and  Varnishes  are  used  bj  the  engineer  and  builder  for 
-*-  covering  the  surfaces  of  wood,  iron,  and  other  materials,  in 
order  to  protect  them  from  the  action  of  the  atmosphere,  or  to 
improve  their  appearance. 

The  preparation  of  surfaces  and  the  different  processes  involved 
in  painting  and  varnishing  materials  of  different  kinds  have  already 
been  briefly  described  in  Part  11. 

It  will  now  be  necessary  only  to  give  a  few  particulars  regard- 
ing the  paints  and  varnishes  in  common  use  on  engineering  and 
building  works. 

The  paints  used  by  the  engineer  and  builder  as  a  rule  consist 
of  a  hase^  (generally  a  metallic  oxide)  mixed  with  some  liquid 
substance  known  as  the  vehicle  ;  upon  thia,  permanency  of  the  paint 
depends. 

In  most  cases  a  drier  is  added  to  cause  the  vehicle  to  dry  more 
quickly,  and  a  solvent  is  sometimes  required  to  make  it  work  more 
freely. 

When  the  final  colour  required  differs  from  that  of  the  base 
used,  the  desired  tint  is  obtained  by  adding  a  ^iner  or  colouring 
pigment. 

It  will  be  an  advantage  to  glance  at  the  properties  of  the  sub- 
stances used  to  effect  the  various  objects  above  mentioned  before 
describing  the  paints  most  commonly  made  from  those  substances. 

The  materials  most  commonly  used  for  the  purposes  above 
mentioned  are  as  follows : — 

Bases. — ^White  lead,  red  lead,  zinc  white,  oxide  of  iron. 

Vehicles. — ^Water,  oils,  spirits  of  turpentine. 

Solvents. — Spirits  of  turpentine. 

^  Sometimes  called  a  pigment,  bnt  here  called  the  hast  in  order  to  aroid  confdsioii 
with  the  pigment  added  to  give  the  colour ;  aee  p.  418. 
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2>7W5.^LitihaTge,  acetate  of  lead,  sulphate  of  zinc,  and 
binoxide  of  manganese,  red  lead,  eta 

ColouriTig  PigmerUs. — Ochres,  lampblack,  umber,  sienna,  and 
many  metallic  salts,  the  principal  of  which  are  mentioned  at 
pages  413  to  417. 

BASES. 

WMte  Iiead  is  a  carbonate  of  the  metaL  The  best  is  produced  by  the 
Dutch  process,  which  consists  in  placing  gratings  of  pure  lead  in  tan,  and 
exposing  them  to  the  fumes  of  acetic  acid ;  by  these  they  are  corroded,  and 
covered  with  a  crust  of  carbonate,  which  is  removed  and  ground  to  a  fine 
powder. 

There  are  other  processes  for  manufacturing  white  lead,  in  which  it  is 
precipitated  by  passing  carbonic  add  through  solutions  of  different  salts  of 
lead. 

Cliehy  White  is  produced  in  this  way  by  the  action  of  carbonic  acid  gas  npon  acetate 
of  lead.  ^ 

The  white  lead  produced  by  precipitation  is  generally  considered  inferior 
to  that  prepared  by  corrosion.  It  is  wanting  in  density  or  body,  and  absorbs 
more  oil — it  however  does  not  require  grinding. 

Pure  white  lead  is  a  heavy  powder,  white  when  first  made ;  if  exposed  to 
the  air  it  soon  becomes  grey  by  the  action  of  sulphuretted  hydrogen. 

It  is  insoluble  in  water,  effervesces  with  dilute  hydrochloric  add,  dissolving 
when  heated,  and  is  easily  soluble  in  dilute  nitric  add. 

When  heated  on  a  slip  of  glass  it  becomes  yellow. 

This  substance  may  be  used  as  the  basis  of  paints  of  all  colours. 

AduUeration, — White  lead  may  be  purchased  either  pure  or  mixed  with 
various  substances — such  as  sulphate  of  baryta,  sulphate  of  lead,  sulphate  of 
lime,^  whiting  (see  p.  254),  chalk,  zinc  white,  etc.  These  substances  do  not 
combine  with  oil  so  well  as  does  white  lead,  nor  do  they  so  weU  protect  any 
surface  to  which  they  are  applied. 

Sulphate  of  baryta,  the  most  common  adulterant^  is  a  dense,  heavy,  white 
substance,  very  like  white  lead  in  appearance.  It  absorbs  very  little  oil,  and 
may  frequently  be  detected  by  the  gritty  feeling  it  produces  when  the  paint 
is  rubbed  between  the  finger  and  thumb. 

Market  Forms. — White  lead  is  sold  either  dry  in  powder  or  lump,  or  else 
ground  in  oil  in  a  paste  "  containing  from  7  to  9  per  cent  of  linseed  oil,  and 
more  or  less  adulterated,  unless  specially  marked  genuine" 

When  sulphate  of  baryta  has  been  added,  its  presence  is  in  most  cases 
avowed ;  the  mixture  is  called  by  a  particuliu!  name,  which  indicates  to  the 
initiated  the  proportion  of  sulphate  of  baryta  that  it  contains.     Thus — 
Qenmne  Iky  White  Lead^  Newccutle  White,  Nottingham  White,  Roman  White, 
London  WhUe,  are  all  names  for  pwre  white  lead. 

Kremnitz,  or  Kreme  White,  known  also  as  Vienna  White,  imported  from 
Austria  in  small  cubes  ;  Frmch  White,  or  Silver  White,  in  drops,  from  Paris; 
and  FUUce  White,  made  in  England  in  small  scales,  should  also  all  be  pure 
white  lead,  but  they  differ  considerably  in  density. 

^  Dent  '  Barium  salphate,  lead  sulphate,  caldum  sulphate. 


HoUand  White    f      »       ^     "  "  ^    '»  » 
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Venice  Wliite      contains  1  part  white  lead  to  1  part  sulphate  of  baryta. 
Samburg  WTiite        „       1     ,,  „  2    „  ,, 

Dvtch  White,  or  ) 

'*  When  the  sulphate  of  baryta  is  very  white,  like  that  of  the  Tyrol,  these 
mixtures  are  considered  preferable  for  certain  kinds  of  painting,  as  the  baiytes 
communicates  opacity  to  the  colour,  and  protects  the  lead  from  being  speedily 
darkened  by  sulphurous  smoke  or  vapours."  ^ 

Old  White  Lead, — White  lead  improves  by  keeping.  It  should  not  be 
exposed  to  the  air,  or  it  will  turn  grey  (see  p.  407).  Old  white  lead  of  good 
quality  goes  farther  and  lasts  better  than  if  it  is  used  when  fresh ;  more- 
over, the  paint  made  with  fresh  lead  has  a  tendency  to  become  yellow. 

Fresh  white  lead  often  has  a  yellowish  tinge,  caused  by  the  presence  of 
iron. 

Uses,  Advantages,  and  Disadvantages, — Of  all  the  bases  for  paints  white 
lead  is  the  most  commonly  used,  and  for  surfeu^es  of  wood  it  affords  in  most 
cases  the  best  protection,  being  dense,  of  good  body,  and  permanent  It  has 
the  disadvantage,  however,  of  blackening  when  exposed  to  sulphur  adds,  and 
of  being  iiijurious  to  those  who  handle  it. 

Test  far  Svlphate  of  Baryta, — "The  testing  of  the  quality  of  white  lead  is  a  very 
simple  operation,  as  it  Ib  only  necessary  in  the  case  of  dry  white  lead  to  digest  it  with 
nitric  add,  in  which  it  dissolves  readUy  on  boiling.  When  ground  with  oil,  the  oil 
should  be  burnt  off,  and  the  residue  treated  with  nitric  acid ;  or 

"The  ground  white  lead  with  the  oil  may  be  boiled  for  some  little  time  with  strong 
nitric  acid,  which  destroys  the  oil,  and  dissolves  the  lead  on  the  addition  of  water. 

"  The  sulphate  of  baryta  being  insoluble  in  add  remains  behind,  and  can  be  collected 
on  a  filter,  washed  with  hot  distilled  water,  and  weighed." 

Bed  Iiead  is  produced  by  raising  massicot  (the  commercial  name  for  oxide 
of  lead)  to  a  high  temperature,  short  of  fusion,  during  which  it  absorbs 
oxygen  from  the  air,  and  is  converted  into  red  lead  or  minvam,  an  oxide  of 
lead. 

It  is  usually  in  the  form  of  a  bright  red  powder.  Ground  by  itself  in  oil 
or  varnish,  it  is  durable  and  unaffected  by  light  when  the  red  lead  is  pure 
and  used  alone,  but  any  preparation  containing  lead,  or  metallic  salts  mixed 
with  it^  deprive  it  of  colour,  and  impure  air  makes  it  black. 

Uses, — Red  lead  is  used  as  a  drier  (see  p.  412),  also  for  painting  iron  (see 
p.  336)  ;  and  in  the  priming  coat  for  painting  wood  (see  p.  419). 

AdaUeraXion  and  Teais, — Red  lead  is  sometimes  adulterated  with  brick  dust, 
which  may  be  detected  by  heating  the  red  lead  in  a  crucible,  and  treating  it 
with  dilute  nitric  acid  ;  the  lead  will  be  dissolved,  but  the  brick  dust  will 
remain.^ 

Red  lead  may  also  be  adulterated  with  colcoihar,  a  sesquioxide  of  iron. 

Antimony  Vermilion,  S^hide  of  Antimony,  produced  from  antimony 
ore,  has  been  proposed  as  a  substitute  for  red  lead. 

It  is  sold  in  a  very  fine  powder,  without  taste  or  smell,  and  which  is 
insoluble  in  water,  alcohol,  or  essential  oils. 

It  is  but  little  acted  upon  by  acids,  and  is  stated  to  be  unaffected  by  air  or 
light  It  is  adapted  for  mixing  with  white  lead,  and  affords  an  intensely 
bright  colour  when  ground  in  oil^ 

^  Ure.  '  Davidson.  '  Proceedings  Society  qf  Engineers,  1875. 
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Oxide  of  Zino  is  the  basis  of  ordinarj  zinc  paint  (see  p.  421). 

It  is  prepared  by  distilLing  metallic  zinc  in  retorts,  under  a  current  of  air ; 
the  metal  is  volatilised,  and  white  oxide  is  condensed.  It  is  filled  into  can- 
vas bags,  and  pressed  to  increase  its  density. 

Zinc  white  is  durable  in  water  and  oil ;  it  dissolves  in  hydrochloric  acid  ; 
it  does  not  blacken  in  the  presence  of  sulphuretted  hydrogen  (the  sulphide 
of  zinc  being  white) ;  and  it  is  not  injurious  to  the  men  who  make  it,  or  to 
the  painters  who  use  it 

On  the  other  hand,  it  does  not  combine  so  well  with  oil,  and  is  wanting  in 
body  and  covering  power,  and  is  difficult  to  work  (see  p.  421). 

''  The  want  of  density  is  a  great  drawback  to  the  use  of  zinc  white,  and 
the  purest  zinc  oxide  is  not  always  the  best  for  paint  on  account  of  its  low 
specific  gravity ;  and  in  this  respect  the  American  zinc  whites,  which  are 
frequently  very  pure,  do  not  generally  compete  with  the  zinc  white  supplied 
by  the  Vieille  Monts^gne  Company,  as  made  in  Belgium."  ^ 

Usesy  etc — Oxide  of  zinc  is  the  basis  of  zinc  paint.  It  has  considerable 
advantages  in  certain  positions,  as  mentioned  at  p.  421. 

Ozy-Sulphide  of  Zinc  is  used  as  the  basis  of  QHffitKs  patent  whdte  paint. 
It  is  stated  by  Dr.  Phipson  to  be  prepared  by  precipitating  chloride  or  sul- 
phide of  zinc  by  means  of  a  soluble  sulphate — of  sodium,  barium,  or  calcium. 
The  precipitate  is  dried  ;  and  levigated,  while  hot,  in  cold  water. 

The  paint  made  with  this  substance  for  a  base  has  several  valuable  charac- 
teristics, which  are  described  at  p.  424. 

Oxide  of  Iron  is  produced  from  a  brown  haematite  ore  found  at  Torbay 
in  Devonshire,  and  at  other  places.  It  forms  the  basis  of  a  large  class  of 
paints  of  some  importance  (see  p.  425). 

The  ore  is  roasted,  separated  from  impurities,  and  then  ground.  Tints, 
varying  from  yellowish  brown  to  black,  may  be  obtuned  by  altering  the 
temperature  and  other  conditions  under  which  it  is  roasted 

Oxide  of  iron  is  also  produced  as  a  bye  product  in  the  manufacture  of 
aniline  dyes.^ 

VEHICLES. 

Oils  are  divided  into  two  classes — Fixed  oils  and  volatile  oils. 

Fixed  Oils  are  extracted  by  pressure  from  vegetable  substances  ;  they  are 
of  a  fatty  nature,  do  not  evaporate  on  drying,  and  will  bear  a  temperature 
short  of  SOO""  Fahr.  without  decomposing.     They  are  subdivided  into 

Drying  OiU,  which  become  thick  upon  exposure  to  air.  Of  these,  linseed 
oil  is  most  commonly  used  as  an  ingredient  for  paint ;  nut  oil  and  poppy  oil 
are  also  used  (see  p.  411). 

Non-Dryvag  OUs,  which  become  rancid  under  similar  atmospheric  influ- 
ences.    These  axe  not  used  in  preparing  paint 

VoLATiLB  or  Essential  Oii^  are  generally  obtained  by  distillation,  and 
have  an  odour  resembling  that  of  the  plant  from  which  they  are  obtained. 
They  are,  as  a  rule,  colourless  at  first,  but  upon  exposure  to  air  and  light 
they  become  darker,  thicker,  and  eventually  are  converted  into  a  kind  of 
resin. 

OH  of  turpentine,  commonly  called  spirits  of  turpentine,  is  the  only  variety 
of  this  class  that  is  much  used  for  ordinary  paint 

*  Dent 
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Mineral  Tv/rperUine  or  Petroleum  Oil  is  often  used  as  a  cheap  yehicle  instead 
of  ordinary  turpentine. 

Goal  Naphtha  is  one  of  the  products  of  the  distillation  of  coal  tar.  It  is 
purified  in  a  mill  with  sulphuric  acid  ;  the  sediment  and  water  drawn  off,  the 
pure  washed  spirit  remains. 

Petroleum,  a  mineral  oil,  comes  from  America  in  casks.  It  is  then  distilled, 
and  from  it  oils  of  various  density  are  obtained,  and  used  for  burning  in 
lamps,  etc. 

Benzoline  is  one  of  the  products  obtained  from  petroleum,  and  is  much 
used  as  a  solvent  for  bituminous  paints.  Paints  mixed  with  benzoline  or 
the  heavier  oils  from  petroleum  do  not  set  nearly  so  well,  nor  do  they  dry 
with  so  much  cohesion  as  those  in  which  naphtha  is  the  solvent^  but  benzoline 
is  much  cheaper,  and  is  therefore  often  sold  as  naphtha,  and  used  instead  of  it^ 

Ijinseed  Oil,  produced  by  compressing  flax  seed,  is  the  most  commonly 
used,  and  by  far  the  best  of  the  oils  used  as  an  ingredient  of  painty  putty,  and 
other  similar  substances. 

It  oxidises  and  becomes  thick  upon  exposure  to  the  air.  This  property  is 
is  very  much  increased  by  adding  other  substances  to  it  and  boiling  them 
together  (see  Boiled  Oil). 

It  is  superior  in  drying  powers,  tenacity,  and  body  to  the  other  fixed  oils. 

The  best  oil  comes  from  the  Black  Sea  and  the  Baltic ;  that  from  East 
Indian  seed  is  inferior,  as  the  seed  is  less  carefully  cleaned,  and  contains  too 
much  stearine. 

Uses, — Raw  linseed  oil  is  dear  and  light  in  colour,  works  smoothly,  and 
is  used  for  internal  work,  for  delicate  tints,  and  for  grinding  up  colours. 
Boiled  oil  is  much  thicker,  darker,  and  more  apt  to  clog.  It  is  used  for 
outside  work,  as  its  greater  body  and  rapidity  in  drying  make  it  a  quicker 
and  more  efficient  protection. 

Raw  Linsbed  Oil  is  obtained  by  allowing  the  oil,  as  first  expressed  from 
the  seed,  to  settle  until  it  can  be  drawn  off  clear. 

When  of  good  quality  it  should  be  pale  in  colour,  perfectly  transparent, 
almost  free  from  smell,  and  sweet  in  taste. 

When  it  is  to  be  used  for  delicate  tints,  it  is  sometimes  clarified  by  adding 
an  acid  (such  as  oil  of  vitriol),  which  is  afterwards  carefully  washed  out 

This  clarification  is  stated  to  be  of  no  permanent  advantage,  for  the  oil  in 
drying  recovers  its  original  colour. 

Darkness  in  colour  and  slowness  in  drying  are  defects  in  inferior  linseed 
oiL 

These,  however,  are  greatly  diminished,  and  the  substance  of  the  oil  is 
improved  by  keeping. 

The  oil  should  never  be  used  within  six  months  after  being  expressed  from 
the  seed,  and  it  is  better  if  kept  for  several  years. 

Raw  oil  is  more  suited  for  delicate  work  than  boiled  oil,  as  it  is  thinner 
and  lighter  in  colour. 

The  drying  of  raw  linseed  oil  "  may  be  improved  by  adding  about  1  lb.  of 
white  lead  to  every  gallon  of  oil  and  allowing  it  to  settle  for  at  least  a  week  ; 
this  also  improves  the  colour  of  the  oil,  whilst  the  lead  can  be  used  afterwards 
for  common  work."  ^ 

Raw  oil  spread  in  a  film  upon  glass,  or  other  smooth  non-absorbent 

^  Seddon. 
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material,  takes  from  two  to  three  days  to  dry,  according  to  the  state  of  the 
weather.^ 

Boiled  Linseed  Oil,  frequently  called  Drying  Oil,  is  prepared  by  heating 
raw  oil  with  certain  driers  or  by  passing  a  current  of  air  through  raw  oil. 

The  drying  qualities  of  the  raw  oil  can  be  greatly  improved  by  boiling  it 
alone,  but  other  substances,  such  as  those  mentioned  below,  are  generally 
added  to  it,  which  make  it  dry  still  more  quickly. 

When  boiled  it  becomes  much  thicker,  and  not  so  suitable  for  indoor  or 
delicate  work,  nor  will  it  do  for  grinding  colours,  as  it  clogs  and  thickens  too 
rapidly. 

Boiled  oil  of  a  pale  colour  is  necessary  for  use  with  light  tints,  but  for  deep 
colours  a  dark  oil  seems  to  be  generally  preferred,  though  apparently  with- 
out much  reason. 

Dark  Drying  Oil  may  be  made  from  the  following  ingredients : — 

1  gallon  linseed  oiL 
1  lb.  red  lead. 
1  lb.  umber. 
1  lb.  litharge. 

The  linseed  oil  is  heated  to  about  200"  Fahr.  ;  when  it  looks  brown  and 
the  scum  is  all  burnt  off  the  other  substances  are  added ;  the  whole  is  then 
raised  to  about  400°  Fahr.,  and  kept  at  that  temperature  for  two  or  three 
hours.  The  oil  is  then  drawn  of^  the  albuminous  matter  being  allowed 
to  deposit,  and  is  now  clear  and  ready  for  use. 

The  umber  is  added  simply  to  give  the  oil  a  dark  colour. 

Acetate  of  lead  is  sometimes  used  instead  of  the  red  lead  and  litharge,  and 
tends  to  make  the  oil  lighter  in  tint     A  little  resin  is  sometimes  added. 

ChevTenU  states  that  oil  heated  to  160**  with  ^  its  weight  of  oxide  of  manganeae  has 
powerfal  drying  properties.* 

Qood  boiled  oil  spread  in  a  film  upon  glass  should  be  dry  in  from  12  to  24 
houiB,*  if  raw  it  would  take  from  2  to  17  days,  according  to  the  atmosphere.^ 

P<U$  Drying  Oil  may  consist  of  1  gallon  of  linseed  oil  mixed  with  about 
7  lbs.  litharge  or  acetate  of  lead,  and  raised  to  a  moderate  warmth. 

Boiled  onto  he  used  with  zinc  paint  must  be  free  from  oxides  of  lead.  About 
5  per  cent  by  weight  of  powdered  peroxide  of  manganese  is  boiled  in  the  oil 
for  five  or  six  hours.     Tlie  mixture  is  then  allowed  to  cool,  and  filtered. 

Drying  Oil  for  common  work  may  be  made  by  boiling  1^  lb.  red  lead  in  a 
gallon  of  raw  linseed  oil,  and  allowing  the  mixture  to  settle. 

Poppy  Oil  is  extracted  by  pressare  from  the  seeds  of  the  common  poppy.  It  should 
be  colonrleas,  or  of  a  very  light  yellow  tinge,  sweet,  and  firee  from  smdL  Being  very 
pale  it  is  sometimes  used  for  light  tints,  bnt  though  its  colour  stands  longer  than  tiiat  of 
linseed  oil,  it  eyentually  becomes  of  a  brownish  hue,  and  in  drying  and  other  qualities  it 
is  far  inferior  to  Unseed  olL 

19'ut  Oil  is  expressed  from  walnuts.  It  should  be  nearly  colourless,  and  therefore 
adapted  for  white  and  any  light  tints.  It  dries  more  rapidly  than  linseed  oil,  but  is  not 
durable,  and  is  used  only  for  common  work,  being  cheap. 

**  Oil  of  Turpentine,*'  ^^  Spirits  of  Turpentine,  or  TurpsJ*  is  an  essential  or 
volatile  oil,  produced  by  distilling  turpentine  tapped  from  pines  or  larches. 
The  residuum  left  after  distillation  is  common  rosvn. 

^  Dent  '  Miller's  Organic  Chemigtry, 

'  Proceedings  Society  qf  Engineers,  1876,  ^  Seddon. 
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"  The  best  oil  of  turpentine  comes  from  America." 

*'  The  gummy  material  known  as  Canada  Balsam  is  produced  by  the  Pintu 
Canadienns,  Venice  Tvirpentine  by  the  larch  (Pintu  lariz\  and  French  Turpen- 
tine by  the  Pinue  fnaribvma^  which  is  eztensiyely  grown,  in  the  south  of 
France.**  ^ 

CharacUristice  and,  Qualities, — Ordinary  oil  of  turpentine  has  a  specific 
gravity  of  about  *86  to  -87,  and  boils  at  a  temperature  of  320*'  Fahr.  If  pure 
it  should  completely  distil  over  at  this  temperature. 

"  On  exposure  to  the  air  it  oxidises,  and  is  converted  into  a  resinous  sub- 
stance." 

"  When  spread  upon  any  surface  in  a  thin  layer,  as  is  the  case  when  used 
for  paint,  it  should  dry  in  24  hours,  leaving  a  hard  dry  varnish.*'  ^ 

Qood  spirits  of  turpentine  is  lighter  in  weight  and  more  Inflammable  than 
bad.  It  is  colourless,  and  has  a  pleasant  pungent  smell,  whereas  the  smell  of 
inferior  qualities  is  disagreeable. 

Qood  spirits  of  turpentine  should  leave  a  very  slight  residue  when  eva- 
porated. 

Spirits  of  turpentine  is  often  adulterated  with  mineral  oiL  The  purer 
vegetable  turpentine  loses  bulk  by  evaporation,  and  gains  weight  upon 
exposure  to  the  air  ;  the  spirit  &om  the  mineral  oil  flies  ofi*,  leaving  the  oil 
without  any  assistance  in  hardening.^ 

Turpentine  sometimes  contains  pyroligneous  acid,  and  is  the  better  for 
being  kept  and  allowed  to  settle  a  long  time  before  use. 

Uses, — Spirits  of  turpentine  is  used  as  a  solvent  for  resins  and  other  sub- 
stances in  making  varnishes  ;  also  in  paint  to  make  it  work  more  smoothly. 
It  is  useful  also  in  flatting  coats  (see  Part  II.),  but  will  not  stand  exposure  to 
the  weather. 

DRIERa 

Driers  are  substances  added  to  paint  in  order  to  cause  the  oil  to  thicken 
and  solidify  more  rapidly. 

The  action  of  these  substances  is  not  thoroughly  understood.  Ohevreuil 
has  shown  that  the  drying  of  linseed  oil  is  caused  by  the  absorption  of  oxy- 
gen,  and  there  can  be  no  doubt  that  for  the  most  part  driers  act  as  carriers 
of  oxygen  to  the  oil,  a  very  small  quantity  producing  considerable  effects. 

The  best  driers  are  those  which  contain  a  large  proportion  of  oxygen, 
such  as  litharge,  acetate  of  lead,  red  lead,  sulphate  of  zinc,  verdigris,  etc 

They  are  sometimes  used  to  improve  the  drying  qualities  of  the  oil  with 
which  the  paint  is  mixed,  as  explained  at  page  410,  or  they  may  themselves 
be  ground  up  with  a  small  quantity  of  oil  and  added  to  the  paint  just  before 
it  is  used. 

liitharge,  or  oxide  of  lead,  is  the  drier  most  commonly  used,  and  is  pro- 
duced in  the  oxidation  of  lead  containing  silver.  It  can  be  procured  on  a 
small  scale  by  scraping  off  the  dross  which  forms  on  molten  lead  exposed  to  a 
current  of  air.  Massicot  is  a  superior  kind  of  litharge,  being  produced  by 
heating  lead  to  an  extent  insufficient  to  fuse  the  oxide. 

Sugar  of  lioad  {acetate  of  lead)  ground  in  oil,  and  Copperas  and  White 
vitriol  {sulphate  of  zinc),  are  also  used  as  driers,  especially  for  light  tints.  - 


1  Dent.  '  Cresy's  Encydopcedia, 
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Oxide  of  Manganese  Ib  quicker  in  its  effects,  but  is  of  a  reiy  dark 
colour,  and  seldom  used  except  for  deep  tints. 

Japcuiners'  Gk>ld  Size  and  Verdigris  (ocetoto  of  copper)  are  also  used  for 
dark  colours.  Care  must  be  taken  not  to  apply  too  much  of  the  size,  or  it 
will  make  the  paint  brittle. 

Bed  Lead  (oxide  of  lead)  is  often  used  as  a  drier  when  its  colour  will  not 
interfere  with  the  tint  required.  It  is  not  so  rapid  in  its  action  as  litharge  or 
massicot. 

Sulphate  of  Manganese  is  the  best  drier  for  zinc  white,  about  6  or  8 
ounces  only  being  used  for  1  cwt.  of  ground  zinc  paint.  The  manganese 
should  be  mixed  with  a  small  quantity  of  the  paint  first,  and  then  added  to 
the  bulk.  If  great  care  be  not  taken  in  mixing  the  drier  the  work  will  be 
spotted.^ 

Sulphate  of  Zino  is  also  a  good  drier  for  zinc  paint. 

Patent  Driers  contain  oxidising  agents,  such  as  litharge  or  acetate  of  lead, 
ground  and  mixed  in  oil,  and  therefore  in  a  convenient  form  for  immediate 
use. 

There  is  great  danger,  however,  in  using  such  driers,  unless  they  are  of  the 
best  quality  from  a  reliable  maker.  Some  of  the  inferior  descriptions  depend 
for  their  drying  qualities  upon  lime. 

■ 

Terebine  consists  of  a  powerftil  drier  dissolved  in  spirits  of  turpentine  ;  it  is  used  as  a 
substitute  for  patent  and  other  driers,  and  ia  used  in  the  proportion  of  1  oz.  to  1  lb.  of 
paint    Alone  it  will  dry  in  about  half  an  hour. 

Xerotine  Siccative  is  a  species  of  terebine,  but  differs  from  it  in  that  when  mixed 
with  oil  the  mixture  does  not  become  cloudy.  The  siccative  becomes  dangerously  ex- 
plosive  when  stored. 

PrecaiLtions  in  using  Driers. — "The  following  points  should  be  ob- 
served in  using  driers  :— 

"  Ist.  Not  to  use  them  unnecessarily  with  pigments  which  dry  weU  in  oil 
colour." 

**  2d.  Not  to  employ  them  in  excess,  which  would  only  retard  the  drying" 
and  tend  to  destroy  the  paint 

"  3d  Not  to  add  them  to  the  colour  until  about  to  be  used." 

**  ^th.  Not  to  use  more  than  one  drier  to  the  same  colour."  ^ 

COLOUBINQ  PIGMENTS. 

It  is  unnecessary  to  give  anything  like  a  complete  list  of  the  pigments 
used  to  produce  the  colours  and  tints  used  by  the  house  painter  and  deco- 
rator.   A  few  of  the  most  useful  may,  however,  be  mentioned. 

It  is  not  proposed  to  give  a  detailed  description  of  them,  but  merely  suf- 
ficient to  distinguish  those  that  are  injurious  from  the  others. 

Many  of  these  colouring  pigments,  such  as  the  ochres,  umbers,  etc.,  are 
from  natural  earths ;  others  are  artificially  made. 

They  may  genendly  be  purchased  either  in  the  form  of  dry  powder  or 
ground  in  oiL 

Blacks. — Lakpblaok  is  the  soot  produced  by  burning  oil,  rosin,  small  coal, 
resinous  woods,  coal  tar,  or  tallow. 

It  is  in  the  state  of  very  fine  powder ;  works  smoothly ;  is  of  a  dense 

1  Dent.  *  Seddon. 
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black  colour  when  dry,  and  durable,  but  dries  badly  in  oiL  It  gives  a  gre j- 
ish  black  colour  to  painty  as  compared  with  the  deep  hue  produced  by  veget- 
able black  of  good  quality. 

Vkgstablb  Black  is  a  better  kind  of  lampblack  made  from.  oiL  It  ia  very  light,  free 
from  grit,  and  of  a  good  colour.  It  should  be  used  with  boiled  oil,  driets,  and  a  little 
Tarnish.    Linseed  oil  or  torps  keeps  it  from  drying.^ 

IvoRT  Black  is  obtained  by  calcining  waste  ivory  in  dose  vessels,  and  then  grinding. 
It  is  intensely  black  when  properly  burnt. 

BoRB  Black  is  inferior  to  ivory  black,  and  prepared  in  a  similar  manner  from  bones. 

Blub  Black  and  Fbankfort  Black  of  thebesik  quality  are  made  from  vine  twigs  ;  in- 
ferior qualities  from,  other  woods  charred  and  reduced  to  powder. 

Gbant's  Black,  or  Bideford  Black,  is  a  mineral  substance  found  near  Bideford.  It 
contains  a  large  proportion  of  silioeous  matter.  It  is  denser  than  lampblack,  but  has  not 
so  much  staixdng  power.' 

Blues. — Prussian  Blub  is  made  by  mixing  prussiate  of  potash  (Ferro- 
qfanide  ofpotasnvm)  with  a  salt  of  iron.  The  prussiate  of  potash  is  obtained 
by  caldning  and  digesting  old  leather,  blood,  hoofs,  or  other  animal  matter 
with  carbonate  of  potash  and  iron  filings. 

This  pigment  is  much  used,  especially  for  dark  blues,  making  puiples,  and 
intensifying  bhick.     It  dries  weU  with  oil. 

Slight  diiTerences  in  the  manufacture  cause  considerable  variation  in  tint  and  colour, 
which  leads  to  the  material  being  known  by  different  names — such  as  Antwerp  Blue, 
Berlin  Blue,  UaerUm  Blt^,  ChineBe  Blue,  etc 

Indigo  is  produced  by  steeping  certain  plants,  from  Asia  and  America,  in 
water,  and  allowing  them  to  ferment 

It  is  a  transparent  colour  ;  works  well  in  oil  or  water,  but  is  not  durable, 
especially  when  mixed  with  white  lead. 

UiABAKABnns  was  originally  made  by  grinding  the  valuable  minersl  Lapis  lazuli. 
Genuine  ultramarine  so  made  is  very  expensive,  but  artificial  French  and  Oemuxn 
Ultramarines  are  made  of  better  colour,  and  cheaply,  by  fusing  and  washing,  and  reheat- 
ing, a  mixture  of  soda,  silica,  alum,  and  sulphur. 

It  is  used  chiefly  for  colouring  wall  papers. 

CoBAi/r  Blub  is  an  oxide  of  cobalt  made  by  roasting  cobalt  ore.  It  is  a  beautiful 
pigment,  and  works  well  in  water. 

Sif  ALT,  Saxon  Blub,  and  Botal  Blub  are  coloured  by  oxides  of  cobalt. 

Cblbstial  Blub,  or  Brunstmck  Blue,  and  Dahp  Blub  are  chemical  compounds 
(containing  alum  and  other  substances),  which  need  not  be  described  in  detail. 

Bbbmen  Blub,  or  VerdUer,  is  a  compound  of  copper  and  lime  of  a  greenish  tint. 

Blub  Oohbb  is  a  natural  coloured  clay. 

TellowB. — Chromb  Yellows  are  chromates  of  lead,  produced  by  mixing 
dilute  solutions  of  acetate  or  nitrate  of  lead  and  bichromate  of  potash. 

This  makes  a  medium  tint  known  as  Middle  chrome.  The  addition  of  sul- 
phate of  lead  makes  this  paler,  when  it  is  known  as  Lemon  chrome^  whereas 
the  addition  of  caustic  lime  makes  it  Ora/nge  chrome  of  a  darker  colour. 

The  chromes  mix  well  with  oil  and  with  white  lead  either  in  oil  or  water. 
They  stand  the  sun  well,  but,  like  other  lead  salts,  become  dark  in  bad  air. 

Chrome  yellow  is  frequently  adulterated  with  terra  alba  (gypsum). 

Naples  Yellow  is  a  salt  of  lead  and  antimony,  supposed  to  have  been  originally  made 
from  a  natural  volcanic  product  at  Naples.  It  is  not  so  brilliant  as  chrome,  but  has  the 
same  characteristics,  and  is  very  difficult  to  grind. 
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Kino's  Yellow  Ib  made  from  anenic,  and  ia  therefore  a  dangerona  pigment  to  nse  in 
internal  work.  It  ia  not  durable,  and  Izgorea  aeveral  other  colonra  when  mixed  with 
them.  Chinae  YdUno^  Arsenic  TdXmo^  and  TeUoio  Orpiment  are  other  names  for 
king's  yellow.^ 

Twmer*t,  OcuseFs,  Verona^  Montpellier,  and  Patent  TeUow  are  all  ozychlorides  of  lead ; 
Cadmium  TdUno  a  sulphide  of  cadmium.  ^ 

Yellow  Ochbb  is  a  natnial  clay  coloured  by  oxide  of  iron,  and  found 
abundantly  in  many  parts  of  England. 

It  is  not  very  biilliant,  but  is  well  suited  for  distemper  work,  as  it  is  not 
affected  by  light  or  air.  It  does  not  lose  its  colour  when  mixed  with  lime 
as  some  other  pigments  do. 

Sfrucb  Ochbb  is  a  yariety  of  the  above  of  a  browniah-yellow  colour. 

OxFOBD  OOHBB  is  of  a  Warm  yellow  colour  and  soft  texture,  absorbent  of  both  oil  and 
water.^ 

Stonx  Ochbb  is  found  in  the  form  of  baUs  imbedded  in  the  stone  of  the  Cotswold 
hJlls.     It  varies  in  tint  from  yellow  to  brown. 

Tebra.  db  SisyNA,  or  Baw  Sienna,  is  also  a  day,  stained  with  oxides  of 
iron  and  manganese,  and  of  a  dull  yeUow  colour.  It  is  durable  both  in  oil 
and  water,  and  is  useful  in  all  work,  especially  in  graining. 

Ybllow  Lakb  is  a  pigment  made  from  turmeric,  alum,  etc  It  is  not  durable,  and 
does  not  mix  well  with  oil  or  metallic  colours.^ 

Browns  generally  owe  their  colour  to  oxide  of  iron. 

Baw  XJhbeb  is  a  day  coloured  by  oxide  of  iron.  The  best  comes  from 
Turkey. 

It  is  very  durable  both  in  water  and  in  oil ;  does  not  injure  other  pig- 
ments when  mixed  with  them. 

BuBNT  IJmbsb  is  the  last-mentioned  pigment  burnt  to  give  it  a  darker 
colour.  It  is  useful  as  a  drier,  and  in  mixing  with  white  lead  to  make  stone 
colour. 

Vandtke  Brown  is  an  earthy  mineral  pigment  of  dark-brown  colour.  It 
is  durable  both  in  oil  and  in  water,  and  is  useful  for  graining. 

PuBPLB  Brown  is  of  a  reddish-brown  colour.  It  shoidd  be  used  with  boiled 
oil ;  and  a  little  varnish  and  driers  for  outside  work. 

Burnt  Sienna  is  produced  by  burning  raw  sienna  (see  above).  It  is 
'*  the  best  colour  for  shading  gold."^ 

Bbown  Ochbe  is  another  name  for  spruce  ochre  (see  above). 

Spanish  Brown  is  also  an  ochre. 

Beown  Pink  is  a  vegetable  pigment  often  of  a  greenish  hue.  It  works  well  in  water 
and  oil|  but  dries  badly,  and  will  not  keep  its  colour  when  mixed  with  white  lead. 

Bistre  is  from  wood  or  peat  soot  Vandyke  Brovm,  Caead  Earth,  Egyptian  Brown  are 
bituminous  earths.  Asphaltum  is  bitumen,  and  Sepia  comes  from  the  cuttle  fish.  Light 
Cappagh  Brown  or  Buehrome  and  Deep  Cappagh  Brovm  or  Mineral  Brown  are  from  bog 
earth  and  manganese.' 

Beds. — Carmine,  made  from  the  cochineal  insect^  is  the  most  brilliant  red 
pigment  known.  It  is,  however,  too  expensive  for  ordinary  house  painting, 
and  is  not  durable.     It  is  sometimes  used  for  internal  decoration. 


^  Davidson.  '  Seddon. 
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Red  Lead  has  already  been  described  (see  p.  408).  Ground  by  itself  in 
oil  or  vamisli  it  forms  a  durable  pigment,  or  it  may  be  mixed  with  ochres. 
White  lead  and  metallic  salts  generally  destroy  its  colour. 

Vermilion  is  a  sulphide  of  mercury  found  in  a  natural  state  as  Ovunahar, 
The  best  comes  from  China. 

Artificial  vermilion  is  also  made  both  in  China  and  on  the  Continent  from 
a  mixture  of  sulphur  and  mercury. 

Genuine  vermilion  is  very  durable,  but  this  pigment  is  sometimes  adul- 
terated with  red  lead,  etc,  and  then  will  not  weather. 

Testa, — ^Vermilion  can  be  tested  by  heating  it  in  a  test  tube.    If  gennine  it  should 
entirely  volEtilise. 
Pore  powdered  Termilion  crushed  between  sheets  of  paper  should  not  change  colour. 
Antimony  Vemilum  (see  p.  408). 
Gbrhak  Vermilion  is  the  tersulphide  of  antimony  and  of  an  orange-red  colour. 

Indian  Bed  is  a  ground  hssmatite  ore  brought  from  Bengal.  It  is  some- 
times artificially  made  by  calcining  sulphate  of  iron.  The  tints  vary,  but  a 
rosy  hue  is  considered  the  best 

It  may  be  used  with  turpentine  and  a  little  varnish  to  produce  a  dull  sur- 
face, drying  rapidly,  or  with  boiled  oil  and  a  little  driers,  in  which  case  a 
glossy  surface  will  be  produced,  drying  more  slowly. 

Chinbsb  Red  and  Persian  Red  are  chromates  of  lead,  produced  by  boiling  white 
lead  with  a  solution  of  bichromate  of  potash.  The  tint  of  Persian  red  is  obtained  by  the 
employment  of  sulphuric  acid.  These  paints  are  much  used  for  painting  pillar  post 
boxes.  ^ 

Light  Red  is  a  burnt  ochre.  It  shares  the  characteristics  of  raw  ochres  described 
at  p.  415. 

Venetian  Red  is  obtained  by  heating  sulphate  of  iron  produced  as  a  waste  product 
at  tin  and  copper  worka  It  is  often  adulterated  by  mixing  sulphate  of  lime  with  it 
during  the  manufacture.     When  pure  it  is  known  as  Bright  Red.* 

*' Special  tints  of  purple  and  brown  are  fi^quently  required  which  greatly  enhance  the 
value  of  the  material.  These  tints  should  be  obtained  in  the  process  of  manufacture,  and 
not  produced  by  mixing  together  a  variety  of  different  shades  of  colour.  When  the  tint 
desired  is  attempted  to  be  obtained  by  this  latter  course  it  is  never  so  good,  and  the  pig- 
ments produced  are  known  in  the  trade  as  *  faced  colours/  and  are  of  inferior  value.**  * 

Robe  Pink  is  a  chalk  or  whiting  stained  with  a  tincture  of  Brazil  wood.  It  fades 
very  quickly,  but  is  used  for  paperhangings,  common  distemper,  and  for  staining  cheap 
furniture. 

Dutch  Pink  is  a  similar  substance  made  from  quercitron  bark.' 

Lakes  are  made  by  precipitating  coloured  vegetable  tinctures  by  means  of 
alum  and  carbonate  of  potash.  The  alumina  combines  with  the  organic 
colouring  matter  and  separates  it  from  the  solution.^ 

The  tincture  used  varies  in  the  different  descriptions  of  lake.  The  best^ 
made  from  cochineal  or  madder,  is  very  expensive. 

The  colour  is  not  a  durable  one,  and  dries  slowly.  It  mixes  well  with 
white  lead,  and  is  used  for  internal  work. 

Drop  Lake  is  made  by  dropping  a  mixture  of  Brazil  wood  through  a  fiinnel  on  to  a 
slab.  The  drops  are  dried  and  mixed  into  paste  with  gum  water.  It  is  sometimes 
called  Bnml  Wixxi  Lake, 

SoASLBT  Lake  is  made  from  cochineal,  and  so  are  Florentine  Lake,  Hamburg  Lakey 
Chinese  Lake,  Roman  Lake,  Venetian  Lake,  and  Carminated  Lake. 
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Oranges. — Chrome  Oranob  is  a  cliromate  of  lead,  brighter  than  ver- 
milion, but  less  durable. 

Oraitcob  Oghbb  is  a  bright  yellow  ochre  burnt  to  give  it  warmth  of  tint.  It  dries 
and  works  well  in  water  and  oil,  and  is  Yery  durable.  ^    It  is  known  also  as  Spanish  Ochre. 

Mabs  Orange  is  also  an  ochre. 

Orakgb  Rbd  is  produced  by  a  farther  oxidation  than  is  required  for  red  lead.  It 
is  a  brighter  and  better  pigment.' 

Greens  may  of  course  be  made  by  mixing  blue  and  yellow  pigments,  but 
such  mixtures  are  less  durable  than  those  produced  direct  from  copper, 
arsenic,  etc  The  latter  are,  however,  very  objectionable  for  use  in  distemper, 
or  on  wall  papers,  etc.,  as  they  are  injurious  to  health. 

Brdkswiok  Qbebn  of  the  best  kind  is  made  by  treating  copper  with  sal-ammoniac. 
Chalk,  lead,  and  alum  are  sometimes  added.  It  has  rather  a  bluish  tinge ;  dries  well 
in  oil,  is  durable,  and  not  poisonous. 

Ordinary  Brunswick  green  is  made  by  mixing  chromate  of  lead  and  Prussian  blue 
with  sulphate  of  baryta. 

Menbral  Green  is  made  from  bi-basic  carbonate  of  copper.     It  weathers  well. 

Yrrdiorib  is  acetate  of  copper.  It  furnishes  a  bluish -green  colour,  durable  in  oil 
or  yamiBh,  but  not  in  water.     It  dries  rapidly,  but  is  not  a  safe  pigment  to  use.^ 

Green  Vebditbr  is  a  carbonate  of  copper  and  lime. 

Prussian  Green  is  made  by  mixing  different  substances  with  Prussian  blue. 

There  are  several  other  greens  made  from  copper,  such  as  Brighton  Oreen,  Malachite, 
Mountain  Oreen,  Marine  Oreen^  Saxon,  African,  French  Greens,  Patent  Oreen,  etc.  etc. 

Emerald  Green  is  made  of  verdigris  mixed  with  a  solution  of  arsenious  acid.  It 
is  of  a  very  brilliant  colour,  but  is  very  poisonous,  is  difficult  to  grind,  and  dries  badly 
in  oil.  It  should  be  purchased  ready  ground  in  oil,  in  which  case  the  poisonous  par- 
ticles do  not  fly  about,  and  the  difficulty  of  grinding  is  avoided.' 

Scheelb's  or  Mitis-Grbbn  and  Vienna  Grebn  are  also  arsenites  of  copper,  and  highly 
poisonous. 

Chromb  G^ebn  should  be  made  from  the  oxide  of  chromium,  and  is  very  durable. 

An  inferior  chrome  green  is  made,  however,  by  mixing  chromate  of  lead  and  Prussian 
blue  as  above  mentioned,  and  is  called  Brunsvdck  green. 

The  chrome  should  be  free  frx>m  acid,  or  the  colour  will  fade.  It  may  be  tested  by 
placing  it  for  several  days  in  strong  sunlight. 

Tbi^  Ybrtb  is  a  natural  coloured  clay. 

Binman's  Grbbn  is  composed  of  cobalt  and  ferrous  oxide  of  zina 

Uses  of  "Piffoienta, — The  uses  for  which  the  pigments  above  mentioned 
are  suitable  may  be  classified  as  follows — * 

(a).  More  or  less  traTisparentf  and  fit  for  graining  and  finishing. — Blacks 
(except  mineral  black  and  Indian  ink),  umbers,  chrome  greens,  cadmium 
yellow,  raw  and  burnt  sienna,  ochre,  French  ultramarine,  mars  orange,  bistre 
and  the  bituminous  browns,  sepia. 

(6).  Liitle  if  at  all  affected  by  heat  or  fire. — ^Whites,  ochres,  or  natural  claysw 

(c).  Fit  for  fresco  or  didemper  work, — Whites  from  sulphate  of  baryta  or  car- 
bonate or  sulphate  of  lime,  all  the  ochres,  the  reds,  blues,  browns,  and  blacks. 
((2).  Injv/rld  by  damp  and  impure  air,  especially  sulphuretted  hydrogen,  unfit 
to  use  in  distemper. — ^White  lead,  all  the  yellows  except  the  ochres,  red  lead, 
Chinese  and  Persian  lead,  Prussian  and  cobalt  blues,  orange  salts  of  lead, 
and  all  greens. 

(e).  Fade  in  strong  lights. — ^All  vegetable  colours  more  or  less — including 
the  yellows — Prussian  blue,  indigo,  the  peaty  browns,  and  in  less  degrees  the 
madders.^ 

*  Davidson.  '  Dent. 

•  The  Paperhanger's,  Painter's,  and  Decorato/s  Assistant. 

*  Modified  from  a  table  in  Seddon's  Builder's  Work.  •  Ure. 
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PEOPORTIONS  OP  INGREDIENTS  IN  MIXED  PAINTS. 

The  exact  proportions  of  the  ingredients  to  be  used  in  mixing  paints  Yary 
considerably  according  to  circumstances. 

The  composition  of  paints  should  be  governed  by  the  naJtwre  of  the  material 
to  he  painted.  Thus  the  paints  respectively  best  adapted  for  protecting  wood 
and  iron  differ  considerably.  The  hind  of  ev/rfaee  to  he  covered,  ie.  a  porous 
surface,  requires  more  oil  than  one  that  is  impervious.  The  nature  and  ap- 
pearance of  the  work  to  he  done.  Delicate  tints  require  colourless  oil ;  a  flatted 
surfEkce  must  be  painted  without  oil,  which  gives  gloss  to  a  shining  sur&ce. 
Again,  paint  used  for  surfeu^es  to  be  varnished  must  contain  a  minimum  of 
oil  (see  p.  433).  The  dimate,  and  the  decree  of  expoeure  to  uihich  the  work  will 
he  subjected;  thus  for  outside  work  boiled  oil  is  used,  because  it  weathers 
better  than  raw  oil  Turps  is  avoided  as  much  as  possible,  because  it  evapoi^ 
ates  and  does  not  last ;  if^  however,  the  work  is  to  be  exposed  to  the  sun, 
turps  are  necessary  to  prevent  the  paint  from  blistering.  The  skill  of  the 
painter  also  affects  the  composition  ;  a  good  workman  can  lay  on  even  coats 
with  a  smaller  quantity  of  oil  and  turps  than  a  man  who  is  unskilful ;  extra 
turps,  especially,  are  often  added  to  save  labour.  The  quality  of  the  materictls 
makes  an  important  difference  in  the  proportions  used.  Thus  more  oil  and 
turps  will  combine  with  pure,  than  with  impure  white  lead  ;  thick  oil  must 
be  used  in  greater  quantity  than  thin  oil.  When  paint  is  purchased  ready 
ground  in  oil,  a  soft  paste  will  require  less  turps  and  oil  for  thinning  than  a 
thick  paste.  Lastly,  the  different  coaU  of  paint  vary  in  their  composition  : 
the  first  coat  laid  on  to  new  work  requires  a  good  deal  of  oil  to  soak  into  the 
material ;  on  old  work  the  first  coat  requires  turps  to  make  it  adhere ;  the 
intermediate  coats  contain  a  proportion  of  turps  to  make  them  work  smoolhly, 
and  to  the  final  coats  the  colouring  pigment  is  added,  the  remainder  of  the 
ingredients  being  varied  as  already  described,  according  as  the  surfeuse  is  to 
be  glossy  or  flatted. 

Iiead  Faint. — Ordinary  white  paint  is  generally  composed  of  white  lead, 
linseed  oil,  driers,  and  spirits  of  turpentine. 

A  coloured  lead  paint  is  produced  by  adding  a  pigment  to  the  above. 

In  the  mixture  each  constituent  plays  a  part. 

The  oil  soaks  into  the  pores  of  the  material  painted,  and  then  dries  into  a 
resinous  compound,  keeping  out  the  air,  and  preventing  decay. 

The  drier  causes  the  oil  to  oxidise  and  solidify  more  quickly. 

The  white  lead  gives  body  and  opacity  to  the  mixture.  It  does  not  merely 
mix  with  the  oil,  but  combines  with  it  to  form  a  creamy  compound  which 
dries  into  a  soapy  substance. 

The  spirit  of  turpentine  is  merely  a  solvent  added  to  make  the  paint  work 
more  freely  ;  it  eventually  evaporates  and  plays  no  permanent  part. 

Pboportions  of  Ingredients. — The  exact  proportion  of  the  ingredients 
best  to  be  used  in  mixing  paints  varies  according  to  their  quality,  the  nature 
of  the  work  required,  the  climate,  and  other  considerations. 

The  composition  of  the  paint  for  the  different  coats  also  varies  considerably. 

The  proportions  given  below  must  therefore  only  be  taken  as  an  approxi- 
mate guide  when  the  materials  are  of  good  quality  : — 
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Tablb  showing  the  Composition  of  the  diflferent  Coats  of  White  Paint,  and 
the  Quantities  required  to  cover  100  Square  Yards  of  New  Wrought 
Deal 
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For  every  100  square  yards,  besides  the  materials  enumerated  above,  2}  lbs.  white 
lead  and  5  lbs.  putty  will  be  required  for  stopping  (see  Part  II.  p.  413). 
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The  area  which  a  giyen  quantity  of  paint  will  cover  depends  upon  the  nature  of  the 
lurface  to  which  it  is  applied,  the  proportion  of  the  ingredients,  and  the  state  of  the 
weather. 

Wlien  the  work  is  required  to  dry  quickly,  more  turpentine  is  added  to  all 
the  coats. 

In  repainting  old  work,  the  surface  (after  the  necessary  preparation,  see  Part 
II.)  is  considered  as  if  it  were  primed.  Only  two  more  coats  are  generally 
applied,  of  which  the  first  is  called  the  second  colouring ;  a  fourth  coat  is 
seldom  required.  The  second  and  third  coats  contain  equal  parts  of  oil  and 
turps  ;  all  the  remaining  ingredients  are  as  shown  in  the  Tahle  above. 

For  oiUnde  icork  exposed  to  the  sun,  the  second  and  third  coats  each  contain  1 
pint  turpentine  and  4  pints  of  boiled  oil,  the  remaining  ingredients  being  as 
stated  in  the  Table.    The  extra  turpentine  is  introduced  to  prevent  blistering. 

In  cold  toeather  more  turps  is  used  to  make  the  paint  work  freely. 

White  Lead  Paint. — Good  paint  of  this  description  should  be 
made  of  pure  white  lead.  If  it  is  to  be  untinted,  care  must  be 
taken  to  exclude  any  substance  which  wiU  detract  from  the 
brightness  of  the  white,  and  it  must  be  kept  in  closed  vessels,  or 
the  action  of  the  air  will  give  it  a  brown  shade. 

Uses,  Advantages,  and  Disadvantages. — ^White  lead  paint  itself, 
and  also  as  a  basis  for  coloured  paints,  is  one  of  the  commonest 
and  best  protecting  coverings  that  can  be  applied  to  surfaces  of 
wood.  Where  it  is  exposed,  however,  to  the  fumes  of  sulphur  acids, 
such  as  are  evolved  from  decaying  animal  matter,  in  laboratories, 
and  in  some  manufacturing  towns,  it  soon  becomes  darkened  by 
the  foimation  of  black  sulphide  of  lead.  It  has  also  the  disad- 
vantage of  producing  numbness  and  painters'  colic  in  those  who 
use  it. 

CoLOUBED  Lead  Paints  are  made  by  adding  to  a  basis  of  white 
lead  paint  certain  stainers  or  colouring  pigments  described  at 
p.  413. 

These  pigments  should  be  separately  ground  in  oil,  and  small 
portions  carefully  added  to  the  last  two  coats  that  are  applied 
until  the  required  colour  is  obtained. 

A  list  of  some  of  the  pigments  used  to  produce  different  tiats 
is  given  at  page  422. 

It  is  better  to  ascertain  the  proportion  required  by  experi- 
menting at  first  upon  a  small  sample. 

Where  the  colour  is  very  deep,  the  amount  of  pigment  becomes  very  large 
in  proportion  to  the  white  lead  ;  and  in  some  cases,  as  in  very  common  black 
paint,  the  white  lead  is  omitted  altogether,  to  the  great  detriment  of  the  pro- 
tecting  qualities  of  the  paint. 
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Mixing  Lead  Paint. — Dry  white  lead  is  ground  by  machinery 
in  oil  for  general  paints.  But  for  hard  colours  and  filling  up 
compositions  it  is  ground  in  turps  with  a  portion  of  Japan  gold 
size  or  varnish  added  to  bind  it. 

The  paste  is  softened  and  made  smooth  by  adding  a  small 
quantity  of  oil  and  turps,  and  working  it  weU  with  a  palette 
knife. 

The  colouring  pigments,  if  any,  are  then  added,  and  the  paint 
is  brought  to  the  consistency  of  cream  by  adding  more  oil  and 
turps. 

It  is  then  cleared  by  passing  it  through  a  canvas  or  tin 
strainer. 

When  about  to  be  used,  the  paint  is  thinned  to  the  consistency 
necessary  to  enable  it  to  work  freely,  by  adding  more  oil  and 
turps,  called  thinnings,  and  the  driers  are  also  added. 

If  the  paint  is  too  thick,  it  will  be  difficult  to  work,  and  will 
make  an  uneven  surface.  If  too  thin,  it  will  not  have  body 
enough,  and  more  coats  will  be  required. 

As  the  paint  becomes  thicker  during  use,  or  when  put  upon 
one  side  for  a  time,  it  wiU  require  further  thinning,  and  perhaps 
repeated  straining  to  clear  it  from  skin  and  dirt. 

To  prevent  mixed  pjdnts  from  "  skinning  over,"  or  drjring  up, 
they  should  be  kept  constantly  covered  with  water  or  with  a  thin 
film  of  linseed  oiL 

Injurious  Effect  of  Lead  Paint. — ^Lead  paint  produces  most 
injurious  effects  upon  those  who  use  it. 

Entering  the  pores  of  the  skin,  it  is  absorbed  by  the  system, 
and  leads  to  numbness  and  a  kind  of  paralysis.  It  also  produces 
a  complaint  known  as  "  painters'  colic." 

Zino  Faint,  ordinarily  so  called,  is  made  with  oxide  of  zinc  (see 
p.  409),  instead  of  white  lead,  as  a  basis. 

Characteristics  and  Uses, — ^Zinc  white  does  not  combine  with 
oil  so  readily  as  white  lead.  Its  covering  properties  are  therefore 
inferior,  and  it  takes  a  long  time  to  harden. 

It  is  acted  upon  by  the  carbonic  acid  in  rain  water,  which  dis- 
solves the  oxide,  and  it  therefore  weathers  badly. 

The  acids  contained  in  unseasoned  wood  have  a  great  efifeot 

upon  it.^ 
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Zinc  paint  may  be  used  without  fear  of  painters'  paralysis,  and 
as  it  has  no  smell,  places  in  which  it  has  been  used  may  be  occu- 
pied directly  it  is  dry. 

**  Zinc  white  paint  when  pure  retains  its  colour  well,  and  will 
stand  washing  for  several  years  without  losing  any  of  its  fresh- 
ness. When  dry  it  becomes  very  hard,  and  will  take  a  fine 
polisL"  ^ 

This  paint  is  suitable  in  large  manufacturing  towns  where  it  is 
subjected  to  vapours  containing  sulphur,  or  in  places  where  foul 
air  is  emanated  from  decaying  animal  matter.  The  zinc  is  not 
(like  white  lead)  blackened  by  exposure  to  sulphuretted  hydrogen. 

In  such  positions  of  course  zinc  psdnt  should  not  be  mixed 
with  ''patent"  or  other  driers  which  contain  lead.  The  best 
driers  to  be  used  with  it  are  sulphate  of  manganese  and  sulphate 
of  zinc  (see  p.  413). 

Zinc  white  is  recommended  as  being  preferable  to  white  lead 
for  painting  on  a  dark  ground.  The  reason  for  this  is  that 
the  soap  formed  by  the  combination  of  the  lead  and  oil  in  lead 
paints  is  semi-transparent,  and  the  dark  ground  shows  through  it 
Another  form  of  zinc  paint  is  described  at  page  424. 

Coloured  Paints. — It  has  aheady  been  mentioned  that  coloured  lead 
paints  are  produced  by  adding  a  soitable  pigment  to  a  white  lead  paint 
until  the  required  tint  is  obtained 

It  would  of  comae  be  impossible  to  give  instnictions  for  the  composition  of 
the  great  variety  of  colonrs  and  tints  in  which  paint  may  be  required. 

A  few,  however,  of  the  most  common  tints  produced  by  mixing  two  or 
more  colours  may  be  mentioned. 

The  colours  used  are  generally  divided  into  classes  as  follows : — 

Common  CoUmrSf  including  greys,  bufb,  and  stone  colours. 

Superior,  or  Fine  Colours,  such  as  bright  yellows,  warm  tints,  cloud  colours, 
and  common  greens. 

Delicate  UtUs,  such  as  blue  veiditer,  pea-greens,  pinks,  eta 

The  following  list  shows  the  pigments  that  may  be  added  to  white  lead 
paint  >  to  produce  a  few  of  the  most  frequently  used  compound  colours. 

The  same  pigments,  except  those  containing  lead,  may  be  used  with  a  zinc- 
white  basis  for  coloured  zinc  painta 

PlOMBNTS  FOR  OOLOUBED   PaINTB. 

Common  Coloubs  : — Stone  Colour. — ^Bumt  umber. 

Eaw  umber. 
Yellow  ochre. 
Drabs. — Burnt  umber. 

Burnt  umber  and  yellow  ochre  for  a  warm  tint. 

^  Seddon.  '  Or  to  white  distemper ;  see  p.  254. 
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BvffB, — Yellow  oclire. 

Yellow      „      and  Venetian  red. 
Greys, — Lampblack. 

Indian  red — ^indigo — for  a  warm  shade. 
Efflrptian  blue— or  French  nltaramarine — and 
vermilion-for  a  warm  shade. 
Brown, — Burnt  aienna^  indigo. 

Lake^  Prussian  blue  (or  indigo)  and  yellow  ochre. 
Sdpbbior  Coloubb  : — Fellows, — Chrome  yellow. 

Orem, — ^Prussian  blue,  chrome  yellow. 

Indigo,  burnt  sienna  (or  raw  umber). 
Prussian  blue,  raw  umber. 
Avoid  arsenical  greens. 
Salmon, — ^Venetian  red. 
Vermilion. 
Fawju — Stone  ochre  and  vermilion. 
Dbuoatb  Tints  : — Sky-blue, — Prussian  blue. 

Pea-green, — Brunswick  green. 
French  „ 

Prussian  blue,  chrome  yellow. 


SPECIAL  PAINTS. 

During  the  last  few  years  a  great  many  substances  have  been 
proposed  as  bases  for  paint  instead  of  white  lead. 

The  paints  made  with  these  substances  cure  called  by  special 
names,  and  often  have  pecuUar  qualities  which  adapt  them  for 
use  under  particular  circumstances. 

It  would  be  almost  impossible  to  give  a  complete  list  of  all 
these  special  paints,  but  it  will  be  useful  to  mention  a  few  of  the 
most  prominent  with  their  characteristics. 

Inodorous  Paint  ^  is  mixed  without  any  turpentine,  the  evaporation  of 
which  in  ordinary  paints  causes  a  strong  unpleasant  smell,  which  in  some 
people  produces  headache,  and  even  more  injurious  effects. 

In  this  paint  the  ordinary  white  lead,  or  zinc  white  ground  in  oil,  ''  in- 
stead of  being  thinned  with  oil  and  turpentine,  is  mixed  with  methylated 
spirit  in  which  shellac  has  been  dissolved,  together  with  a  small  quantity  of 
linseed  and  castor  oiL" 

"  This  methylated  spirit  evaporates  veiy  rapidly,  leaving  behind  the  shellac, 
which  acts  the  part  of  the  film  of  varnish  left  by  the  oil  and  turpentine  in 
the  ordinary  method  of  painting,  protecting  the  wood  or  stone,  and  at  the 
same  time  attaching  the  pigment  to  the  painted  eartaceJ' 

This  paint  dries  very  rapidly.  The  second  coat  c^n  be  applied  an  hour 
after  the  first,  and  three-coat  work  can  be  finished  in  one  day.     The  rapid 
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drying  makefl  it  difficult  to  paint  a  large,  mdnterrapted  sorlaoe,  witlioat 
ffhowing  marks  where  one  portion  dried  before  the  next  was  oommenoed. 

For  interior  work  in  occupied  buildings  this  paint  has  very  great  advan- 
tages ;  also  where  rapidity  in  execution  is  required,  but  it  is  not  so  dorable 
as  paint  mixed  in  oil  and  turps. 

''  In  oak  graining  it  is  desirable,  perhaps  better,  that  the  varnishing  coat 
Bhould  be  put  on  as  usual ;  but  in  this  case  the  odour  arising  from  two  coats 
of  paint  work  is  at  aU  events  avoided,  and  the  whole  is  finished  in  a  day, 
instead  of  lasting  over  two  or  three  days.**  ^ 

Freeman's  ''B'on-poiBononB"  White  Ijead  "is  prepared  by  grinding 
under  considerable  pressure  a  precipitated  sulphate  of  lead  with  25  per  cent 
of  zinc  oxide,  whereby  the  density  of  the  mixture  is  greatly  increased.  Thia 
preparation  possesses  the  advantage  of  a  very  simple  and  unobjectionable 
method  of  manufieMsture  and  of  keeping  its  colour  better  than  ordinary  white 
lead  when  employed  in  situations  exposed  to  air  containing  sulphur 
compounds,  such  as  in  railway  tunnel&  It  is  equal  to  the  ordinary 
white  lead  in  point  of  colour,  and  is  reported  to  be  so  as  regards  '  body ' 
and  '  durability,'  but  this  last  point  can  only  be  decided  after  the  lapse  of 
sufficient  time."  * 

Charlton  White  is  a  mixture  of  sulphate  of  zinc  with  sulphate  of  baryta 
or  strontia.  It  is  more  pulverulent  than  zinc  white,  and  more  opaque. 
Requires  more  oil  than  white  lead,  less  than  zinc  white.  Tested  for  body  by 
saturation  with  blue,  it  shows  itself  to  be  60  per  cent  stronger  than  zinc 
oxide  and  30  per  cent  stronger  than  genuine  white  lead.  It  must  be  used 
with  lead,  less  direct,  and  is  not  affected  by  sulphurous  vapours.  In  outdoor 
work  it  must  be  "  bound  "  by  varnish,  and  in  all  cases  it  Ib  perfectly  harmless 
to  makers  or  users. 

CharUon  Enamels  are  preparations  of  Charlton  white,  and  gums,  which  dry 
with  a  smooth  hard  surface  and  do  not  crack  or  blister. 

Duresco  is  a  preparation  of  Charlton  white  worked  up  by  a  process  which 
is  a  secret  It  dries  out  perfectly  '*  flatt,"  is  quite  solid,  washable,  and  non- 
poisonous,  is  much  less  expensive  than  oil  paints,  and  more  easily  applied ;  all 
this  makes  it  peculiarly  valuable  to  internal  wall  decoration. 

A  patent  White  Sulphide  of  Zinc  Paint  is  manufactured  at  Liverpool  by  the 
Sanitary  Paint  Co.,  which  consists  of  a  mixture  of  sulphate  of  zinc  and 
sulphate  of  baryta.  .  .  .  This  paint  when  not  properly  manufactured  has 
sometimes  been  found  to  become  discoloured  under  the  influence  of  strong 
sunlight,  the  dark  tinge  which  it  assumes  passing  off  again  after  a  few 
hours."  « 

Griffith's  Patent  White  Paint  is  a  form  of  zinc  paint  which  has 
recently  been  introduced.  Its  basis,  oxy-sulphide  of  zinc  (see  p.  409),  is  said 
to  be  cheaper  than  white  lead.  It  has  25  per  cent  more  covering  power  for 
the  same  weight,  is  not  poisonous,  is  more  stable,  is  of  a  brilliant  white 
colour,  dense,  and  opaque ;  does  not  blister  or  yield  to  heat  or  gas,  is  not 
discoloured  by  sulphuretted  hydrogen,  is  neutral  towards  iron,  and  will  mix 
with  colours  which  white  lead  destroys. 

Alhari/ne  is  a  white  enamel  which  is  found  to  be  very  superior  as  regards 
hardness,  enamel-like  appearance,  whiteness,  and  easy  application ;  one  gallon 
will  cover  on  an  average  50  yards. 

^  Dent.  '  Dent's  CaiUor  Lectures. 
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Oxide  of  Iron  FaintB. — In  these  oxide  of  iron  (see  p.  409}  forms  the 
basis.  Thej  are  free  from  injurious  ingredients  such  as  those  of  lead  paints. 
For  painting  iron  work  they  are  said  to  be  particularly  suitable,  on  the 
ground  that  they  do  not  set  up  any  galvanic  action  such  as  is  supposed  to 
take  place  between  lead  paints  and  iron  surfaces.  It  is  very  doubtful, 
however,  whether  any  such  galvanic  action  exists.  When  the  surface  of  the 
iron  is  rusty,  the  rust  becomes  incorporated  with  the  paint 

The  paint  must,  however,  be  made  from  the  sesquioxide  or  red  oxide  of 
iron.     If  made  from  the  protoxide  it  is  liable  to  rust  in  itsell^ 

The  cost  of  good  oxide  of  iron  paints  is  about  the  same  as  that  of  lead 
paints,  but  in  application  they  are  cheaper,  as  weight  for  weight  they  cover  a 
greater  surface. 

1  lb.  oxide  of  iron  paint  mixed  in  the  proportion  of  §  oxide  to  \  linseed 
oil  should  cover  2 1  square  yards  of  sheet  iron.^ 

To  ensure  this  power  of  covering  a  large  area  with  a  small  quantity  of 
paint,  the  ingredients  should  be  reduced  to  an  impalpable  powder  before  they 
are  mixed  with  the  oiL     They  are  ground  for  seven  or  eight  hours. 

"  When  mixed  with  about  one-third  of  white  lead  they  form  a  very  hard 
mastic  similar  to  that  made  from  red  lead."  ^ 

ToBBAY  Paikt  is  produced  from  a  brown  haematite  iron  ore  found  in 
Devonshire.  It  contains  from  50  to  65  per  cent  oxide  of  iron,  the  remainder 
being  siliceous  matter. 

The  colour  of  the  oxide  varies  from  yellowish  brown  to  red  and  black. 

Blue,  green,  and  other  tints  are  produced  by  adding  pigments  which  are 
not  oxides  of  iron,  and  which  therefore  alter  the  composition  of  the  paint. 

This  paint  has  been  in  use  for  many  years,  it  is  especially  suitable  for 
painting  iron  work,  and  has  borne  a  high  character  for  durability  under 
exposure  to  weather  and  fumes  of  manufactories. 

An  official  report,  quoted  in  the  Manufacturers'  Circular,  says  that  ^62 
lbs.  of  the  Torbay  iron  paint  effectually  cover  as  much  surface  as  112  lbs.  of 
either  white  or  red  lead  paint** 

There  are  several  inferior  imitations  of  this  paint  A  great  deal  of  the 
so-called  Torbay  paint  is,  however,  nothing  more  than  sulphate  of  baryta 
coloured  with  oxide  of  iron,  whereas  sulphate  of  baryta  is  never  found  in  the 
genuine  paint  in  any  appreciable  quantity. 

Blaok  Oxidb  of  Ibon  Paint  is  made  &om  the  oxide  obtained  as  a  bye 
product  in  making  dyes^  ground  in  oil  with  about  15  per  cent  of  terra 
alba,  Paris  white,  or  sulphate  of  baryta.  It  is  said  that  without  the 
addition  of  these  substances  the  oxide  of  iron  would  set  with  the  oil  into  a 
solid  mass. 

This  paint  is  used  for  painting  shot  and  shell. 

Pulfobd'b  Maonbtio  Paint  is  made  from  the  magnetic  or  black  oxide  of 
ii-on 

PuBFLB  Bbowk  Oxidb  is  a  hydrated  peroxide  of  iron  used  as  a  basis  for 
paint 

Silicate  Oxide  Faint  is  prepared  from  an  iron  ore  in  Devonshire  by 
the  Silicate  Oxide  Paint  Company  in  three  colours  only — yellow,  red, 
and  black.  It  contains  more  oxide  of  iron  and  less  siliceous  matter  than 
the  Torbay  paint. 

^  ^roc.  Society  qf  Engineers,  1876.  >  Seddon. 
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Titanic  Faint  is  made  by  powdering  a  black  iron  ore,  wbicli  contains  oxide 
of  iron  and  oxide  of  titanium  in  nearly  equal  proportions,  mixed  with  other 
oresL  It  is  said  to  harden  without  the  aid  of  a  drier,  and  to  be  particularly 
well  adapted  for  withstanding  heat^ 

Anti-Corrosion  Faint  is  a  name  given  to  different  compositions,  which 
consist  chiefly  of  oil,  some  strong  driers,  and  a  pigment  mixed  with  very  fine 
sand 

They  are  sold  dry,  and  require  only  to  be  mixed,  not  ground  with  oiL 

They  are  used  chiefly  for  external  work,  "  lasting  longer  than  white  lead 
and  costing  less." 

"  The  original  makers  of  this  paint  are  Messrs.  Walter  Carson  and  Sons, 
and  if  genuine,  as  supplied  by  this  firm,  it  should  consist  of  groimd  glass  and 
white  lead  in  about  equal  proportions. 

'^  The  rubbish  which  is  frequently  sold  as  anti-corrosion  has  greatly  injured 
the  reputation  which  this  paint  at  one  time  possessed.  It  can  be  obtained  as 
low  as  6s.  per  cwt,  whilst  the  price  of  the  genuine  is  from  228.  to  248.  It 
is  not  at  all  uncommon  to  find  anti-corrosion  containing  from  35  to  46  per 
cent  of  sulphate  of  baryta,  a  substance  which  I  am  assured  is  never  employed 
by  the  original  makers."  ^ 

"  An  anti-corrosive  paint  is  also  made  of  equal  proportions  of  whiting  and 
white  lead,  with  half  the  quantity  of  sand,  dust,  and  any  required  colouring 
oiatter.  Being  mixed  wi^  water,  it  can  be  used  as  a  water  colour,  but  is 
generally  applied  as  an  oil  paint,  the  best  oil  for  the  purpose  being  1  boUed 
to  12  of  raw  linseed  and  3  of  sulphate  of  lime,  all  by  weight  One  gallon  of 
the  oil  will  take  7  lbs.  of  the  paint''  ^ 

Enamel  Faint  consists  of  a  metaUic  oxide,  such  as  oxide  of  zinc  or  oxide 
of  lead,  ground  with  a  small  quantity  of  oil,  and  mixed  with  petroleum  spirit 
holding  resinous  matter  in  solution.^ 

This  paint  can  be  prepared  to  dry  dther  with  a  firm  glossy  8urfiGU»,  like 
porcelain,  or  with  the  appearance  of  an  ordinary  flatted  coat 

It  can  be  made  in  any  colour  or  tint^  however  delicate  ;  requires  no  oil, 
turpentine,  driers,  grinding,  or  mixing,  as  it  is  sent  out  ready  for  use. 

It  is  about  the  same  price  as  ordinary  paint,  but  two  coats  of  it  are  said 
to  be  sufficient. 

This  paint  has  been  extensively  employed  in  the  metropolis,  and  is  said 
to  be  particularly  suitable  for  suHieices  required  to  be  hard  and  washable ; 
also  for  those  exposed  to  the  action  of  steam,  acids,  or  alkalies,  or  to  the 
fumes  of  gas  (see  Silicate  Enamel  Paint,  p.  427). 

Indestruotible  Faint  is  similar  to  enamel  paint  in  composition  and 
characteristics,  except  that  it  contains  bitumen  and  is  made  in  three  colours 
only — ^viz.  bronze-green,  chocolate,  and  black. 

Gay'B  Impenetrable  Faint  dries  quickly  with  hard  enamel  fiEice,  is  very 
durable,  smells  less  than  ordinary  paint,  and  is  said  to  resist  heat  and  damp 
better.  It  is  supplied  ready  for  use,  and  is  familiar  to  all  as  the  covering 
used  for  the  post  pillar  boxes. 

Sllioate  Faints,  made  by  the  Silicate  Paint  Company,  have  for  their  basis 
a  very  pure  silica  obtained  from  a  natural  deposit  in  the  west  of  England. 
This  is  levigated,  calcined,  and  mixed  with  resinous  substances.^ 


Dent.  '  Seddon.  *  PhipsoUi  International  Congress. 
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These  paints  are  stated  to  have  no  chemical  action  on  metals,  to  stand 
200**  heat  without  blistering,  to  set  quickly  and  dry  with  a  hard  surface,  to 
be  indestructible,  and,  weight  for  weight,  to  cover  double  the  suifiEuse  as  com- 
pared with  lead  paint 

This  paint  is  sold  in  the  same  form  as  lead  paints,  and  must  be  used  with 
special  ^'silicate  driera'' 

'*  The  silicate  paints  supplied  by  the  Silicate  Paint  Company  are  highly 
recommended  by  the  architect  of  the  London  School  Board  for  all  internal 
work  where  health  and  cleanliness  are  aimed  at"  ^ 

GhrifGlth'B  Silicate  Enamel  Faint  is  stated  in  the  patentee's  circular  to 
possess  the  following  characteristics  among  others : — 

It  is  supplied  ready  for  use  ;  forms  hard  enamelled  surfaces  ;  prevents  the 
corrosion  or  oxidation  of  metal ;  is  proof  against  the  penetration  of  damp  ; 
dries  rapidly  ;  is  not  injured  by  gases,  fumes,  hot  or  cold  water,  soap,  or  dilute 
acid ;  requires  no  varnish. 

One  coat  is  sufficient  for  waterproofing,  but  two  or  more  are  required  to 
produce  a  highly -glazed  surface.  The  bulk  is  about  three  times  that  of 
ordinary  paint  for  the  same  weight.  On  metal  one  gallon  will  cover  600 
square  feet ;  the  quantity  required  to  cover  other  substances  depends  upon 
the  porosity  of  the  material  to  be  covered. 

Silicate  Oxide  Paint  is  prepared  from  an  ore  in  Devonshire  in  three  colours 
only — yellow,  red,  and  black.  It  contains  more  oxide  of  iron  and  less  siliceous 
matter  than  the  Torbay  paint 

Silicate  Alumina  Paint  is  of  the  same  description. 

Wood's  Compo  Faints  ^  are  coloured  Varnishes  rather  than  paints,  and 
very  good  for  outdoor  work,  containing  neither  oil,  turps,  nor  driers,  and 
drying  rapidly  with  a  bright  gloss.  They  neither  crack  nor  blister  in  the 
sun,  and  one  coat  on  bare  iron,  stone,  or  wood  is  equal  to  two  of  ordinary 
paints,"^ 

Szerelmey's  Compositions  are  of  three  kinds : — 1.  Stone  composition 
(see  p.  79). '  2.  Iron  paints.     3.  Liquid  enamels. 

The  Iron  Paints  of  several  colours  are  sold  in  paste,  ground  in  oil,  or 
in  liquid.  They  are  tough  and  elastic,  and  prevent  or  stop  rust  and 
corrosion. 

They  dry  in  from  24  to  48  hours. 

One  pound  of  the  paste  will  cover  4  square  yards,  and  one  pint  of  the 
liquid  10  to  12  square  yards.     Two  coats  are  generally  sufficient 

This  paint  was  used  for  the  iron  roofs  of  the  Houses  of  Parliament^  and  is 
applicable  to  dry  surfeuses  of  iron  or  wood. 

Szerelhey'b  Liquid  Enamels  are  sold  in  a  liquid  state,  and  are  applied 
with  a  brush. 

They  dry  in  from  two  to  four  hours.  1  lb.  covers  about  4  square  yards. 
One  coat  is  sufficient  for  iron,  two  are  required  for  wood. 

They  can  be  applied  to  dry  surfjEtces  of  wood,  iron,  tin,  whitewash,  or 
plaster. 

Granitio  Faint  is  said  by  the  manufacturers  to  be  proof  against  heat,  wet, 
or  frost ;  to'  be  more  durable  and  cheaper  than  lead  paints ;  and  to  be 
specially  adapted  for  painting  or  miCtr^ng  joints  in  iron  work. 

One  cwt  of  the  light  colour  will  cover  from  600  to  660  yards,  and  one 

1  Seddon. 
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cwt  of  the  dark  colour  will  cover  from  1000  to  1200  yards — one  cwt  on 
wood,  on  stone  or  iron  much  more.^ 

The  paint  is  sold  in  powder  or  ground  in  oil ;  the  latter  only  should  be 
used  for  flatting.^ 

Bituminous  Faints  are  made  from  vegetable  bitumen,  asphalte,  and 
mineral  pitches  dissolved  in  paraffin,  petroleum  or  naphtha,  various  oils,  and 
other  substances. 

Thej  are  also  "  largely  made  from  the  products  of  coal  and  other  mineral 
oils. 

<<  They  have  various  degrees  of  fineness,  the  cheapest  kinds  having  a  great 
resemblance  to  tar,  and  they  are  admirably  suited  for  painting  the  inside  of 
pipes,  or  for  iron  work  fixed  under  water,  such  as  bridge  cylinders  and  screw 
piles. 

"  The  fine  sorts,  while  possessing  the  same  properties,  give  a  smoother 
surface,  and  can  be  used  in  ordinary  situations,  especially  where  water  or 
foul  vapours  have  to  be  resisted. 

^^The  price  varies  from  18s.  to  30s.  per  cwt,  and  the  paint  is  mixed  for 
use  with  specially  prepared  mineral  oil. 

''  A  paint  made  from  bitumen  dissolved  in  paraffin  and  linseed  oils  while 
in  a  state  of  great  heat,  is  said  to  possess  special  qualities  of  durability,  in 
that  it  can  resist  the  action  of  ordinary  detergents,  and  of  all  alkalies  and 
acids. 

"  When  mixed  ready  for  use  this  paint  costs  from  40a  to  60a  per  cwt, 
according  to  colour  and  fineness.''  ^ 

A  paint  of  this  kind  is  also  made  by  dissolving  equal  parts  of  asphalte 
and  resin  in  common  turpentine.^ 

Ghampion*8  Black  Paint  is  a  compound  of  lampblack,  mineral  matter,  and 
oil. 

Tar  Faint — The  paint  successfully  used  for  the  canvas  roof  over  the 
tubes  of  the  Britannia  Bridge  was  composed  as  follows : — Goal  tar,  9  gallons  ;  * 
slaked  lime,  13  Iba  ;  turpentine  or  naphtha,  2  or  3  quarts — the  whole  being 
dredged  over  with  sand.     The  addition  of  the  quicklime  is  indispensable  to 
neutralise  the  free  acid  that  exists  in  the  tar. 

A  tar  paint  recommended  by  Mr.  Hurst  as  the  best  protection  for  iron  con- 
sists of  1  gallon  coal  tar  distilled  to  expel  the  watery  vapour  and  naphtha,  and 
afterwards  mixed  with  ^  pint  naphtha  and  ^  pint  boiled  oil. 

Ordinary  Tarring. — Boil  6  gallons  Coal  Tar  with  1  lb.  resin,  1  lb.  pitch, 
and  apply  hot ;  or  use  Stockholm  Tar,  with  the  same  proportion  of  pitch  only. 
Yellow  ochre  may  be  added  to  give  a  brown  tinge. 

Silicate  Zoppisa,  sold  by  the  Qranitic  Paint  Company,  is  a  washable  dis- 
temper made  in  all  colours  ;  it  is  said  to  dry  hard  and  flat,  and  to  render  tlie 
surface  to  which  it  is  applied  damp-proof  and  durable.^ 

AsbestoB  Faints  are  much  used  for  internal  rough  woodwork,  which  they 
will  protect  against  8X)arks  or  light  flames,  but  they  cannot  stand  the  weather. 
They  are,  as  a  rule,  mixed  with  oil  in  two  coats,  and  are  thinned  when 
necessary  with  warm  water. 

One  gallon  will  cover  150  feet  two  coats. 


»  Circular.  «  Seddon. 

'  Mathcson.  ^  Davidson. 
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AibeAoi  OH  Faints  are  also  made,  and  it  is  claimed  that  their  covering 
power  is  greater  than  that  of  ordinary  lead  or  zinc  paints. 

One  cwt  in  fact  when  thinned  will  cover  600  square  yards^  One  cwt. 
Bent  out  ready  for  use  will  cover  480  square  yards. 

OrecM^a  AntivxUer  Enamel  Paint  for  iron  is  a  sort  of  silico-calcic  cement 
It  adheres  to  iron  fairly  well,  especially  when  the  iron  is  nearly  always  sub- 
merged in  water. 

CreoM^s  Anticorrosion  is  a  black  bitumen  paint  useful  for  coating  submerged 
iron  surfaces 

Granulated  Cork  Faint  is  applied  over  paint  to  protect  and  roughen 
BurfEices  upon  which  the  condensed  moisture  of  the  atmosphere  is  likely  to 
deposit,  such,  for  example,  as  the  asphalte  floors  of  cellars,  paved  ceilings  and 
the  girders  supporting  them. 

Oooiting  floors. — For  asphalte  floors  the  composition  is  made  and  applied  as 
follows : — 4  parts  (by  weight)  of  Venetian  red  and  1  part  of  red  lead  are 
mixed  into  a  stiff  paste  with  Stockholm  tar  and  well  worked  together.  It  is 
then  laid  on  the  surface  of  the  asphalte  about  -^  inch  thick,  and  f  of  the 
granulated  cork  is  sprinkled  over  the  paint  and  pressed  in  with  a  float  In 
about  48  hours  the  composition  is  hard,  and  the  loose  cork  can  be  brushed 
ofL  As  the  granulated  surface  will  not  withstand  wear,  it  must  be  protected 
by  open  boardings  or  by  gratings. 

For  surfaces  overhead,  such  as  slabs  or  iron  girders,  ordinary  red  lead  paint 
is  used  as  a  matrix  for  the  granulated  cork,  which  is  forced  into  it  and  then 
painted  over. 

Coaling  Iron. — (1.)  The  surface  of  the  iron  is  prepared  and  coated  with  two 
coats  of  red  lead  or  oxide  of  iron  paint  (2.)  An  adhesive  composition  com- 
posed of  the  ingredients  mentioned  below  is  then  applied  rather  more  thickly 
than  ordinary  paint,  and  well  sprinkled  with  granulated  cork.  (3.)  After  4 
days  a  coat  of  white  zinc  paint  much  thinner  than  ordinary  paint  is  applied, 
then  one  coat  of  distemper. 

Frop<yrtions  of  adhesive  eom^MsUion  to  make  112  lbs  : — 

White  lead,  22  lbs.  ;  driers,  10^  lb&  ;  boiled  oil,  3f  gallons ; 
sperm  yellow,  44  Ibe. ;  resin,  2^  lbs. 

Iiiiminous  Faint  is  a  preparation  of  sulphide  of  calcium  made  up  with 
varnish.  Oil  destroys  its  properties,  and  care  should  be  taken  to  apply  it 
only  to  perfectly  dean  surfaces  free  from  lead  paint  or  corrosion. 

The  characteristic  of  this  paint  in  presenting  a  luminous  surface  for 
many  hours  or  even  days  after  the  source  of  light  has  been  cut  off  is  well 
known,  and  it  is  capable  of  various  obviously  useful  applications. 

The  action  is  supposed  to  be  due  to  '*  molecular  vibration  set  up  in  the 
body  by  waves  of  light  rich  in  actinic  rays,  which  vibration  is  maintained  in 
the  dark,  and  is  the  cause  of  luminosity  so  long  as  the  energy  remains  active 
and  not  absorbed." 


VAENISH. 

Vamish  is  a  solution  of  resin  in  either   oil,  turpentine,  or 
alcohol. 

The  oil  dries  and  the  other  two  solvents  evaporate,  in  either 
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case  leaving  a  solid  transparent  film  of  resin  over  the  surface  var- 
nished. 

In  estimating  the  quality  of  a  varnish  the  following  points 
must  be  considered : — 1.  Quickness  in  drying ;  2.  Hardness  of 
film  or  coating ;  3.  Toughness  of  film ;  4.  Amount  of  gloss ;  5. 
Permanence  of  gloss  of  film ;  and  6.  Durability  on  exposure  to 
weather.^ 

The  quality  of  a  varnish  depends  almost  entirely  upon  that  of 
the  ingredients  it  contains. 

Much  skill  is,  however,  required  in  mixing  and  boiling  the 
ingredients  together. 

Uses, — ^Varnish  is  used  to  give  brilliancy  to  painted  surfaces 
and  to  protect  them  from  the  action  of  the  atmosphere,  or  from 
slight  friction. 

Varnish  is  often  applied  to  plain  unpainted  wood  surfaces  in 
the  roofs,  joiuery,  and  fittings  of  houses,  and  to  intensify  and 
brighten  the  ornamental  appearance  of  the  grain.  It  is  also 
applied  to  painted  and  to  papered  walls. 

In  the  former  case  it  is  sometimes  flatted  so  as  to  give  a  dead 
appearance,  similar  to  that  of  a  flatted  coat  of  paint. 


INGREDIENTS  OF  VARNISH. 

The  Qvmi  are  exudations  from  trees.  At  first  they  are  generally  mixed 
with  some  essential  oil.  They  are  then  soft  and  viscous,  and  are  known  as 
Balsams  ;  the  oil  evaporates  and  leaves  the  Resin,  which  is  solid  and  brittle. 

Resins  are  often  called  '^  gums ''  in  practice,  but  a  gum,  properly  speaking,  ia 
soluble  in  water,  and  therefore  unfit  for  varmshes^  while  resins  dissolve  only 
in  spirits  or  oiL' 

Oum  Resins  are  a  natural  mixture  of  gum  with  resin,  and  sometimes  with 
essential  oil  found  in  the  milky  juices  of  plants.  When  rubbed  up  with 
water  the  gum  is  dissolved,  and  ^e  oil  and  resin  remain  suspended. 

Besins. — ^The  quality  of  the  resin  greatly  influences  that  of  the  varnish. 
The  softer  varieties  dissolve  more  readily  than  the  others,  but  are  not  so  hard, 
tough,  or  durable. 

Common  Rosin  or  Colophony  is  either  brown  or  white.  The  brown  variety 
is  obtained  by  distilling  the  turpentine  of  spruce  fir  in  water ;  the  white  is 
distilled  from  Bordeaux  turpentine. 

The  principal  resins  used  in  good  work  are  as  follows  : — 

Amber,  obtained  chiefly  from  Prussia,  is  a  light  yellow  transparent  sub- 
stance found  between  beds  of  wood  coal,  or,  after  storms,  on  the  coasts  of  the 
Baltic  It  is  the  hardest  and  most  durable  of  the  gums,  keeps  its  colour  welL 
and  is  tough,  but  difficult  to  dissolve,  costly,  and  slow  in  drying. 

1  Dent  *  Seddon. 
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Gum  Aniu]£  is  imported  from  the  East  Indies  ;  is  nearly  as  insoluble,  hard, 
and  durable  as  amber,  but  not  so  tough.  It  makes  a  yamish  quick  in  drying, 
but  apt  to  crack,  and  the  colour  deepens  by  exposure. 

Ck>PAL  is  imported  from  the  East  and  West  Indies  and  America,  etc,  in 
three  qualities,  according  to  colour,  the  palest  being  kept  for  the  highest  class 
of  Tarnish.     These  become  lighter  by  exposure. 

Mastio  is  a  resinous  gum  from  the  Mediterranean ;  it  is  soft  and  works 
easily. 

QoH  DAHifAB  is  extracted  from  the  Kawrie  pine  of  New  Zealand,  and  also 
from  India.  It  makes  a  softer  varnish  than  mastic,  and  the  tint  is  nearly 
colourless. 

QuM  Elsmi  comes  from  the  West  Indies,  and  somewhat  resembles  copaL 

Lac  is  a  resinous  substance  which  exudes  from  several  trees  found  in  the 
East  Indies.     It  is  mor^  soluble  than  the  gums  above  mentioned. 

Stick  Lac  consists  of  the  twigs  covered  with  the  gum.  Seed  Lac  is  the 
insoluble  portion  left  after  pounding  and  digesting  stick  lac  When  seed  lac 
is  melted,  strained,  and  compressed  into  sheets,  it  becomes  ShM  Lac.  Of 
these  three  varieties  shell  lac  is  the  softest,  palest,  and  purest,  and  it  is  there- 
fore used  for  making  lacquers. 

Sandarach  is  a  substance  said  to  exude  from  the  juniper  tree.  It  resembles 
lac,  but  is  softer,  less  brilliant,  and  lighter  in  colour,  and  is  used  for  pale 
varnish. 

Djelaqon's  Blood  is  a  resinous  substance  imported  from  various  places  in 
dark  brown-red  lumps,  in  bright  red  powder,  and  in  other  forms.  It  is  used 
chiefly  for  colouring  varnishes  and  lacquers. 

Solvents. — These  must  be  suited  to  the  description  of  gum  they  are  to 
dissolve. 

Boiling  Liksebd  Oil  (and  sometimes  other  oils,  such  as  rosemary)  is  used 
to  dissolve  amber,  gum  anim6,  or  copaL 

TuBFEiTTiNB  for  mastic,  dammar,  and  common  resin. 

Methtlated  Spirits  of  Wine  '  for  lac  and  sandarach. 

Wood  Naphtha  is  frequently  used  for  cheap  varnishes.  "  It  dissolves  the 
resins  more  readily  than  ordinary  spirits  of  wine,  but  the  varnish  is  less  bril- 
liant, and  the  smell  of  the  naphtha  is  very  offensive.  It  is  therefore  never 
employed  for  the  best  work,^ 

Driers  are  generally  added  to  varnish  in  the  form  of  Litharge,  Siigar  of 
Lead,  or  White  Copperas. 

The  sugar  of  lead  not  only  hardens  but  combines  with  the  varnish. 

A  large  proportion  of  driers  injures  the  durability  of  the  varnish,  though  it 
causes  it  to  dry  more  quickly. 


DIFFERENT  KINDS  OF  VARNISH. 

Varnishes  are  classified  as  oil  varnish,  turpentine  varnish,  spirit  vamiah,  or 
water  varnish,  according  to  the  solvent  used.  They  are  generally  called  by 
the  name  of  the  gum  dissolved  in  them. 

Oil  Varnishes,  made  from  the   hardest   gums  (amber,  gum 

^  Spirits  of  wine  to  which  a  little  wood  naphtha  has  been  added  to  make  it  undrink- 
able,  and  therefore  not  liable  to  duty.  '  HoltzapffeL 
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anim^,  and  copal)  dissolved  in  oil,  require  some  time  to  dry,  but 
are  the  hardest  and  most  durable  of  all  varnishes.  They  are 
specially  adapted  for  work  exposed  to  the  weather,  and  for  such 
as  requires  polishing  or  frequent  cleaning.  They  are  used  for 
coaches,  japan  work,  for  the  best  joinery  and  fittings  of  houses, 
and  for  all  outside  work. 

Turpentine  Varnishes  are  also  made  from  soft  gums  (mastic^ 
dammar,  common  resin)  dissolved  in  the  best  turpentine.  They 
are  cheaper,  more  flexible,  dry  more  quickly,  and  are  lighter  in 
colour  than  oil  varnishes,  but  are  not  so  tough  or  durable. 

Spirit  Varnishes  or  Laoquors  are  made  with  softer  gums  (lac 
and  sandarach)  dissolved  in  spirits  of  wine  or  pyroligneous  spirit. 
They  dry  more  quickly,  and  become  harder  and  more  brilliant  thaii 
turpentine  varnishes,  but  are  apt  to  crack  and  scale  off,  and  are 
used  for  cabinet  and  other  work  not  exposed  to  the  weather. 

Water  Varnishes  consist  of  lac  dissolved  in  hot  water,  mixed 
with  just  so  much  ammonia,  borax,  potash,  or  soda,  as  will  dissolve 
the  lac.  The  solution  makes  a  varnish  which  will  just  bear  wash- 
ing.    The  alkalis  darken  the  colour  of  the  lac. 

Mixing  Vamishes  requires  great  skill  and  care.  Full  detalLB  of  the  pro- 
cess are  given  in  Holtzapffers  Mani/pvlation  and  other  worka 

Space  does  not  permit  here  of  more  than  the  mention  of  one  or  two  points 
that  may  be  useful  in  mixing  varnishes  on  a  small  scale.  As  a  rule,  it  is 
better  to  buy  varnish  ready  mixed  when  possible. 

Mixing  Oil  Vabnibhes. — The  gum  must  first  be  melted  alone  till  it  i« 
quite  fluid,  and  then  the  clarified  oil  is  poured  in  very  slowly.  The  mixture 
must  be  kept  over  a  strong  fire  until  a  drop  pinched  between  the  finger  and 
thumb  will,  on  separating  them,  draw  out  into  filamenta  The  pot  is  then 
put  upon  a  bed  of  hot  ashes  and  left  for  15  or  20  minutes,  after  which  the 
turpentine  is  poured  in,  being  carefully  stirred  near  the  surface.  The  mixture 
is  finally  strained  into  jars  and  left  to  settle. 

Copal  varnishes  should  be  made  at  least  three  months  before  use ;  the 
longer  they  are  kept  the  better  they  become.  When  it  is  necessary  to  use 
the  varnishes  before  they  are  of  sufficient  age,  they  should  be  left  thicker 
than  usual.  ^ 

The  more  thoroughly  the  gum  is  fused,  the  stronger  the  varnish  and  the 
greater  the  quantity. 

The  longer  and  more  r^;ular  the  boiling,  the  more  fluid  the  varnish. 

If  brought  to  the  stringy  state  too  quickly  more  turpentine  will  be  required, 
which  makes  the  vamish  less  durable. 

Mixing  Spirit  and  Turpentine  Varnishes  simply  consists  in  stirring  or 
otherwise  agitating  the  resins  and  solvent  together.  The  agitation  must  be 
continued  till  the  resin  is  all  dissolved,  or  it  will  agglutinate  into  lumps. 
Heat  is  not  necessary,  but  is  sometimes  used  to  hasten  the  solution  of  the 
resin.     The  varnish  is  allowed  to  settle,  and  is  then  strained  through  muslin. 

^  HoltzapffeL 
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Mixing  Turpentine  Vamiahes. — In  manj  cases  the  resin,  such  as  mastic, 
dammar,  or  common  resin,  is  simply  mixed  with  turpentine  alone,  cold  or 
with  slight  heat.     Care  must  in  such  cases  be  taken  to  exclude  all  oil. 

Application  of  Varnish  — In  using  varnish  great  care  should  be  taken  to 
have  everything  quite  clean,  the  cans  should  be  kept  corked,  the  brushes  free 
from  oil  or  dirt,  and  the  work  protected  from  dust  or  smoke. 

Varnish  should  be  imiformly  applied,  in  very  thin  coats,  sparingly  at  the 
angles. 

Qood  varnish  should  dry  so  quickly  as  to  be  free  from  stickiness  in  one  or 
two  days.  Its  drying  will  be  greatly  facilitated  by  the  influence  of  light ; 
but  all  draughts  of  cold  air  and  damp  must  be  avoided. 

No  second  or  subsequent  coat  of  varnish  should  be  applied  till  the  last  is 
permanently  hard,  otherwise  the  drying  of  the  imder  coats  will  be  stopped. 

The  time  required  for  this  depends  not  only  upon  the  kind  of  varnish  but 
also  upon  the  state  of  the  atmosphere. 

Under  ordinary  circumstances  spirit  varnishes  require  from  two  to  three 
hours  between  every  coat ;  turpentine  varnishes  require  six  or  eight  hours  ; 
and  oil  varnishes  still  longer,  sometimes  as  much  as  twenty-four  hours. 

Oil  varnishes  are  easier  to  apply  than  spirit  varnishes,  in  consequence  of 
their  not  drying  so  quickly. 

Porous  siudfaces  should  be  sized  before  the  varnish  is  applied,  to  prevent  it 
from  being  wasted  by  sinking  into  the  pores  of  the  material. 

Varnish  applied  to  painted  work  is  likely  to  crack  if  the  oil  in  the  paint  is 
not  good ;  also,  if  there  is  much  oil  of  any  kind,  the  varnish  hardens  mora 
quickly  than  the  paint,  and  forms  a  rigid  skin  over  it,  which  cracks  when  the 
paint  contracts. 

The  more  oil  a  varnish  contains  the  less  likely  it  is  to  crack. 

All  varnishes  improve  by  being  kept  in  a  dry  place. 

One  pint  of  varmsh  will  cover  about  16  square  yards  with  a  single  coat.^ 


RECIPES  FOR  VARNISHES. 

The  following  recipes  give  the  proportions  of  ingredients  for  a  few  var- 
nishes in  connection  with  house-painting : — 

Oil  VamiBlies. — Copal  Varnishes. — Best  Body  Copal  Vamiak? — Fuae  8  lbs.  of 
fine  Atrican  gum  copal,  add  2  gallons  clarified  oil.  Boil  very  slowly  for  fonr  or  five  hours 
till  quite  strizigy,  and  mix  with  d^  gallons  turpentine. 

This  is  used  for  the  body  part  of  coaches,  and  for  other  objects  intended  to  be  polished. 

The  above  makes  the  pidest  and  best  copal  varnish,  possessing  great  fluidity  and  plia- 
bility, but  it  is  very  slow  in  drying,  and,  for  months,  is  too  soft  to  polish. 

Driers  are  therefore  added,  but  they  are  ii^urious  (see  p.  481). 

To  avoid  the  use  of  driers,  gum  anim6  is  used  instead  of  copal,  but  it  is  less  durable  and 
becomes  darker  by  age. 

The  copal  and  anim6  vaznishee  are  sometimes  mixed  ;  one  pot  of  the  hitter  to  two  of 
the  fonner  for  a  moderately  quick  drying  varnish  of  good  quality,  and  two  pots  of  the 
animi  to  one  of  the  copal  for  quicker  drying  varnish  of  common  quality. 

Beet  Pole  Carriage  Copal  Varnish^ — Fuse  8  lbs.  of  second  sorted  African  copal,  add 
2^  gallons  of  clarified  oiL  Boil  slowly  together  for  4  or  6  hours  until  quite  stringy  ;  add 
5^  gallons  of  turpentine  mixed  with  }  lb.  dried  copperas,  \  lb.  litharge ;  strain,  and 
pour  oflT. 


^  Seddon.  >  Holtzapffel.  '  Ure,  Spon. 

B.  C. m  2  F 
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lu  order  to  hasten  drying,  mix  with  the  above  while  hot  8  lbs.  of  aeoond  aorted  gmn 
auim^,  2^  gallons  clarified  oil,  \  lb.  dried  angar  lead,  ^  Ih.  lithaige,  5^  gallons  of  tur- 
pentine. 

This  yamish  will,  if  well  boiled,  dry  hard  in  4  hours  in  summer  or  6  in  winter.  Some 
oopal  Tarnish  takes,  however,  12  hoors  to  dry. 

This  vaniish  is  mb^  for  carriages,  and  also  in  house  painting  for  the  best  grained  worii, 
as  it  dries  well  and  has  a  good  gloss. 

A  stronger  yamish  is  niade  for  carriages,  known  as  Best  Body  Copa>  Vamisb. 

Second  Carriage  Vdrnisk, — 8  lbs.  of  second  sorted  gmn  anime,  2f  gallons  fine  clari- 
fied oil,  6\  gallons  turpentine,  \  lb.  litharge,  \  lb.  dried  sugar  of  lead,  \  lb.  dried  copperas, 
boiled  and  mixed  as  before.     Used  for  varnishing  black  japan  or  dark  house  painting.^ 

Pale  AmJber  Vamiak. — Pour  2  gallons  of  hot  clarified  oil  on  6  lbs.  of  very  pale  trans- 
parent amber.  Boil  till  strongly  stringy,  and  mix  with  4  gallons  turpentine.  This  will 
work  very  well,  be  very  hard,  and  the  moat  durable  of  all  varnishes,  and  improves  other 
copal  varnishes  when  mixed  with  them  ;  but  it  dries  very  slowly,  and  is  but  little  used 
on  account  of  its  expense.' 

WhUe  Cobwrg  Varnish  is  of  a  very  pale  colour,  dries  in  about  10  hours,  and  in  a  few 
days  is  hard  enough  to  polish. 

Wadiboot  Varnish  is  made  of  8  lbs.  gum  anim^  (second  quality),  S  gallons  clarified 
oil,  \  lb.  lithaxge,  \  lb.  sugar  of  lead,  \  lb.  copperas,  boiled  together  till  strongly  stringy, 
and  then  mixed  witii  b\  gallons  turpentine. 

It  may  be  darkened  by  adding  a  little  gold  size. 

This  varnish  dries  in  two  hours  in  summer,  and  is  used  chiefly  for  house  painting  and 
japanning.' 

Spirit  Vamiahes. — Gbxaf  Oak  Vabnish. — Dissolve  8^  lbs.  of  clear  good  resin  in 
1  gallon  of  oil  of  turpentine.  Darken,  if  required,  by  adding  well-ground  umber  or  fine 
lampblack.' 

Oak  varnish  is  used  for  common  work.  It  dries  generally  in  about  10  hours,  though 
some  is  made  to  dry  in  half  the  time,  and  known  as  Quick  Oak  Vamieh  ;  another  variety 
is  called  Hard  Oak  VamOKt  and  is  used  for  seats.  ^ 

"  Copal  Vamith  (spirit). — ^By  slow  heat  in  an  iron  pot  melt  \  lb.  of  powdered  copal 
gum,  2  oz.  of  balsam  of  copivi,  previously  heated  and  added.  When  melted,  remove  from 
the  fire  and  pour  in  10  oz.  of  spirits  of  turpentine,  also  previously  warmed.  (}opal  will 
more  easily  melt  by  powdering  the  crude  gpim,  and  let  it  stand  for  a  time  covered 
loosely.'*' 

Whitb  Hard  Spirit  Varnish  may  be  made  by  dissolving  8^  lbs.  gum  sandarach  in  1 
gallon  spirits  of  wine ;  when  solution  is  complete  adding  1  pint  of  pale  turpentine  and 
shaking  well  together. 

Brown  Hard  Spirit  Varnish  is  made  Uke  the  white,  but  shellac  is  substituted  for 
the  sandarach.     It  will  bear  polishing. 

Frbnoh  Polish. — The  simplest  and  probably  the  best  is  made  by  dissolv- 
ing 1^  lb.  of  shellac  in  1  gallon  spirits  of  wine  without  heat 

Other  gums  are  sometimes  used,  and  the  polish  may  be  darkened  by  add- 
ing benzine,  or  it  may  be  coloured  with  dragon's  blood. 

It  is  used  chiefly  for  mahogany  work,  in  joinery,  hand-rails,  etc. /and  is 
applied  by  rubbing  it  well  into  the  surface  of  the  wood,  which  has  been  pre- 
viously made  smooth  with  sandpaper,  etc. 

Hardwood  Lacquer  is  made  by  dissolving  2  lbs.  shellac  in  1  gallon  spirits  of  wine. 
It  is  generally  used  for  turned  articles,  being  applied  to  them  with  a  rag  while  they  are 
on  the  lathe. 

Lacquer  for  Brass. — ^The  simplest  and  best  lacquer  for  work  not  requiring  to  be 
coloured  is  made  by  dissolving  with  agitation  \  lb.  of  the  best  pale  shellac  in  1  gallon 
cold  spirits  of  wine.  The  mixture  is  allowed  to  stand,  filtered,  and  kept  out  of  the  influ- 
ence of  light,  which  would  make  it  darker. 

Turpentine  VarnialieB. — Turpentine  Varnish  consists  of  A  lbs.  of  common  (or 
bleached)  resin  dissolved  in  1  gallon  of  oil  of  turpentine,  under  slight  warmth. 

'  Spon.  »  Holtzapflfel.  •  Painter,  Paperhanger,  and  Decorator's  AssiaiasU 

*  Mr.  Manders*  Circular. 
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it  is  used  for  indoor  painted  work,  and  also  to  add  to  other  varnishes  to  give  them 
greater  body,  hardness,  brilliancy.^ 

Black  Yabnish  for  Metal  Work.— Fnse  3  lbs.  of  Egyptian  asphaltum ;  when  it  is 
liquid  add  \  lb.  shellac  and  1  gallon  turpentine.^ 

Brunswick  Black, — Boil  45  lbs.  asphaltum  for  6  hours  over  a  slow  fire.  During  the 
same  time  boil  6  gallons  oil  which  has  been  previously  boiled,  introduciog  lithaige 
gradually  until  stringy,  then  pour  the  oil  into  the  boiling  asphaltum.  Boil  the  mixture 
until  it  can  be  rolled  into  hard  pills,  let  it  cool,  and  then  mix  with  25  gallons  turpentine, 
or  as  much  as  will  give  it  proper  consistency.' 

Vamisli  for  Iron  'Work. — ^The  following  is  recommended  by  Mr.  Matheson  as  very 
effective : — 80  gallons  of  coal  tar,  fresh,  with  all  its  naphtha  retained  ;  6  lbs.  tallow  ; 
1^  lb.  resin ;  3  lbs.  lampblack ;  30  lbs.  fresh  slaked  lime,  finely  sifted — mixed  inti- 
mately and  applied  hot  "  When  hard,  this  varnish  can  be  painted  on  by  ordinary  oil 
paint  if  desired." 

Crystal  Vamiah  consists  of  melted  Canada  balsam  thoroughly  mixed  with  an  equal 
quantity  of  oil  of  turpentine.  A  coating  of  it  will  convert  good  thin  paper  into  tracing 
paper. 

"Water  Vamiali. — Light  Coloured, — Mix  16  oz.  ordinary  water  of  ammonia  with  7 
pints  water,  2  oz.  pale  (or  white)  shellac,  and  4  oz.  gum  arable 

Ordina/ry. — Mix  6  oz.  borax,  2  lb.  shellac,  and  4  oz.  gum  arable  with  1  gallon  water. 

VarniBh  for  Paper  consists  of  4  lbs.  of  dammar  dissolved  in  1  gallon  of  turpentine, 
with  moderate  agitation  or  g^tle  heat.  It  is  suitable  for  paperhangings  and  similar 
purposes.^ 

Japanning  consists  in  appljring  successive  coats  of  japan,  i.e, 
ordinary  lead  paint,  ground  in  oil  and  mixed  with  copal  or  anim^ 
vamish.  Each  coat  is  dried  in  turn  at  the  highest  temperature  it 
will  bear  without  melting.  The  surface  is  then  treated  with  from 
two  to  six  coats  of  the  best  copal  or  anim^  varnish  without 
driers. 

Common  so-called  japanned  work  is  not  dried  by  heat,  but 
merely  painted  and  vanished. 

Proper  japanning  wiU  stand  a  very  high  temperature,  and  may 
therefore  be  used  for  baths  and  other  metal  work  subject  to  con- 
siderable heat. 

Stains  are  liquid  preparations  of  different  tints  applied  to  the 
carefully-prepared  smooth  unpainted  surface  of  common  light- 
coloured  wood,  such  as  fir,  in  order  to  give  it  the  appearance  of 
more  rare  and  highly  coloured  woods,  such  as  rosewood,  maho- 
gany, wahiut,  etc. 

Liquid  Stains  are  prepared  in  all  colotirs  to  imitate  different  woods,  such 
as  rosewood,  walnut,  ebony,  oak,  maple,  eta,  and  sold  in  powder,  or  in  the 
liquid  state  readj  for  immediate  application. 

The  powder  is  dissolved  in  hot  water  before  use. 

The  liquid  stain  or  the  solution  from  the  powder  i&  laid  on  plentifully  with 
a  brush  or  sponge  in  one  or  two  coats  according  to  depth  of  tint  required. 

When  the  wood  is  thoroughly  dry  it  must  be  twice  sized  with  a  very  strong 
solution  of  size,  and  then  varnished. 


HoltzapffeL  '  dra. 
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When  aUins  ready  prepared  are  not  procurable,  they  may  be  made  without  much 
diflSculty. 

The  following  are  a  few  receipts  : — 

Mahogany  Stain. — A  thin  mixture  of  burnt  sienna  ground  in  yinegar  may  be  uaed, 
grained  and  shaded  while  wet  with  the  same,  thickened  with  more  sienna.^ 

Black  WalntU. — Same  as  above,  but  using  burnt  umber.' 

WalntU  Stain. — Boil  together  for  ten  minutes  1  quart  water,  I4  oz.  washing  8od&, 
2}  oz.  Vandyke  brown,  ^  oz.  bichromate  potash.' 

Oak  Stain. — ^Dissolve  2  oz.  of  American  potash,  2  oz.  pearlash,  in  about  a  quart  of 
water  ;  keep  corked,  and  dilute  with  water  for  lighter  tints. 

BUiek  Stain. — Boil  \  lb.  logwood  in  2  quarts  water,  add  1  oz.  pearlash,  and  apply 
hot ;  then  boil  \  lb.  logwood  in  2  quarts  water,  add  \  oz.  Terdigris  and  \  oz.  copperas ; 
strain,  put  in  -^  lb.  rusty  filings ;  with  this  apply  a  second  coat. 

Bed  Stain.— XJm  a  solution  of  dragon's  blood  in  spirits  of  wine. 

Wash  fbr  Bamoving  Faint. — ^Dissolve  2  oz.  soft  soap,  4  oz.  potash,  in 
boiling  water,  add  ^  lb.  quicklime.  Apply  hot,  and  leave  for  twelve  to 
twenty-four  hours.  This  will  enable  the  old  paint  to  be  washed  off  with  hot 
water. 

This  is  a  quicker  and  neater  process  than  either  burning  or  scraping  off 
(see  Part  IL,  p.  416). 

Cleaning  Old  Faint  is  effected  by  washing  with  a  solution  of  pearlash  in 
water.  If  the  surface  is  greasy  it  ^ould  he  treated  with  fresh  quicklime 
mixed  in  water,  washed  off,  and  reapplied  repeatedly. 

Extract  of  Iiethlriiun  is  a  ready-made  preparation  which  removes  old 
paint  very  quickly. 

For  this  purpose  the  pure  extract  must  be  thinly  brushed  over  the  surface 
twice  or  thrice. 

To  remove  a  single  coat  of  paint  the  extract  is  diluted  with  thirty  times  its 
hulk  of  water 

To  clean  painted  surfaces  it  is  diluted  with  200  or  300  parts  of  water. 

The  extract  must  be  carefally  washed  off  with  vinegar  and  water  hefore 
laying  on  another  coat  of  paint 

Marvel  Fluid  is  another  patent  preparation  for  washing  off  old  paint. 

Mordant  to  make  paint  adhere  to  zinc  surfaces  is  composed  as  follows  : — 

Soft  water,  64  parts. 

Chloride  of  copper,  1  part 
Nitrate  of        „      1    „ 
Sal-ammoniac,  1     „ 

Hydrochloric  acid,  1    „ 


The  Bokperhanger,  Bainler,  Orainer,  and  Ikeoraiars'  Assistant.  '  Spon. 


Chaptkb  VII. 


GLASS. 


General  Bemarks. — Glass  of  the  kind  used  in  buildings  is  a 
mixture  of  pure  sand^  soda,  and  chalk,  with  a  proportion  of  broken 
glass,^  etc.  These  are  melted  together  at  a  very  high  temperature, 
and  brought  by  different  processes  into  convenient  forms  for  use. 

It  is  not  of  importance  to  the  engineer  or  builder  to  know  the 
exact  nature  or  proportion  of  the  constituents  in  different  kinds  of 
glass,  as  he  can  never  be  called  upon  to  make  these  for  himself. 
A  knowledge  of  the  processes  involved  is  useful  only  so  far  as  it 
enables  him  to  distinguish  one  kind  of  glass  from  the  other. 

The  different  varieties  of  glass  in  ordinary  use  will  now  be  men- 
tioned in  turn,  with  brief  notes  as  to  the  qualities  sold  and  the 
purposes  for  which  they  are  used. 

Before  considering  the  various  descriptions  of  glass  used  by  the 
builder,  a  few  points  may  be  noticed  which  are  common  to  all 
kinds  of  glass. 

Large  panes  are  more  ezpensiYe  than  small  ones,  as  it  is  more  difficult  to 
preserve  the  entire  sheet  of  glass  in  making,  whereas  the  smaller  panes  can 
be  cat  £rom  what  is  technically  called  "  breakEtge." 

An  extra  price  is  charged  for  moderate  curres  in  one  direction,  and  further 


^  The  following  are  the  proportions  (roughly)  for  a  few  different  kinds  of  glass :— 


PsaCEMTAOB  IN 

1 

Common 

OlASS. 

Crown 
Glass. 

Plate 
Olaai. 

Fine  white  sand 
Sulphate  of  soda 
Chalk    . 
Broken  glass  . 
Manganese     . 

60 
20 
20 

•  •  • 

•  •• 

38 
19 

5 
38 

0 

40 

13 

7 

40 
A  trace '16 
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extras  on  double  corveB  ;  also  for  obscuiingy  polishing,  and  grinding  sides  oi 
edges. 

All  glass  differing  from  that  in  ordinaiy  consumption,  however  trifling  the 
difference,  is  also  charged  extra.  The  extra  laboor  and  risk  in  carrying  out 
exceptional  work  is  charged  for.  Triangular  and  other  irregular  shapes  are 
charged  as  square — i.B,  the  area  measured  is  that  of  the  circumscribed  rect- 
angle. 

The  various  descriptions  of  sheet  glass  are  identified  by  their  weight  per 
foot  superficial  in  ounces. 

The  different  descriptions  of  rolled  glass  have  their  thickness  stated  in 
fractions  of  an  incL 

In  bending  rolled  plate  the  smooth  side  is  outside  unless  ordered  to  the 
oontraiy. 

In  fixing  glass  those  varieties,  such  as  crown  glass,  that  are  slightly  convex, 
should  have  the  convexity  outwardsL 

In  the  case  of  glass  having  only  one  smooth  side,  it  is  generally  recom- 
mended that  the  smooth  side  should  be  placed  outwardo,  It  is  better,  how- 
ever, to  place  the  rough  side  outwards,  for  the  rays  of  light  are  then  retained 
and  the  surface  appears  flat ;  if  the  smooth  side  is  outwards,  the  rays  are 
reflected,  and  the  slightest  undulation  in  the  glass  is  easily  perceived. 

Crown  Glass  is  made  as  follows : — A  blowpipe  is  dipped  into  melted 
glass,  which  is  then  blown  into  the  form  of  a  large  globular  bottle.  A  rod 
tipped  with  a  blob  of  hot  glass  is  so  placed  that  the  blob  or  "  punty  "  sticks 
to  the  centre  of  the  bottom  of  the  blown  globe.  The  globe  is  then  detached 
from  the  blowpipe,  heated,  and  rotated  vigorously  until  it  whirls  out  by  cen- 
trifugal force  into  a  flat  disc  or  ^  table,"  having  a  blob  or  "  bullion  ^  of  glass 
in  the  centre. 

It  wiU  be  seen  that  this  process  of  manufacture  tends  to  make  the  disc 
gradually  thicker  from  the  circumference  to  centre.  In  cutting  the  disc  into 
panes  the  boss  in  the  centre  must  be  avoided,  so  that  there  is  a  good  deal  of 
waste. 

The  area  of  panes  that  can  be  produced  from  a  table  varies  according  to 
circumstaucea 

Of  course  the  centre  bullion  must  be  cut  out  in  a  small  pane.  This  pane 
varies  in  size  from  6  to  10  inches  square,  and  is  often  used  for  stables  or  very 
common  cottages.  Lately,  however,  such  panes  have  been  in  demand  for  use 
in  better  houses  built  in  the  Queen  Anne  style  of  architecture. 

If  the  remainder  of  the  table  be  cut  into  panes  of  the  most  advantageous 
size  to  produce  a  maximum  quantity,  it  may  yield  about  13  feet  superficial. 
But  if  the  panes  are  cut  as  required,  they  wiU  amount  to  only  10  or  11 
square  feet     The  largest  *'  squares''  produced  are  about  33  x  25  inchea 

The  portion  containing  the  bullion  cannot  be  flattened ;  the  smaller  halves  of  the 
disc  (which  do  not  indude  the  boss  or  '*  bullion ")  may  be  flattened,  if  desired,  at  an 
extra  cost,  so  as  to  correct  the  slight  convexity  that  exists  in  the  tables. 

Market  Forme. — Grown  glass  is  sold  in  crates  of  tahles,  i,e.  half  discs ;  crates  of  slahs, 
flattened  or  unflattened ;  and  in  squares,  i,e.  rectangular  pieces  out  to  various  dimen- 
sions. 

Thickneeaes. — There  are  two  thicknesses — 

The  untal,  about  -^th  inch  thick,  and  weighing  some  10  oz.  per  square  foot ;  and  the 
extra,  about  <j>|th  inch  thick,  and  weighing  some  16  oz.  per  square  foot. 

The  Qtuamiity  in  Orates  varies  according  to  the  thickness  and  kind  of  glass,  and  is 
shown  in  the  following  Table  : — 


GLASS. 
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Usaal  Thickness. 

Extra  Thickness. 

Crate  of  Tables 
Crate  of  Slabs 

18  Tables,  ayeraging  53  inches 
diameter. 

36  Slabs,  averaging  (  24  inches, 
in  extreme  <  22f      „ 
width         (21}      „ 

12  Tables,  averaging  52  inches 
diameter. 

24  Slabs,  averaging  [24  inches, 
in  extreme  \  22|    „ 
width          (214    „ 

The  extreme  widths  of  slabs  given  as  214,  ^^ij  24,  etc.,  refer  to  the  distance  from  the 
line  where  the  disc  is  cnt  in  two  to  the  farthest  point  of  the  circumference.  Extrs 
sized  slabs,  flattened  andunflattened,  are  made  in  12  sizes,  each  increasing  4  inch  in  width 
fh>m  244  to  30  inches. 

SizBS, — The  maximum  area  of  the  squares  kept  in  stock  is  5  superficial  feet. 
QuaUtiei. — ^There  are  four  qualities  classed  as  mentioned  below,  which  may  be  used 
where  comparatively  small  panes  or  squares  are  required. 

\  A  )  These  may  be  used  for  pictures,  or  for  the  very  best  window 

}  B  \     glazing. 

Best.         For  the  best  class  of  dwelling-houses. 

Seconds.       „       second    „  „ 

Thirds.  „       third      „  „ 

Fourths,  or  coarse,  for  agricultural  cottages. 


Picture  qualities. 
Glazing  qualities. 


Gharacteristics. — Crown  glass  is  said  to  be  more  free  from  colour  thau 
sheet  glass^  and  it  has  a  finer  surface,  as  it  does  not  come  into  contact  with 
any  other  substance  during  the  process  of  mannfacture  ;  but  it  is  being  rapidly 
superseded  by  the  latter,  in  consequence  of  the  demand  for  large  sizes,  and 
some  of  the  principal  manufactories  have  ceased  to  make  crown  glass  alto- 
gether. 

Unfiattened  glass,  '*  unless  specially  selected,  is  so  much  curved  as  to  neces- 
sitate cutting  the  sash  bars,  or  using  a  large  amount  of  putty." 

Sheet  Glass  is  first  blown  in  the  form  of  a  large  hollow  cylinder.  The 
ends  of  the  cylinder  are  then  cut  off,  and  it  is  split  down  one  side  with  a 
diamond,  after  which  it  is  placed  in  a  flattening  kiln,  where,  under  the  influ- 
ence of  heat,  it  opens  out  into  a  flat  sheet,  which  is  carefully  annealed 
and  then  cooled  very  gradually. 

Qualities. — The  qualities  of  sheet  glass  are  as  follows,  and  may  be  used  for  the  pur- 
poses mentioned  : — 

A.  For  pictures  (the  best). 

B.  Do.        (ordinary). 

Best.  For  the  best  glazing  in  first-class  dwelling-houses. 

Seconds.  Good  glazing. 

Thirds.  Ordinary  glazing. 

Fourths.  Coarse.    Unfit  for  most  purposes.    The  supply  is  limited. 

The  different  classes  may  be  used  for  the  same  purposes  as  the  corresponding  qualities 
of  crown  glass,  as  given  above,  but  are  available  for  large  panes. 

Thickness  and  Weighi,—Tha  following  are  the  weights  of  glass  made,  and  the  thiek 
neases  which  correspond  to  the  respective  weights : — 
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Weight. 

ThickneM  in 
inches. 

15  ouuce  ^ 

A 

21      „ 

A 

26      „ 

> 

32      „ 

\ 

86      „ 

i 

42      „ 

i 

SSvery  -ji^  inch  adds  13  oz.  to  the  weight  per  foot  superficiaL 

SisM, — The  largest  sizes  which,  for  all  practical  purposes,  are  made  in  the  raiioiis 
substances  of  sheet  glass  are  as  follows  : — 


Weight  per  foot 

fluperflciai  in 

ounces. 

Maximum 
length. 
Inches. 

Maximum 
width. 
Inches. 

Maximum 
area  in  feet 
superficiaL 

15 

55 

38 

13 

21 

85 

49 

22 

26 

85 

49 

22 

32 

85 

49 

22 

36 

70 

44 

19 

42 

70 

44 

19 

It  will  be  understood  that  the  size  is  governed  by  the  mazimum  area.  A  sheet  may 
be  of  the  mazimum  leugth  or  of  the  mazimum  breadth,  but  no  combination  of  length 
and  breadth  must  ezceed  the  area  given  in  the  last  column. 

The  usual  stock  sizes  of  sheet  glass  are  from  48  inches  x  34  inches  up  to  50  inches  x 
36  inches.     Any  size  above  these  comes  under  a  special  tariff  of  prices. 

The  variation  of  price,  according  to  weight  per  foot  supeificial  and  size,  is  given  in  the 
ordinary  builder's  Price  Books. 

Market  Forms, — Sheet  glass  is  generally  sold  in  crates.  The  number  of  sheets  in  a 
crate  varies  according  to  the  thickness  of  the  glass,  and  is  as  follows  : — 

15  oz.  glass  40  sheets^ 

21      „     .  34     ,,      X  of  stock  sizes. 

26       ..     .         .         .         28      ,     J 


it 


Characteristics, — Sheet  glass  has  a  somewhat  duller  surfjEU^  than  crown 
glass,  bat  can  be  made  thicker  and  to  yield  larger  panes. 

Gylikdeb  Glass,  German  Plate  Glass,  and  British  Sheet  Glass, 
are  varioas  names  given  to  sheet  glasa 

Fluted  Sheet  Glass  is  of  a  wavy  section,  having  flutes  or  corrugations 
on  both  sidea 

The  sizes  kept  in  stock  do  not  exceed  13  feet  in  area,  or  55  inches  in 
length,  or  38  inches  in  width.  It  is  not  advisable  to  make  fluted  sheets 
larger  than  this,  but,  if  ordered,  they  can  be  made  of  the  same  size  as  ordi- 
nary sheets. 


^  This  glass,  though  sold  as  15  oz.,  generally  weighs  16  oz.  per  foot  superficial,  and 
is  ^  inch  in  thickness. 


GLASS. 
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This  glass  is  used  in  situations  where  it  is  necessary  to  secure  privacy, 
without  so  much  obstruction  to  light  as  is  offered  by  obscured  glasa 

Patent  Plate  Glass,  or  Blovm  Plate,  is  made  by  polishing  sheet  glass  on 
both  sides. 

It  must  not  be  confounded  with  British  plate  glass,  which  is  a  better  and 
more  expensive  material      « 

Patent  plate  may  be  distinguished  from  British  plate  by  the  bubbles  in  the 
glassL  In  the  former  case  these  are  elongated  and  irregular,  in  consequence 
of  the  glass  having  been  blown  after  the  bubbles  were  formed.  In  British 
plate  the  bubbles  are  circular.  The  surface  of  the  patent  plate  is  also  more 
wavy  than  that  of  British  platen  ^ 

QiuUiiies. — Patent  plate  is  made  in  the  three  qualities  which  axe  respectively  used  for 
the  purposes  mentioned  below. 

Best.         B,  For  engravings  or  very  good  glazing. 

Second.     C,  For  good  glazing. 

Third.       C  C,  For  ordinary  glazing. 

Colour. — Messrs.  Chance  of  Birmingham  make  each  of  the  qualities  above  mentioned 
in  two  colours — ^the  UstuU  (or  Crystal),  and  the  Extra  iohite.  The  usual  is  the  better 
for  glazing,  as  it  is  harder,  more  lustrous,  and  less  liable  to  be  scratched  in  cleaning. 
The  extra  white  is  better  for  engravings  and  water-colour  drawings,  etc. 

Tkicknesg  and  Weight. — Each  quality  (with  the  exception  stated  in  Table)  is  made  in 
the  following  gradations  of  thickness  and  weight,  identified  as  Nos.  1  to  4  : — 


Average 
thickness. 

Average  weight 

perfect 

Buperflciol. 

Remarks. 

No.  1 
No.  2 
No.  3 
No.  4 

iVinch 

riff   >» 
i  to  i  in. 

13  ounces 
17      „ 
21      „ 
2*      „ 

Extra  white  is  made 
in  Nos.  1  and  2 
thicknesses  only. 

Sizes. — ^The  squares  kept  in  stock  do  not  exceed  10  or  12  feet  in  area,  the  length 
being  not  greater  than  50  inches,  or  the  width  than  86  inches. 

"  Flattened  sheet  glass  and  patent  plate  should  be  cut  with  the  convex 
side  of  the  air  bubbles  downwards,  or  it  will  be  liable  to  crack  starwise,  and 
it  should  be  glazed  with  the  convex  face  outwards,  or  it  will  present  the 
appearance  of  being  hammered  on  the  face."  ^ 

British  Fla;te  Glass,  ordinarily  known  as  Plate  Olass,  is  made  by  pouring 
white-hot  glass  on  to  an  iron  table,  and  rolling  it  out  under  a  heavy  metal 
roller. 

The  surface  is  either  left  rough,  or  polished,  or  indented  by  a  pattern  cut 
upon  the  surface  of  the  table.  The  several  varieties  of  plate  glass  differ 
from  one  another  according  to  the  nature  of  the  surface  thus  formed,  and 
are  named  Bough-cast  Plate,  Boiled  Plate,  or  Polished  Plate,  accordingly. 

Advantages. — ^All  plate  glass  has  the  advantage  of  being  strong  If  of 
sufficient  thickness  it  keeps  out  the  cold,  and,  moreover,  is  a  ''  preventive  to 
robbery,  as  it  will  not  yidd  to  the  diamond  and  allow  of  being  noiselessly 


Seddon. 


443  NOTES  ON  BUILDING  CONSTRUCTION 

removed."  Other  adyantages  are  poasessed  by  the  different  descriptioiis 
according  to  the  nature  of  their  surface. 

BoiTOH-CAST^  Plate,  or  Rough  Plate,  is  the  glass  cast  as  above  described 
and  rolled  upon  a  smooth  iron  table. 

One  side  has  a  wavy  but  polished  appearance  ;  the  other  side  is  also  wavy 
but  dull  • 

Quality. — This  is  the  cheapest  plate  glass  made,  and  there  is  only  one 
quality. 

Size  and  Thickness, — The  plates  kept  in  stock  range  as  high  as  those  containing  60 
superficial  feet. 

The  thicknesses  made  are  i,  },  ^,  |,  and  1  inch. 

Uses. — ^Rough  plate  may  be  used  in  all  situations  where  a  certain  amount 
of  light  is  required,  combined  with  strength — such  as  lights  in  pavements,  in 
risers  to  steps,  in  windows  close  to  the  ground,  etc.  etc 

Rough  Rolled  Plate,  or  Boiled  PlaUy  is  made  after  the  patent  of 
Messrs.  Hartley  and  Co.,  Sunderland,  and  is  often  called  HartUffs  Rolled  Plate^ 
or  Hartley^s  PaterU  Rottgh  Plate. 

The  melted  glass  is  rolled  as  before,  but  upon  a  table  having  lines,  or,  in 
some  varieties,  flutes,  cut  upon  its  surface. 

Glass  of  this  description  is  wavy,  but  smooth  on  one  side  ;  the  other  side 
being  marked  with  parallel  ridge  lines,  or  with  flutea 

Rough  rolled  plate  is  divided  into 

Plain,  which  has  very  narrow  parallel  ridge  lines  dose  together. 

FlvJted, — Small,  with  about  1 1  flutes  to  the  inch. 
Laige,  with  about  4  flutes  to  the  incL 

Sizes. — ^Those  kept  in  stock  range  as  high  as  SO  feet  in  area,  the  length  not  exceeding 
120  inches,  or  the  width  86  inches. 

Thickness. — Both  plain  and  fluted  (large  and  small)  are  made  in  the  following  thick- 
nesses : — I,  -At  i»  i  ii^ch.  The  |  thickness  weighs  abont  2  lbs.  per  square  foot,  and  the 
other  thic£aes8es  in  proportion. 

Uses. — This  glass  is  suitable  to  any  position  where  coarse,  strong,  trans- 
lucent material  is  required.  The  light  is  admitted  without  scorching  or 
glare.  ' 

It  is  used  for  skylights,  conservatories,  cupolas,  roofs  of  all  kinds  (the  large- 
fluted  form  in  especially  large  roofs).  It  is  also  used  for  the  windows  of 
railway  stations,  factories,  etc. 

British  Polished  Plate  Glass  is  made  from  material  of  a  superior 
description,  cast  and  rolled  in  the  same  way  as  rough  plate,  and  then  care- 
fully ground  down  to  a  plane  surface,  and  polished  on  both  sides. 

QtuUities. — There  are  three  qnalities  : — 
^2J"^2^«  I  for  window,,  .t. 

Silvering  quality  for  looking-glasses. 

Thickness. — The  nsnal  thickness  of  polished  plate  glass  is  about  i  inch,  but  special 
thicknesses  are  made  as  follows  i—^,  -I,  §»  )i  {»  1  inch. 

Size. — ^The  plates  kept  in  stock  (^  inch  thick)  range  as  high  as  100  feet  superficial ; 
larger  plates,  or  plates  exceeding  160  inches  long,  or  96  inches  wide,  are  charged  an  extra 
price. 

The  limit  of  area  for  special  thicknesses  is  as  follows : — 

Thickness  (inches) n'tr      I      fl       I      ^       I 

Maximum  area  in  square  feet    .  25     50     50    40    20    20 


CLASS.  443 

Uses, — Polished  plate  is  used  for  large  windows  and  glass  doors  in  the 
best  houses.  It  has  all  the  advantages  of  other  thick  plate  glass,  and  in  addi- 
tion is  veiy  clear  and  coloorless,  and  transmits  a  large  proportion  of  light. 
When  scratched  on  the  face  it  can  be  repolished. 

Fatbnt  Diamond  Bouoh  Platb  Glass  has  one  side  smooth  but  slightly 
wavy ;  the  other  side  with  a  raised  oblique  lozenge-shape  pattern  filled  in 
with  narrow  ridge  lines. 

Patent  Quarbt  Rough  Plate  Glass  is  similar  to  the  above,  but  the 
pattern  is  larger  to  imitate  the  quarries  or  small  panes  used  in  leaded  quarry 
work. 

Then  are  two  sizes,  the  measarement  of  the  quarries,  from  point  to  point,  both  ways 
being  as  follows  : — 

Large  size,  6  x  4|  inches. 
Small    „    8x2^    „ 

The  large  size  is  used  for  churches,  chapelB,  etc. ;  the  other  for  schools,  staircase 
windows,  waiting  rooms,  etc.  etc 

In  glazing,  the  smooth  side  of  the  glass  should  be  inside. 

Perforated  Glass. — Patent  rough  plate  \  and  ^  inch  thick,  and  26  o^ 
sheet  glass,  are  both  made  in  panes  containing  up  to  8  feet  superficial  The 
perforations  run  across  the  width  of  the  pane,  and  are  useful  for  purposes  of 
ventilation. 

''  There  are  two  kinds  of  perforated  glass  :  one  having  the  perforations 
manufactured  in  the  glass,  the  other  having  them  afterwards  cut  The  latter 
is  the  best,  as  the  former  break  very  readily.''  ^ 

Gathecbral  Glass  is  generally  rolled  or  sheet  glass  of  a  neutral  tint. 
It  is  much  used  for  ecclesiastical  work. 

Patent  Rolled  Cathedral  is  a  species  of  thin  rolled  plate  I  inch  thick,  wavy 
on  both  sides,  and  tinted  ;  and  rolled  white  cathedral  is  of  the  same-  colour 
as  ordinary  glass  without  the  lines. 

Sheet  Cathedral  is  also  tinted  and  used  for  the  same  purposes.  One  variety 
has  sand  thrown  upon  its  surface  when  hot,  so  that  it  foses  in,  giving  an 
appearance  which  is  useful  for  artistic  purposes.  This  is  known  as  Sanded 
Sheet  Cathedral, 

Ground  Glass,  or  Obscured  Glass,  has  one  side  covered  with  an  opaque 
film,  formed  either  by  grinding  the  surface  or  by  melting  powdered  glass 
upon  it. 

The  names  for  this  glass  seem  to  be  used  indiscriminately,  without  reference 
to  the  process  by  which  it  is  made.  Such  glass  is  useful  wherever  light  is 
required  without  transparency. 

Enamelled  Glass  is  obscured  in  parts  to  a  design  which  is  stencilled 
upon  it  Powdered  glass,  or  enamel,  is  placed  so  as  to  form  the  pattern,  and 
is  then  fluxed  in  by  heat  as  before. 

Staiked  Enamelled  Glass  is  made  as  follows : — The  whole  is  first 
covered  with  enamel ;  the  parts  to  be  coloured  are  rubbed  ofif  with  the  aid  of 
stencil  plates,  and  then  treated  with  chemical  substances ;  these,  when  sub- 
jected to  the  heat  of  the  kiln,  produce  the  colour  required. 

Embossed  Glass  is  also  obscured  in  parts  so  as  to  form  a  pattern,  as  fol- 
lows : — The  design  is  drawn  or  stencilled  on  the  glass  to  be  enamelled, 

^  SeddoD. 


444  NOTES  ON  BUILDING  CONSTRUCTION. 

and  the  remainder  of  the  aurface  covered  with  Bruns^'ick  black.  The 
whole  is  then  coyered  with  fluoric  acid,  which  eats  into  the  unprotected 
portions,  obecnring  them  in  the  form  of  the  pattern  drawn. 

Ck>loured  Glass  can  be  made  in  eveiy  variety  of  tint  by  adding  metallic 
oxides  and  other  substances  to  the  materials  before  fusion. 

Flashkd  Colottbs  aie  those  in  which  plain  sheet  glass  is  oovered  on  one 
side  only  with  a  thin  layer  of  coloured  glass. 

Designs  may  be  formed  in  this  glass  by  eating  off  the  coloured  layer,  where 
it  is  not  required,  with  fluoric  acid. 

Pot  Metals  are  those  in  which  the  glass  is  coloured  throughout  its  thick- 
ness. 

Sptdal  Idndi  of  GUm  are  made  for  painted  windows  and  other  work  of  an 
artistic  kind,  but  the  description  of  such  glass  Detlls  outside  the  scope  of  these 
Notea 

Olass  Tiles  are  made  both  in  rough  plate  and  sheet  glass,  either  plain, 
fluted,  or  to  correspond  with  the  various  shapes  of  earthenware  tiles,  so  as  to 
be  worked  in  witii  them  in  roofs,  and  admit  light  without  the  ezx>enBe  of 
skylights,  etc. 

Glass  Slates  are  also  made  both  in  rough  plate  and  in  sheet  glass  :  the 
former  in  thicknesses  from  i  to  ^  inch  ;  the  latter  of  glass  varying  from  16  to 
32  oz.  The  areas  of  the  glass  slates  correspond  with  those  of  ordinary  build- 
ing slates  as  given  at  p.  27. 

Interception  of  Iiight  by  Glass. — The  effect  of  different  descriptions  ol 
glass  on  the  diminution  of  light  has  been  shown  by  experiment  ^  to  be  as 
follows : — 

British  polished  plate  \  inch  thick  intercepts  13  per  cent  of  the  light 
Bough-cast  plate  „  „        30  ,. 

Do^,  rolled,  four  flutes  to  an  inch  „         53  ,, 

Sheet  glass,  32  oz.  .         .  n        ^^  n 

^  Galton. 


Chapter  VIII. 
PAPERHANGING. 

WALL  papers  may  be  divided  into  three  classes  : — 
Ck)MMON  OB  Pulp  Papers,  in  wliich  the  ground  is  the  natural  colour 
of  the  paper  as  first  made,  the  pattern  being  printed  upon  it. 

Satin  Papebs,  of  which  either  the  whole  ground,  or  the  pattern,  or  both, 
are  of  a  polished  lustre,  having  somewhat  the  appearance  of  satin.  They  are 
made  by  painting  the  paper  over  with  the  required  colour^  mixed  with 
Spanish  white,  etc,  after  which  it  is  polished  with  a  burnisher.  Or  the 
colour  is  mixed  with  plaster  of  Paris,  laid  on,  sprinkled  with  powdered  French 
chalk,  and  then  rubbed  over  with  a  hard  brush  to  give  the  appearance  of 
satin. 

Satin  papers  are  very  susceptible  to  damp,  even  from  the  paste  used  in 
hanging  them  ;  they  require  to  be  hung  with  care,  on  dry  walls,  and  should  be 
protected  by  a  lining  paper.  When  once  hung,  if  thoroughly  diy,  they  can 
be  kept  clean  for  a  long  time,  as  the  smooth  surface  of  the  paper  prevents 
dust  and  dirt  from  adheriag  to  it 

Flock  Papbbs,  the  design  on  which  is  formed  by  the  adhesion  of  flock 
sheared  off  from  the  surface  of  woollen  doth.  The  pattern  is  first  printed 
on  the  paper  in  size,  next  in  varnish,  the  flock  is  then  thickly  sprinkled  on, 
and  adheres  to  the  varnish,  thus  forming  the  pattern. 

Printing. — The  pattern  on  the  best  papers  is  printed  from  wood  blocks. 
The  position  of  each  block  is  guided  by  four  pins  in  its  comers,  and  a  sepa- 
rate block  is  required  for  each  colour. 

Wall  papers  are  printed  also  in  large  quantities,  and  very  cheaply,  by 
machinery,  the  patterns  being  engraved  on  metal  rollers,  one  for  each  colour 
required,  and  printed  on  continuous  bands  of  paper  several  hundred  yards 
long. 

Machine-printed  papers  are  inferior  to  those  printed  by  hand  ;  the  colours 
of  the  former  often  wear  off  from  not  being  properly  set 

Some  of  the  common  grained,  marbled,  and  granite  papers  are  roughly 
coloured  by  hand,  and  elaborate  papers  of  the  highest  class  have  to  be  painted 
byartistSL 

Distinction  in  Appearance  between  Different  Classes  of  Paper. — 
Pulp  papers  can  easily  be  distiuguished  from  others,  as  the  back  is  of  the 
same  colour  as  the  ground  of  the  firont. 

Hand-printed  papers  can  be  diBtinguished  from  those  that  are  machine- 
printed,  as  the  former  retain  the  marks  of  the  pins  used  as  guides  for  the 
position  of  the  wood  blocks. 

^  GaltoxL 
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Market  Forms^ — ^Wall  papers  are  sold  by  the  piece,  except  in  the  cade  of 
borders,  which  are  sold  by  the  yard,  or  dozen-yards  run. 

The  price  varies  according  to  the  description  and  quality  of  the  paper,  and 
the  natore  of  the  pattern,  an  extra  being  charged  for  every  additional  coloar 
included.  The  introduction  of  gold  or  silver  in  the  pattern  also  enhanoea 
the  price  considerably,  in  proportion  to  the  amount  used. 

Down  each  side  of  the  paper  is  a  blank  margin  about  ^  inch  wide.  In 
hanging  good  papers  both  these  margins  are  cut  off,  and  the  adjacent  pieces 
are  placed  edge  to  edge.  In  common  papers,  however,  only  one  maiigin  is 
cut  off,  and  the  cut  edge  of  one  piece  of  paper  overlaps  the  maigin  of  the 
adjacent  piece. 

Enolesh  Pafsbs. — In  these  each  piece  is  generally  12  yards  long  and  21  inches  wide. 
It  therefore  contains  7  square  yards. 

After  the  margins  are  removed  the  paper  is  20  inches  wide. 

Each  yard  in  length  of  the  paper  then  contains  86  x  20  inches  =  5  feet  superficial,  and 
each  piece  12  x  5  =  60  feet  superficial. 

The  number  of  pieces  of  paper  required  for  a  room  is  therefore  equal  to  the  number  of 
superficial  feet  to  be  covered  divided  by  60. 

An  allowance  of  from  ^  to  ^  must,  however,  be  made  for  waste.  This  allowance  is 
greater  for  good  papers  and  large  patterns  than  for  common  papers  and  small  patterns. 

Some  manufacturers  make  papers  of  special  widths  differing  from  those  mentioned  above. 

French  Papers  are  made  in  piecet  containing  4^  square  yards.  The  length  and 
breadth  of  a  piece  vary  considerably,  according  to  quality,  but  they  often  run  about  9 
yards  long  and  18  Inches  wide. 

Borders  are  sold  in  pieces  containing  12  yards,  technically  known  as  dozens. 

Lining  Paper  is  common  uncoloured  paper  placed  under  the  better  classes 
of  paper,  in  order  to  protect  them  against  damp  and  stains  from  the  wall 
below,  and  to  obtain  a  smoother  surface  to  work  upon. 

Colours. — ^The  colouring  pigments  used  for  wall  papers  are  as  a  rule  harm- 
less, being  pretty  much  the  same  as  those  given  at  page  422. 

Some  of  the  white  grounds  contain,  however,  a  proportion  of  white  lead, 
and  in  some  red  papers  arsenic  is  used  to  fix  the  dye.^  Papers  containing 
green  are  as  a  rule  very  objectionable,  because  they  are  often  coloured  with 
pigments  containing  arsenic,  mercury,  copper,  arsenite  of  copper  (Scheele's 
green),  and  other  deleterious  substances.  These  fly  off  in  the  form  of  dust, 
and  may  poison  the  occupants  of  the  room  in  which  the  paper  is  hung. 

"Green  is  by  no  means  the  only  dangerous  colour,  others  are  fully  as  harmfuL  Blae, 
mauve,  red,  and  brown  have  been  found  to  contain  great  quantities  of  arsenic  Even 
the  delicate  French  greys  yield  it  very  considerably."  ^ 

*'  Arsenic  is  often  found  to  the  extent  of  from  6  to  14  grains  to  the  superficial  foot  of 
wall ;  and  Dr.  A.  S.  Taylor  has  stated  that  he  found  some  deep  green  papers  which 
contained  from  20  to  70  grains  per  superficial  foot." ' 

Test  for  Arsenite  of  Copper, — "  The  presence  of  arsenite  of  copper  in  a  sample  of  such 
paper  is  readily  proved  by  soaking  it  in  a  little  ammonia,  which  will  dissolve  the  arsenite 
of  copper  to  a  blue  liquid,  the  presence  of  arsenic  in  which  may^  be  shown  by  acidif^^ing 
it  with  a  little  pure  hydrochloric  acid  and  boiling  with  one  or  two  strips  of  pure  copper, 
which  will  become  covered  with  a  steel-grey  coating  of  arsenite  of  copper. 

*'  On  washing  the  copper,  drying  it  on  filter  paper,  and  heating  it  in  a  small  tube,  the 
arsenic  will  be  converted  into  arsenious  acid,  which  will  deposit  in  brilliant  octahedral 
crystals  on  the  cool  part  of  the  tube.  It  is  obvious  that,  to  avoid  mistakes,  the  ammonia, 
hydrochloric  acid,  and  copper  should  be  examined  in  precisely  the  same  way,  so  as  to 
render  it  certain  tiiat  the  arsenic  is  not  derived  from  them."  * 

'  Ure.  ^  Morris,  ffeaUhy  Homes.  '  Hurst.  *  Bloxam. 
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IiinoraBta  Walton  is  a  mixture  of  boiled  linseed  oil  with  dryers  and  fibse 
rolled  on  to  a  textile  material  and  subjected  by  machinery  to  pressure, 
under  which  designs  are  formed  upon  it  in  relief. 

It  is  made  in  lengths  like  wall  paper,  and  in  five  colours — green,  drab,  red, 
brown,  and  buff. 

The  surface  is  hard,  and  can  be  washed  or  scrubbed  without  injury.  It  is 
a  non-conductor  of  heat,  and  very  durable. 

It  is  fixed  to  walls  by  a  thick  mixture  of  \  glue  to  §  paste.  Where  the 
wall  is  very  damp  it  should  receive  two  coats  of  lincrustEk  varnish  before  the 
material  is  hung — and  if  the  weather  is  cold  the  lincrusta  should  be  put  in  a 
warm  place  before  it  is  used,  as  it  will  then  hang  better.^ 

Damp  Walls  should  be  covered  with  a  thin  sheet  of  some  waterproof 
material  before  the  wall  paper  is  hung. 

Thin  sheet  lead,  tinfoil,  indiarubber,  gutta  percha,  and  thick  brown  paper 
have  all  been  used  for  this  purpose,  the  metals  beii^  the  best  but  most 
expensive.  The  foil  is  made  so  thin  that  it  may  be  fastened  to  the  wall  with 
paste. 

VamishinK  and  Fainting  Wall  Papers. — ^Wall  papers  (except  the  most 
delicate)  may  be  finished  with  good  copal  varnish  over  two  coats  of  size,  or 
they  may  be  bought  ready  varnished 

Flock  papers  may  be  painted  (after  well  sizing)  when  they  become  shabby. 
In  some  cases  they  have  a  roller  covered  with  wet  paint  passed  over  them,  so 
that  the  raised  pattern  only  receives  the  paint. 

Washable  Faperhangings,  made  by  Messrs.  Wilkinson  and  Son,  of 
London,  are  said  to  become  as  hard  as  stone  when  hung,  to  withstand  wash- 
iiig,  and  to  be  non^^ibsorbent  of  the  contagion  of  infectious  disorders. 

Such  papers  would  of  course  be  better  than  those  of  the  ordinary  descrip- 
tion for  a  sick  room.  The  walls  of  hospital  wards,  however,  are  generally 
rendered  in  cement,  and  brought  to  a  highly  polished  non-absorbent  surface, 
thus  avoiding  the  use  of  paper  altogether. 

Faperhanging. — The  points  to  be  attended  to  in  hanging  wall  papers 
have  been  mentioned  in  Part  II. 

Expensive  papers  require  to  be  hung  with  the  most  skill  and  care.  At  the 
same  time,  common  papers  are  more  difficult  to  hang  well,  as  they  are  very 
apt  to  tear  with  their  own  weight  when  saturated  with  paste. 

In  hanging  flock  or  other  thick  papers,  the  paste  should  be  applied  some 
time  before  t^ey  are  hung,  in  order  that  it  may  soak  weU  into  them. 

The  ceilings  should  be  finished  before  the  paperhanging  begins. 

^jJM.*— Wall  papers  are  intended  chiefly  for  ornament ;  they  relieve  the 
bareness  of  the  walls,  and  give  the  room  a  bright  cheerful  appearance. 

A  plain  white  paper  may  sometimes  be  applied  with  advantage  to  ceilings, 
especially  where,  from  want  of  stiffiiess  in  the  floor  above,  or  from  some 
defect  in  the  plastering,  the  ceiling  is  inclined  to  crack. 

^  JfykLmaX  qf  Decorative  Art,  March  1884. 


Chapteb  IX. 
MISCELLANEOUS. 


THIS  Chapter  will  include  the  description  of  a  few  materials 
which  could  not  be  conveniently  brought  under  any  of  the 
heads  comprised  in  the  former  chapters. 


GLUE. 

Glue  is  prepared  from  waste  pieces  of  skins,  horns,  hoofs,  and  other  animal 
offal. 

These  are  steeped,  washed,  boiled,  strained,  melted,  reboiled,  and  cast  into 
square  cakes,  which  are  then  dried. 

The  strongest  kind  of  glue  is  made  from  the  hides  of  oxen ;  that  from  the 
bones  and  sinews  is  weaker.     The  older  the  animal  the  stronger  the  glue. 

CharacUrigtics  of  Good  Olue. — Good  glue  should  be  hard  in  the  cake,  of  a 
strong  dark  colour,  almost  transparent,  free  from  black  or  cloudy  spots,  and 
with  little  or  no  smelL 

The  best  sorts  are  transparent,  and  of  a  clear  amber  colour. 

Inferior  kinds  are  sometimes  contaminated  with  the  lime  used  for  removing 
the  hair  from  the  skins  of  which  they  are  made. 

The  best  glue  swells  considerably  (the  more  the  better)  when  immersed  in 
cold  water,  but  does  not  dissolve,  and  returns  to  its  former  size  when  dry. 

Inferior  glue,  made  from  bones,  will,  however,  dissolve  almost  entirely  in 
cold  water. 

Preparation  of  Glite. — To  prepare  glue  for  use  it  shoiild  be  broken  up  into  small 
pieces,  and  soaked  in  as  much  cold  water  as  will  cover  it,  for  about  twelve  hours. 

It  should  then  be  melted  in  a  double  glue  pot,  covered,  to  keep  thd  glue  from  dirt 
Care  must  be  taken  that  the  outer  vessel  is  full  of  water,  so  that  the  glue  shaU  not  bum, 
or  be  brought  to  a  temperature  higher  than  that  of  boiling  water. 

The  glue  is  allowed  to  simmer  for  two  or  three  hours,  then  gradually  melted,  so  much 
hot  water  being  added  as  will  make  it  liquid  enough  just  to  run  off  a  brush,  in  a  continu- 
ous stream,  without  breaking  into  drops. 

When  the  glue  is  done  with,  some  boiling  water  should  be  added  to  make  it  very  thin 
before  it  is  put  away. 

Freshly  made  glue  is  stronger  than  that  which  has  been  repeatedly 
remelted.     Too  large  a  quantity  should  not  therefore  be  made  at  a  time. 

*'  Glue  may  be  freed  from  the  foreign  animal  matters  generally  in  it  by  softening  it  m 
cold  water,  washing  it  with  the  same  several  times  till  it  no  longer  gives  out  any  colour, 
then  bruising  it  with  the  hand  and  suspending  it  in  a  linen  bag  beneath  the  surface  of  t 
Urge  quantity  of  water  at  60**  Fahr." 
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By  doing  this  the  pnre  glue  is  retained  in  the  bag,  and  the  soluble  impurities  pass 
through.  If  the  softened  glue  be  heated  to  122**  without  water,  and  filtered,  some  other 
impurities  will  be  retained  by  the  filter,  and  a  colourless  solution  of  glue  obtained.^ 

Uu», — Glue  Ib  used  chiefly  by  the  joiner  for  joints,  veneering,  etc. 

The  precautions  to  be  attended  to  in  using  glue  have  already  been  men- 
tioned in  Part  II.,  p.  295. 

A  minimum  amount  of  glue  should  be  used  in  good  work,  and  it  should  be 
applied  as  hot  as  possible.  The  surfaces  of  wood  to  be  united  should  be 
clean,  dry,  and  true  ;  they  should  be  brought  together  as  tightly  as  possible, 
so  that  the  superfluous  glue  is  squeezed  out. 

Strength  of  Glue. — "The  cohesion  of  a  piece  of  solid  glue,  or  the  force  required  to 
separate  one  square  inch,  Mr.  Sevan  found  to  be  4000  lbs.  ** 

From  other  experiments  Mr.  Bevan  found  that  the  adhesion  of  two  pieces  of  ash  glued 
end  to  end  amounted  to  at  least  715  lbs.  per  square  inch. 

"  The  lateral  adhesion  of  a  piece  of  board  cut  out  of  Scotch  fir,  which  had  been  quite 
dry  and  seasoned,  was  562  lbs.  to  the  square  inch.  Therefore,  if  two  pieces  of  this  board 
had  been  well  glued  together  the  wood  would  have  yielded  in  its  substance  before  the 
glue." 

"  The  strength  of  common  glue  for  coarse  work  is  Increased  by  the  addition  of  a  little 
powdered  chalk."  ' 

Glues  to  Resist  Moisture. — "  A  good  glue  for  outside  work  is  sometimes  made  by 
grinding  as  much  white  lead  with  linseed  oil  as  will  just  make  the  liquid  of  a  whitish 
colour  and  strong,  but  not  too  thick."  ' 

"  Mix  a  handful  of  quicklime  in  4  oz.  of  linseed  oil ;  boil  them  to  a  good  thickness,  then 
spread  it  on  tin  plates  in  the  shade,  and  it  will  become  very  hard,  but  may  be  easily  dis- 
solved over  the  fire  as  glue." ' 

**  Skimmed  milk,  in  the  proportion  1  lb.  glue  to  2  quarts  of  milk,  is  sometimes  used  to 
dissolve  glue,  with  the  view  of  increasing  its  capability  of  resisting  moiBture.*' ' 

"  Ordinary  glue  can  be  rendered  insoluble  in  water  by  adding  to  the  water  with  which 
it  is  mixed  a  small  quantity  of  bichromate  of  potash  ;  the  exact  proportion  must  be  ascer- 
tained by  experiment,  but  for  most  purposes  ^th  the  amount  of  glue  will  be  sufficient."  * 

Marine  Glxte. — One  part  of  indiarubber  is  dissolved  under  gentle  heat  in 
12  parts  of  mineral  naphtha  or  coal  tar.  When  melted,  20  parts  of  powdered 
shellac  are  added,  and  the  mixture  is  poured  out  on  metal  plates  to  cooL  It 
is  applied  by  a  brush  in  a  melted  state,  and  is  specially  suitable  for  all  work 
exposed  to  wet  or  moisture. 

SIZE. 

Size  is,  or  should  be,  made  from  the  best  glue.  The  glue  is  prepared  by 
boiling  down  the  skin  and  homy  parts  of  animals,  parchment  clippings,  etc 

Inferior  glue  is  said  to  remain  damp  and  to  become  mildewed. 

To  make  size,  a  piece  of  glue  is  placed  in  the  pot  and  covered  over  with 
water.     When  melted,  it  is  thinned  by  adding  more  water. 

A  pound  of  glue  makes  about  a  gallon  of  size. 

Very  good  size  may  easily  be  made  by  boiling  parchment  clippings  for 
several  hours  and  straining  them  through  a  cloth. 

Size  is  used  with  earthy  colouring  matters  to  make  them  adhere  to  surfaces, 
also  for  clear  cole,  as  described  below. 

Double  Size  is  merely  size  of  double  the  strength  of  ordinary  size. 

Patent  Size  "  is  a  gelatine,  and  can  be  used  without  any  soaking  as  required  for  glue 


size."  * 


Kilvin  Dry  Size  is  sai^  to  be  colourless  and  odourless.  It  is  sold  in  powder,  and 
becomes  gelatinous  on  cooling  after  a  minute's  boiling.  It  will  keep  several  days  in  the 
hottest  weather,  and  will  not  affect  the  most  delicate  tints.^ 

*  Ure.  »  Tredgold.  »  Spon.  *  Seddon. 
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Clear  Cole  ib  the  name  given  to  a  coating  of  size  which  is  often  used  to 
fiU  up  the  poies  of  wood  or  plaster  in  order  to  prepare  them  to  receive  var- 
niflh*  colour,  etc.,  without  aheorbing  too  much. 

Farolixnent  Biae  is  used  by  gilden.  It  is  nutda  by  dissolTing  shreds  of  fine  parch- 
ment  in  wann  water. 

Odd  Siae,  of  different  kinds,  is  applied  to  sorfaoes  to  be  gilded,  as  a  basis  to  receive 
and  secure  the  gold  leal 

Oil  Qou)  Siza  Ib  made  by  grinding  ochre  in  boiled  linseed  oiL  The  miztoie  is  made 
as  stiff  as  possible,  kept  for  several  years,  if  possible,  and  thinned  down  with  boiled  linseed 
and  fat  oil  for  nse. 

This  is  the  best  sise  to  nse  for  outside  work,  and  for  any  work  that  is  not  burnished.  It 
Ib,  however,  rather  slow  setting,  and  must  be  applied  some  12  to  18  hours  before  the  leaf 
is  laid  on. 

BuRNiBH  Gold  Size  is  laid  over  a  bssis  of  slsse  and  whiting  to  secure  gold  leaf  that  ia 
to  be  rubbed  bright  with  a  burnisher. 

It  may  be  made  with  a  mixture  of  '*  black  lead,  deer  suet^  and  red  chalk,  1  oz.  each, 
with  1  lb.  of  pipeclay,  ground  together  to  a  stiff  paste,"  but  it  Ib  generally  purchased 
ready  made. 

Japannsbs'  Gold  Size  is  made  by  boiling  gum  anim^  in  linseed  oil  with  driers.  The 
process  is  an  elaborate  one,  and  is  fully  described  in  Spon*s  Workshop  Receipts. 

This  size  sets  very  quickly  (in  from  20  to  80  minutes  when  pure),  and  is  used  for 
gilding  when  but  short  time  iB  available,  alBo  for  repairs. 

It  is  not  so  durable,  nor  does  it  make  such  good  work,  as  oil  size. 

In  gilding  or  Japan  work  it  is  used  as  a  basis  to  secure  gold  leaf  or  gold  powder. 


KNOTTING. 

Elnotting  is  the  material  used  by  painters  to  cover  over  the  surfjEUses  of 
knots  in  wood  before  painting. 

The  object  ia  to  prevent  the  exudation  of  turpentine,  etc.,  from  the  kncts, 
or,  on  the  other  hand,  to  prevent  the  knots  from  absorbing  the  paint,  and 
thus  leaving  marks  on  the  painted  surface. 

Ordinary  Knotting  Ib  often  applied  in  two  coats. 

First  Size  Knotting  Ib  made  by  grinding  red  lead  in  water  and  mixing  it  with  strong 
glue  size.     It  is  used  hot,  dries  in  about  ten  minutes,  and  prevents  exudation. 

Second  Knotting  consists  of  red  lead  ground  in  oil,  and  thinned  with  boiled  oil  and 
turpentine. 

Patent  Knottinir  ia  chiefly  shellac  dissolved  in  naphtha. 

The  following  is  a  receipt  for  a  similar  knotting : — 

'*  Add  together  \  pint  japanners'  gold  size,  1  teaspoonful  red  lead,  1  pint  vegetable 
naphtha,  7  oz.  orange  shellac.  This  mixture  is  to  be  kept  in  a  warm  place  whilst  the 
shellac  dissolves,  and  must  be  frequently  shaken."  ^ 

Hot  Iiime  Ib  sometimes  used  for  kiUing  knots.  It  Is  left  on  them  for  about  24  hours, 
then  scraped  ofi^  and  the  surface  coated  with  size  knotting  ;  or  if  this  does  not  kill  the 
knots,  they  are  then  painted  with  red  and  white  lead  ground  in  oil,  and  when  dry  rubbed 
smooth  with  pumice  stone. 

Sometimes  after  application  of  the  lime  the  knots  are  passed  over  with  a  hot  iron,  and 
then  rubbed  smooth  (see  Part  II.) 

When  the  knots  are  very  bad  they  may  be  cut  out,  or  covered  with  ailvea: 
leaf,  as  deaciibed  in  Part  IL 

■ 
^  Davidson. 
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PASTE. 

Paste  iB  lequiied  by  the  paperbanger,  in  different  degrees  of  strength^ 
aooording  to  tiie  thickness  and  weight  of  the  paper  to  be  hnng  with  it. 

Paste  should  be  made  with  the  best  white  wheat  flour. 

The  following  receipts  ^  are  for  paste  of  different  strengths,  the  strongest 
being  the  last : — 

No.  1. — ^Beat  up  4  lbs.  of  good  white  sifted  wheat  flour  in  cold  water  to  fonn  a  8ti0 
batter,  taking  care  to  get  rid  of  all  lumps ;  then  add  enough  cold  water  to  bring  it  to  tbt 
conBiBtence  of  pudding  batter. 

Pour  boiling  water  over  the  batter,  stirring  rapidly.  When  the  mixture  swells  and 
loses  the  white  colour  of  the  flour  it  is  ready. 

This  makes  about  }  pailful  of  paste,  enough  for  a  day's  work.  It  should  be  used  cold, 
and  is  adapted  for  ordinary  work. 

No.  2  is  made  in  the  same  way  as  No.  1,  except  that  just  before  the  boiling  water  is 
poured  on  2  oz.  of  alum  are  mixed  with  the  batter. 

The  alum  imparts  strength  to  the  paste,  but  is  said  to  make  it  more  difficult  to  lay  on. 

This  paste  is  used  for  hanging  flock  papers. 

No.  8. — Make  a  batter  as  in  No.  1,  but  of  less  consistency,  and  to  2  quarts  of  batter 
add  \  oz.  of  pounded  rosin  ;  set  the  mixture  over  a  moderate  fire,  stirring  till  it  boils  and 
thickens,  then  allow  it  to  cool,  and  thin  with  thin  gum  arable  water. 

This  paste  is  used  only  where  strong  adhesiveness  is  required,  and  is  indispensable  in 
papering  over  varnished  or  painted  surfaces. 

No.  i  is  the  same  as  No.  S,  but  without  gum,  and  is  used  for  securing  the  edges  of 
flock  papers. 


GOLD  LEAF. 

Qold  leaf  is  required  for  gilding,  in  order  to  ornament  different  parts  of 
buildings,  more  especially  the  internal  fittings,  such  as  the  mouldings  of  the 
joinery  or  the  decorations  of  the  ceilings  or  walls. 

It  is  classed  as  nngles,  doubles,  or  trebles,  according  to  thickness,  and  sold  in 
books,  each  containing  25  pieces,  whose  dimensions  are  3^  by  3^  inches. 
They  are  placed  between  the  paper  leaves  of  the  book,  which  are  rubbed  with 
red  chalk  to  prevent  the  gold  from  adhering. 

The  book  should  be  warmed  before  use,  so  as  to  make  the  leaves  quite  dry 
and  easy  to  detach  from  one  another. 

There  are  several  different  tints  of  gold  leaf,  varying  from  deep  orange  red 
down  to  a  pale  silvery  hue. 

Foreign  Gold  Leaf  is  thinner  than  that  made  in  England,  and  the  area  of  the  leaves  is 
smaller. 

FcUe  Leaf  Gold  is  an  alloy  of  silver  and  gold  beaten  into  leaf. 

Dutch  Gold  is  copper  leaf  coloured  yellow  by  the  fumes  of  molten  zinc.  It  is  much 
cheaper  than  genuine  gold  leaf,  and  useful  for  large  surfaces,  where  it  can  be  protected  by 
varnish.     Without  such  protection  it  becomes  discoloured. 

Beaaemn^s  Gold  Paint  is  in  the  form  of  powder.  It  is  mixed  with  a  little  transparent 
varnish,  and  laid  on  with  a  brush. 

^  Slightly  modified  from  those  given  in  the  Fisiperhanger,  Painter,  Grainert  and 
Ikoora(cr*$  AssistofnL 
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PUTTY. 

Painters'  and  Glasiere'  Putty  is  made  with  whiting  (see  p.  254)  and 
oil.  The  whiting  is  reduced  to  yery  fine  powder,  carefully  diied,  passed 
through  a  fine  sieve  (about  45  meshes  to  the  inch),  mixed  with  raw  linseed 
oil  into  a  stiff  paste,  well  kneaded,  left  for  12  hours,  and  worked  up  in 
small  pieces  till  quite  smooth. 

For  particular  purposes,  such  as  in  fEinlights,  where  the  lap  or  hold  is  very 
narrow,  a  little  white  lead  may  be  added  with  advantage.^ 

Habd  Putty  may  be  made  by  substitutmg  turps  for  part  of  the  oiL 
Very  Hard  Putty,  from  oil,  red  lead,  white  lead,  and  sand. 
Soft  Putty,  from  10  lbs.  whiting,  1  lb.  white  lead,  mixed  with  \  gill  best  salad  oil  and 
onongh  boiled  linseed  oil  to  bring  it  to  the  proper  consistence.^ 
The  harder  kinds  crack  unless  they  are  soon  painted. 

Plasterers'  Putty  (see  p.  246). 

Thermo-Plastic  Putty  contains  taUow,  which  keeps  the  putty  pliable,  so 
that  it  is  not  loosened  by  the  expansion  and  contraction  of  large  panes  of  glass 
under  changes  of  temperature.^ 


RUST  CEMENT. 

Rust  G^mmt,  known  also  as  Oast  Iron  CeTnent,  and  by  other  names,  is  used 
for  caulking  the  joints  of  cast  iron  tanks,  pipes,  etc. 

It  is  composed  of  cast  iron  turnings,  pounded  so  that  they  will  pass  through 
a  sieve  of  eight  meshes  to  the  inch ;  to  these  are  added  powdered  sal-ammoniac, 
and  sometimes  flour  of  sulphur. 

The  ingredients  having  been  mixed  are  damped,  and  soon  begin  to  heat. 
They  are  then  again  well  mixed  and  covered  with  water. 

The  exact  proportions  of  the  ingredients  vary.  A  simple  form  is  1  oz.  of 
sal-ammoniac  to  1  cwt.  iron  turnings. 

The  following  are  recommended  by  Mr  Molesworth  : — 
Quich-setting  Cement — 1  sal-anmioniac  by  weight 

2  flour  of  sulphur. 
80  iron  borings. 
Slow-settiTig  Cement — 2  sal-ammoniac. 

1  flour  of  sulphur. 
200  iron  borings. 
The  latter  cement  being  the  best  if  the  joint  is  not  required  for  immediate 
use.     In  the  absence  of  sal-ammoniac  the  urine  of  an  animal  may  be  substi- 
tuted. 

The  cement  will  keep  for  a  long  time  under  water.  Its  efficacy  depends 
upon  the  expansion  of  the  iron  in  combining  with  the  sal-ammoniac. 

^  Spon.  '  Seddon. 
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LATHS. 

The  laths  principallj  required  by  the  builder  are  of  two  kinds — those  used 
for  plastering,  and  those  used  for  roofs  to  support  the  coyering  of  slates  or 
tiles. 

Plasterers'  Iiaths  are  thin  stripe  of  wood,  abont  an  inch  wide  generally,  3 
or  4  feet  long,  and  of  a  thickness  yarying  according  to  the  work  for  which  they 
are  to  be  used  (see  Part  II.) 

They  should  be  straight ;  free  from  large  dead  knots,  which  fcdl  out  and 
weaken  them  ;  from  splits  ;  and  from  sap,  which  leads  to  decay. 

They  are  sometimes  made  by  hand,  sometimes  by  machinery.  In  either 
case  they  should  be  split  or  rent  from  the  log,  so  that  each  lath  has  its  longi- 
tudinal fibres  intact.  In  sawn  laths  the  fibres  are  generally  cut  across  in 
places,  which  makes  the  laths  weak  and  apt  to  break  across. 

Oak  laths  are  sometimes  used,  but  for  ordinary  work  laths  should  be  of  the 
best  Baltic  fir. 

Thicknesi, — ^Plasterers'  laths  are  made  in  three  thicknesses  classified  as 
follows : — 

Single  laths  .  .         i  to  A  inch  thick. 

Lath  and  half  laths  ...  \         v 

Double  laths  ...  \         n 

They  are  made  also  in  various  lengths,  varying  from  2  to  6  feet,  but  the 
lengths  most  commonly  used  are  3  feet  and  4  feet 

Market  forms, — Laths  are  split  in  this  country,  and  are  also  imported  from 
the  Baltic  and  from  America,  and  sold  in  bimdles,  round  or  half  round,  being 
either  the  whole  or  half  of  a  young  tree  split  up. 

The  bundles  generally  contain  360  lineal  feet,  but  sometimes  as  much  aa 
600  feet  run  of  laths. 

Metal  Laths  are  manufactured  from  28  BWG  iron  in  any  lengths  up  to 
36  inches.  They  are  fixed  in  the  same  way  as  ordinary  laths,  and  the  key 
for  the  plaster  is  afforded  by  the  dovetail  form  into  which  the  metal  is  bent 
They  are  of  common  fireproof,  and  are  very  usefril  in  special  circumstances.^ 

Slate  or  Tiling  Laths,  or  Battens  as  they  are  often  called,  are  generally 
sawn  out  of  boards  and  sold  in  10-feet  lengths,  the  width  and  thickness  vary- 
ing from  1^  inch  x  f  inch  to  2  inches  x  1  inch,  or  even  3  inches  x  1  inch. 

VULCANISED  INDIARUBBER. 

VuUanised  Indianibher  consists  of  indiarubber  mixed  with  44  per  cent 
oxide  of  zinc  and  4  per  cent  of  sulphur.  An  excess  of  sulphur  injures  the 
material,  causing  it  to  become  brittle  with  age. 

This  material  is  used  chiefly  for  jointing  pipes,  for  valves,  etc. 

A  rough  way  of  testing  its  quality  is  to  throw  a  piece  into  water ;  if  it 
sinks,  it  probably  contains  an  injurious  excess  of  sulphur. 

A  good  sample  should  stand  a  dry  heat  of  270°  Fahr.  for  1  hour  and  a 
moist  heat  of  320*  Fahr.  for  3  houra 

^  Patentees'  Circular. 
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TAR. 

Coal  Tar  is  produced  by  heating  coal  in  cloee  iron  vessels,  and  is  a  bye 
product  in  the  manufacture  of  gas.  When  itself  distilled  it  produces^  in 
various  stages — firsts  coal  naphtha^  which  is  useful  for  dissolving  indiarubber, 
etc  ;  then  dead  oU  or  creoBoUy  used  (see  p.  394)  for  preserving  timber  ;  and, 
lastly,  pitck^  which  is  used  for  asphalte  work  (see  p.  263),  also  as  an  ingre- 
dient of  varnishes,  etc. 

Wood  Tar  is  produced  by  the  distillation  of  pine  and  other  resinous 
trees.  It  has  strong  preservative  qualities,  owing  to  the  creosote  it  contains. 
It  is  imported  in  burrels  containing  about  30  gallons,  from  the  north  of 
Europe  as  Stockholm  and  Arthomgd  tar,  and  from  the  United  States  as 
American  tar.  Of  these  varieties  Stockholm  is  considered  the  best;  the 
residue  left  after  distillation  is  pitch  (see  p.  253). 

Mineral  Tar  is  a  natural  substance  found  in  Burmah,  and  also  obtained 
by  distilling  bituminous  shales,  such  as  those  found  in  Dorsetshire  and  else- 
where. It  contains  less  volatile  matter  than  the  other  kinds  of  tar,  but  is 
otherwise  of  similar  composition. 

CREOSOTE. 

Creosote  is  a  product  obtained  in  distilling  tar.  It  is  an  oily,  dark 
liquid,  varying  in  composition  according  to  the  quality  of  the  coal  from  which 
it  is  obtained,  and  containing  hydrocarbons  of  different  degrees  of  volatility 
and  varying  antiseptic  qualities.  Until  lately  the  portions  of  low  specific 
gravity  were  considered  the  best,  but  experience  shows  that  the  lighter 
portions  are  volatile  and  soluble  in  water,  so  that  the  valuable  acids  may  be 
washed  out ;  a  heavy  oil,  well  heated,  and  with  high  pressure,  gives  a  better 
result  The  naphthaline  is  dissolved  by  the  heat,  and  afterwards  fills  the 
pores  of  the  wood  and  then  solidifies.^ 

"  The  minute  gliBtening  scales  generally  observable  on  newly  crtesoted  wood  consist  of 
naphthaline,  a  substance  that  possesses  considerable  antiseptic  properties ;  when  this 
substance  exists  in  the  liquor  in  moderate  quantities  it  thickens  and  confirms  its  con- 
sistency, but  when  there  is  a  very  large  propcnrtion  ...  it  makes  the  liquor  too  solid."  * 

Dr.  Tidy's  specification  for  creosote  is  here  summarised.^ 

1.  To  be  quite  liquid  at  100*  without  deposit  until  the  temperature  fklls  to  95^ 

2.  One-fourth  not  to  distil  over  in  a  retort  at  less  temperature  than  600^  and  this 
fourth  to  be  heavier  than  water. 

8.  To  contain  8  per  cent  of  tar  acids  by  analysis  with  caustic  soda  and  sulphuric  add. 
4.  No  bone  oil  or  shale  oil  or  any  oil  not  distilled  from  coal  tar. 

There  are  two  classes  of  creosoting  oils,  known  in  the  trade  as  London  oils 
and  country  oils. 

"The  London  oils,  which  consist  of  those  obtained  from  the  gas  tar  derived  from 
Newcastle  coal,  contain  a  large  proportion  of  naphthaline,  and  are  heavier  and  thicker  than 
the  country  oils  of  the  Midland  districts,  whidi  yield  a  large  proportion  of  tar  acids,  as 
they  are  called." 

Previous  to  1863  but  little  of  this  thin  country  oil  was  used,  but  since  that  they 
became  more  in  demand,  under  the  impression  that  the  tar  acids  were  the  most  valuable 
part  of  the  oil.  Subsequent  experiments  have  shown,  however,  that  the  ''so  called  green 
oils  distilling  over  at  a  high  temperature  formed  the  best  portion  of  the  creosoting  liquor, 
and  that  the  importance  of  the  tar  acids  had  been  much  overrated." 

The  specific  gravity  of  creosote  depends  upon  the  locality  in  which  it  is 
*  Dent's  CaiUor  Lectures.  ■  R.E.  JownuiL 
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distilled.     The  material  ifl  sold  in  casks  containing  from  36  to  38  gallons 
each. 

Hygeian  Book  Btiilding  Composition  is  a  bituminous  substance  used 
for  keeping  damp  out  of  houses. 

The  walls  are  built  in  two  thicknesses,  with  a  space  of  about  \  inch  or 
more  between  them,  into  which  as  the  wall  is  carried  up  the  composition  is 
run  in  a  liquid  state.  Exieting  walls  are  made  damp-proof  by  adding  a 
lining  of  tUes  or  bricks  with  the  composition  between.  The  material  is  said 
not  only  to  keep  out  damp  and  yermin,  but  to  add  to  the  strength  of  the 
walL  It  is  sold  in  bags  of  1  cwt,  whidi  will  coyer  about  2^  square  yards 
\  inch  thick."! 

FELT. 

Felt,  generally  saturated  with  bitumen  and  other  substances,  is  sold  in 
yarious  forms  useful  to  the  engineer  and  builder.  The  following  information 
regarding  the  different  descriptions  is  from  the  circular  of  Messrs.  Engert  and 
Rolfe:— 

Asphalted  Hoofing  Felt  is  nearly  black  in  colour,  has  a  strong  odour  of 
asphalte,  and  is  about  \  inch  thick. 

It  h&  made  32  inches  wide,  and  in  any  lengths  up  to  35  yards  ;  and  is 
used  as  a  roof  coyeriug  for  temporary  buildings,  the  lining  under  slates,  etc, 
on  roofs,  etc. 

A  coat  of  lime  whiting  or  whiting  and  size  is  recommended  where  the 
smell  of  the  asphalte  would  be  objectionable. 

Sarhing  Fdt  is  like  the  aboye,  but  only  about  -^  inch  thick.  It  is  made 
in  rolls  32  inches  wide  and  30  yards  long,  and  is  used  as  a  roof  coyering  for 
temporary  sheds,  and  under  slatea 

Inodorous  Bitumen  Felt  is  of  a  brown  colour,  about  \  inch  thick.  It 
is  made  32  inches  wide,  and  in  lengths  up  to  35  yards.  It  is  used  for  damp 
walls,  for  lining  iron  houses,  under  slates  or  roofs,  for  laying  imder  floors  to 
deaden  sound  ;  for  bedding  girders,  columns,  and  heayy  iron  work. 

Fibrous  Asphalte  is  a  sort  of  felt  well  impregnated  with  asphalte  mixed 
with  grit. 

It  is  made  in  slabs  32  inches  long,  and  either  4^,  9,  13^,  18,  23,  27,  30, 
or  36  inches  wide. 

These  slabs  are  yery  tough  and  waterproof  They  are  used  for  damp-proof 
courses  (see  Part  II.),  being  bedded  in  cement  or  mortar  ;  the  joints  oyerlap 
2  inches,  and  are  kept  dear  of  mortar. 

Hair  Felt,  for  preyenting  the  escape  of  heat  from  boilers,  pipes,  eta,  is 
dry,  and  not  impregnated  with  asphalte,  etc. 

It  is  made  3  feet  wide,  and  in  lengths  up  to  20  yards  ;  also  in  sheets  34 
inches  by  20  inches. 

The  felt  is  classed  by  numbers,  according  to  weight  per  sheet,  as  follows : — 
No8.        .        .        .  0  1  2  8  4  5 

Weight  of  sheet  Thin       16         24        82        40        48  ounces. 

Thickness  of  sheet    .  ...         J  g  J  {  finch. 

This  felt  is  attached  to  the  boiler  by  a  cement  composed  as  described 
below,  then  coyered  with  canyas  and  painted. 

Cement  for  attaching  Hair  Fdt  to  Boilers, — 1  lb.  red  lead,  8  lbs.  white  lead,  and 
8  lbs.  wbiting,  are  thoroughly  mixed  with  boiled  linseed  oil  to  the  consistency  of  treacle, 
and  spread  over  the  edges  of  the  felt  and  on  the  side  next  to  the  boiler. 

^  Patentees'  Circular. 
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Tarrins  Fdt. — ^Three  parts  ooal  tar  are  boiled  with  one  part  slaked  lime,  powdered 
chalk,  or  whiting.  The  mixture  is  applied  warm,  and  dusted  with  as  mnch  sand  or  grit 
as  it  will  absorb.  Stockholm,  Archangel,  or  thick  purified  coal  tar  may  be  used  after 
merely  warming,  not  boiling. 

Fainting  f'dtfor  Exterior  Work, — First  prepare  with  a  coat  of  lime  whiting,  then 
paint  with  red  lead,  boiled  oil,  and  driers  (no  tnrps),  on  which  sprinkle  fine  white  silrer 
sand  ;  over  this  any  paint  may  be  used. 

ASBESTOS. 

AsbestoSy  the  well-known  fireproof  and  acidproof  fibrons  mineral,  is  the 
basis  of  several  substances  useful  to  tlie  builder.^ 

The  raw  material  comes  firom  Italy,  Canada,  California,  Australia,  etc  The  two  first 
are  the  best  in  the  order  given.  ItaUan  asbestos  is  grey  or  brown  in  colour,  Canadian 
white.  Asbestos  Paints  (see  p.  428). 

Asbestos  Concrete  Coating  is  of  a  drab  colour,  and  is  used  to  cover  beams  to  retard  the 
action  of  fire  upon  them ;  100  lbs.  will  cover  200  square  feet  ^  inch  thick. 

Asbestos  Roofing  is  made  from  canvas  cemented  to  a  surface  layer  of  felt  and  a  Manilla 
lining  in  compact  flexible  sheets  resembling  leather. 

It  is  supplied  in  roUs  about  38^  inches  wide,  containing  200  square  feet,  and  weighs 
about  85  lbs.  per  square. 

Asbestos  Sheathing  is  fireproof,  and  used  for  lining  wooden  partitions,  ceilings,  etc  It 
is  made  in  rolls  of  from  60  to  100  lbs.  42  inches  wide,  weighing  about  6  lbs.  per  square  ; 
also  **  double  thick,"  weighing  about  10  lbs.  per  squsre. 

AAestos  Building  Fdt  is  fireproof ;  it  is  made  in  rolls  of  about  70  lbs.  weight,  36  inches 
wide,  weighing  about  60  lbs.  per  square  ;  also  "  extra  heavy,"  weighing  about  16  lbs.  per 
square. 

WILLESDEN  FABRICS. 

WiUesden  Fabrics  ^  are  vegetable  substances  which  have  been  treated  with 
certain  compounds  of  copper  and  ammonia,  the  effect  of  which  is  to  coat  and 
impregnate  them  with  cupro-cellulose,  a  vanush-like  substance  which  not  only 
protects  the  surfekces  but  adds  strength  to  the  fibres  by  cementing  them  together. 

This  enables  the  fibre  to  resist  the  weather,  and  renders  it  less  liable  to 
catch  fire.  Ropes,  cordage,  and  netting  are  treated  in  this  way,  but  the  fabrics 
most  useful  to  the  builder  are  the  WiUesden  paper  and  canvas. 

WiUesden  Paper  is  of  three  classes. 

Unwbldbd  (marked  WPG  1),  or  ''one  ply"  paper,  is  made  64  inches  wide,  of  indefinite 
length,  and  ia  chiefly  used  for  packiug. 

Wbldbd,  which  consists  of  several  "  plys*'  or  thicknesses  of  paper  formed  (while  they 
are  still  gdatimsed  by  the  action  of  the  cupro-ammonia  solution)  into  a  compact  sheet 
or  thickness. 

The  different  classes  of  this  paper  are  known  as  follows.  They  are  all  made  in  brown 
and  neutral  green  colours. 

Willesden  2  ply  (WPQ  2)  is  in  continuous  lengths,  54  inches  wide.  It  is  useful  for 
underlining  slates,  tiles,  internal  decorations,  floors,  damp  walls,  leaky  roofis,  etc 

WiUesden  4  ply  (WPG  4)  is  weatherproof  and  strong,  a  bad  conductor  of  heat,  free 
from  condensation,  does  not  easily  catch  fire,  does  not  require  painting,  and  is  said  to  be 
proof  against  the  white  ant ;  it  is  useful  for  roofing,  sides  of  huts,  etc 

The  relative  covering  powers  of  this  and  good  galvanised  iron  are  stated  by  the  manu- 
factivers  as  follows : — 

Willesden  paper.  Galvanised 

WPG  4  iron. 

Weight  of  one  square  in  lbs 15  to    18  103  to  230 

Area  covered  by  one  ton  in  squares  .        .        .  125  to  150  8  to    22 

WiUesden  8  ply  may  be  used  as  panel  board. 

WiUesden  Canvas  is  prepared  in  a  similar  way  to  the  paper,  and  can  be  used  with  ad- 
vantage for  most  purposes  to  which  canvas  is  applied,  including  making  hose 

^  Patentees*  Circulars. 
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WIRE  WOVE  ROOFING. 

Wire  Wove  Booflng  consists  of  a  semi-transparent  substance,  apparently 
some  preparation  of  linseed  oil  upon  a  basis  of  very  fine  wire  mesh.  It  is  said  to 
be  waterproof,  tough,  elastic,  strong,  and  not  affected  by  atmospheric  changes, 
and  is  made  in  sheets  of  10  feet  by  4  feet  and  of  10  feet  by  2  feet 

EMERY. 

Emery  Cloth,^  consisting  of  ground  emeiy  of  different  degrees  of  fineness 
attached  to  calico  by  glue,  is  used  for  finishing  and  polishing  meted  surfaces. 

Emery  Paper  is  not  much  used  for  builder's  work. 

Glass  Cloth  and  Glass  Paper  are  made  respectively  from  calico  and  paper 
coated  with  ground  glass,  and  are  used  for  producing  a  smooth  surface  on 
wood  or  for  rubbing  down  painted  surfaces. 

SILICATE  COTTON. 

Silicate  Cotton  ^  or  Slag  Wood  is  a  glasslike  fibre  blown  from  blast  furnace 
slag.  It  is  incombustible,  vermin-proof,  and  very  light,  one  ton  covering  1800 
square  feet  1  inch  thick,  and  is  therefore  useful  for  making  floors  and  ceilings 
sound  and  fireproof. 

NAILS. 

There  are  some  300  varieties  of  nails,  named  chiefly  from  the  shape  of 
their  heads  and  points,  or  according  to  the  particular  use  for  which  they  are 
intended. 

No  attempt  will  be  made  to  describe  them  all,  but  it  may  be  useful  to  the 
student  to  know  the  names  and  characteristics  of  some  of  those  in  most  com- 
mon use  for  building  and  engineering  work. 

The  thickness  of  different  classes  is  expressed  by  the  terms  '^fine," 
"  bcutard"  ^^  strong ;"  and  their  weight  is  generally  given  in  lbs.  per  1000, 
and  their  length  in  inches. 

In  former  times  nails  were  described  according  to  their  price  per  100 — 
thus,  '^tenpenny  nails"  and  "fourpenny  nails"  were  those  costing  lOd. 
and  4d.  per  100  respectively.  These  terms  are  still  sometimes  used,  but 
their  meaning  is  now  indefinite.  It  varies  in  different  localities,  and  no 
longer  refers  to  the  price  of  the  nails.  The  term  "  Tenpenny  nails "  now 
generally  means  nails  about  2f  inches  long,  not  nails  at  lOd.  per  100.  In 
the  same  way  " Sixpenny  nails"  are  generally  l^  inches  long,  ^'Eightpenny  " 
2 J  inches,  and  "  Twentypenny  '*  3^  inches.  Makers  differ,  however,  as  to 
the  lengths  coiresponding  to  the  different  names. 

Cast  IS'ails,  made  by  running  molten  iron  into  moulds,  are  brittle  and 
inferior  in  strength,  but  cheap.  They  are  used  for  horticultural  purposes, 
for  lathing,  and  for  many  other  purposes  in  common  work. 

Malleable  19'ails  are  made  in  the  same  way  as  cast  nails,  but  are  after- 
wards rendered  malleable  by  the  process  described  at  page  266.  They  can 
be  made  thinner  than  the  common  cast  nails. 

Hand- Wrought  19'ails  are  forged  by  manual  labour.  They  are  tougher 
and  stronger  than  other  varieties,  and  will  bear  clenchiDg,  but  are  more 
expensive.  Their  angles  are  sharp  and  clear,  and  the  shanks  are  slightly 
compressed  just  under  the  heads. 

Cut  Nails  are  of  a  cheaper  description,  cut  by  machinery  out  of  sheets  of  iron. 

^  Manufacturers'  Circulars. 
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Patent  Machine-Wrought  19'ailB  are  made  out  of  wrouglit  iron  pressed 
while  red-hot  into  shape  by  grooved  rollers,  then  cut  up,  and  the  heads 
formed  by  a  die.  They  have  not  such  sharp  clean  angles  as  the  hand-wrought 
nails,  and  are  not  so  strong  or  elastic  The  shank  under  the  head  is  rather 
flattened  out,  and  their  grip  is  maintained  by  the  shank  being  slightly 
thicker  near  the  point  than  in  the  centre.  They  are  slightly  cheaper  than 
hand-wrought  nails,  and  at  present  Rose  and  Clasp  nails  are  the  chief  varie- 
ties made. 

Varieties  of  If  ails  in  Common  Use. — The  following  descriptions  are 
of  nails  in  common  use  : — 

Rose  Nails  are  either  wrought,  cut,  or  pressed.  They  take  their  distinc- 
tive name  from  the  shape  of  their  heads,  and  are  divided  into  classes  accord> 
ing  to  the  nature  of  their  points. 

Base  Sharp  Points  are  used  for  coopering,  fencing,  and  for  coarse  purposes  with  hard 
woods.  There  are  both  wrought  and  stamped  varieties.  They  are  classed  according  to 
stoutness,  as  "  Fine  *'  (or  "  Canada")  and  "  Strong," 

Rose  FUU  Points  (Fig.  170)  have  chisel  points,  and  are  used  when  the  ordinary  points 
would  act  as  wedges  and  split  the  wood.  They  are  driven  with  the  flat  point  along  the 
grain,  so  as  to  prevent  splitting  and  hold  faster.  These  also  are  classed  as  "  Fine  "  or 
"Strong." 

Rose  Clench  are  square  ended,  and  easily  punch  through  thin  metal  coverings  without 
first  boring  a  hole.    They  are  used  by  boat-builders,  and  also  for  packing  cases. 


Fig.  170. 


Fig.  171. 


Fig.  172. 


Fig.  178. 


Clasp  Nails  are  much  used  by  carpenters  in  soft  woods,  such  as  fir. 
They  have  heads  which  project  downwards  and  stick  into  the  wood,  holding 
it  together.  They  are  also  easily  driven  below  the  surface,  so  as  to  allow 
the  plane  to  pass  over  them. 

Fig.  171  shows  the  shape  of  the  wrought  description.  The  cut  clasp 
have  heads  nearly  flat  on  both  sides,  as  in  Fig.  172. 

Wrought  Clasp  are  divided  into  two  classes — Fine  and  Strong,  and  are  used  for  ledges 
to  doors  and  other  work  where  the  nail  requires  to  be  clenched. 

To  effect  this  a  nail  is  selected  of  a  length  greater  than  the  thickness  of  the  wood 
through  which  it  passes,  and  the  projecting  point  is  hammered,  so  as  to  be  turned  back 
into  the  wood. 

Cut  Clasp  are  used  for  fixing  rafters,  ceiling  joists,  also  architraves,  skirtings,  linings, 
and  other  joineiy. 

• 

Brads  (Fig.  1 73)  are  flat-sided  nails,  either  wrought  or  cut,  with  heads 
of  the  same  thickness  as  the  shank,  of  a  shape  known  as  hilUd,  and  being 
driven  with  the  flat  sides  parallel  to  the  grain,  are  not  liable  to  spUt  the 
wood. 
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The  larger  sizes  are  used  for  flooring  ;  the  smaller  for  light  work^  such  as 
fixing  small  mouldings,  heads,  etc. 

The  ends  of  cut  hrads  are  not  pointed  as  in  wrought  hrada 

The  lighter  varieties  are  called  Joiner^  Brads  and  Cabinet  Brads. 

Glaziers'  Brads  or  Sprigs,  used  for  securing  large  panes  of  glass,  are  of 
the  shape  shown  in  Fig.  1 74,  and  have  no  heads. 

Clout  Nails  (Fig.  175)  have  flat,  circular  heads  ; 
shanks  round  under  the  head,  and  with  points  either 
tapered  or  flat.  The  smaller  sizes  are  mostly  sharp,  and 
the  larger  have  flat  chisel  points.  They  are  used  for 
fastening  sheet  metal,  felt,  nailing  hoop  iron  to  wood, 
etc.,  and  are  made  in  two  varieties, ,^n«  and  strong. 

Cofwniersunk  Glouts  (Fig.  176)  have  heads  shaped  so  as  ^^^'  ^^^'  ^^^'    "*^^- 
to  fit  a  counter-sinking,  and  are  generally  made  with  flat  points. 

They  ar&  much  used  by  wheelwrights  and  smiths,  and  for  securing  iron 
plates,  etc,  to  woodwork, 

WiRB  Nails,  known  also  as  French  Nails  (or  Pointes  de  Paris),  are  round 
or  square  in  section,  very  tough  and  strong.  They  are  said  not  to  split  the 
wood,  and  to  require  no  hole  bored  for  thenL  They  are  sold  in  lengths  from 
f  to  4  inches,  and  of  different  thicknesses,  varying  from  Nos.  5  to  18  B.W.Q., 
and  are  used  for  packing-cases  and  other  purposes. 

Doa  Nails  are  made  with  solid  and  slightly  countersunk  heads.     These 
are  sometimes  hemispherical  (**  die-heads ") ;  the  shanks  are 
generally  round,  at  least  under  the  head,  and  their  points  flat. 

They  are  used  for  nailing  down  heavy  ironwork,  an4  for 
various  other  purposes  when  the  heads  are  not  required  to 
be  flush  with  the  surface  of  the  work. 

Spikes  are  very  large  wrought  nails  used  for  heavy  work, 
when  great  strength  is  required,  as  in  wood  bridges,  scupper- 
ing, etc.  They  range  from  4  to  14  inches  in  length ;  the 
smallest  sizes  have  rose  heads,  but  the  larger  ones  have  square 
heads  with  flat  tops,  as  shown  in  the  figure,  which,  it  must 
be  observed,  is  on  half  the  scale  of  the  sketches  of  the  smaller 
naUs. 

Tacks  are  small,  short,  and  light  nails,  and  are  divided  into 
three  classes — ^Rose,  Clout,  and  Flemish  ;  the  two  former  are 
named  according  to  the  shape  of  their  heads.  Clout  tacks 
resemble  the  nail  shown  in  Fig.  175.  Flemish  are  similar.  Figs.  177.  178. 
but  that  the  shank  tapers  throughout  the  upper  portion,  and 
is  not  finished  in  a  cylindrical  form  as  shown  in  Fig.  175.  Tacks  are  used 
for  close  nailing  very  light  sheet  metal,  but  chiefly  for  upholsterers'  work. 

Tacks  are  generally  wrought,  but  some  of  the  smaller  kinds  are  cut 
They  are  either  blackedf  blued,  or  tinned. 

Copper  Nails  are  made  of  the  same  shapes  as  iron  nails,  and  are  used 
in  positions  where  the  latter  would  be  subject  to  corrosion. 

Composition  Ifails  are  those  made  of  different  alloys  to  avoid  corrosion, 
or  to  prevent  the  galvanic  action  set  up  by  iron  when  in  contact  with  zinc 
or  other  metals.  They  are  varied  in  shape  according  to  the  purpose  for 
which  they  are  to  be  used. 
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Slating  Nails  have  circular  flat  heads  and  sharp-pointed  shanks  ;  some 
^-^    are  slightly  countersunk,  as  in  Fig.  1 79. 

^r        They  are  made  of  various  metals.     For  temporary  work  cad  nails 

I     may  be  used,  for  better  work  malleabU  nails ;  these,  however,  soon 

I      corrode  away  unless  galvanised  or  dipped  hot  in  boiled  oiL     Zinc 

I      nails  are  cheap,  and  sometimes  used,  but  are  too  soft     Copper  nails 

I      are  often  used  in  superior  work,  but  are  also  soft.     Composition  nails 

.^g     are  ciast  from  an  alloy  (about  7  copper  to  4  zinc)  which  is  hard  and 

does  not  corrode.     When  made  of  a  really  good  strong  alloy  they  are 

the  best  for  superior  work. 

Tile  Pegs  is  the  name  given  to  short  cast-iron  nails  too  thick  for  slating, 
and  used  for  securing  tiles  to  roo&. 

Steel  Nails,  made  from  molten  metal  pressed  in  moulds,  have  lately  been 
introduced,  and  used  largely  for  the  best  class  of  work.  They  are  finer  and 
cleaner  than  ordinary  nails,  but  much  dearer. 

Lath  Nails  may  be  obtained  either  wrought,  cut,  or  cast     The  cast  and 
the  cut  are  the  cheapest     The  out  nails  are  generally  used. 
Wrought  nails  should  be  used  for  oak  laths. 

The  length  of  the  nails  varies  acording  to  the  thickness  of  the  lath,  being 

)  inch  for  single  laths. 
I        „      lath  and  half  laths. 
1        „      double  laths. 

Miscellakeous. — ^Besides  the  above-mentioned  there  is  an  innumerable 
variety  of  patent  nails  of  different  descriptions  and  in  difiPerent  metals,  also 
brass-headed  and  f^ncy-headed  nails,  and  nails  used  for  special  purposes^ 
unconnected  with  buildings.     These  need  not  be  further  referred  to. 

Weight  of  Kails. — The  Table  on  the  next  page,  which  is  taken  chiefly 
from  Government  schedules,  shows  the  weight  per  1000  of  some  of  the  most 
useful  sizes  of  diflerent  kinds  of  nails. 

Spikes  are  generally  sold  by  the  cwt.    Their  weight  may  be  taken  as  follows : — 
Length  ...  6  6  7  8  9  inches. 

Weight  per  1000  .         .  100        200        800        450        600  Iba. 

Pound  Nails  are  of  a  particularly  heavy  description,  and  are  also  sold  by  the  cwt 
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Adhesive  Foroe  of  N'allB. — ^The  following  abstract  of  recordB  of  experi- 
ments on  the  holding  power  of  nails  may  be  useful : — 

HoLDnia  Power  of  Wbought  Ibok  Tikfinht  Nails,  77  to  the  lb.,  about  8  faiches 
long,  nailed  through  a  1-inch  board  into  a  block,  firom  which  it  was  dragged  in  a 
direction  perpendicular  to  length  of  nails.  ^ 


No.  of 

Nails  in 

Square 

Foot 

Kind  of 
Plank. 

Kind  of 
Block. 

Average 
Break- 
ing 
Weight 

NioL 

No.  of 

Nails  in 

Square 

Foot 

Kind  of 
Plank. 

Kind  of 
Block. 

Average 
Break- 
ing 
Weight 

lbs. 

Ihe. 

8 

Pine 

Pine 

380 

12 

Oak 

Oak 

542-5 

8 

Oak 

tf 

415 

6 

Pine 

Pine 

463-5 

8 

>f 

Oak 

465 

6 

Oak 

>f 

332-5 

4 

Pine 

Pine 

341 

6 

>> 

Oak 

437-5 

4 

Oak 

M 

446 

16 

Pine 

Pine 

289 

4 

}f 

Oak 

551 

16 

Oak 

*• 

420 

12 

Pine 

Pine 

612 

16 

»f 

Oak 

438 

12 

Oak 

»i 

555-5 

The  surfaces  in  contact  were  from  1  to  2  square  feet    The  average  strength  decreased 
generally  with  the  increase  of  surface. 

Adussive  Force  of  Nails  forced  into  dry  Christiania  Deal  at  right  angles 

to  grain  of  wood.' 


Number 

to  the 

lb. 

Length 

in 
inches. 

Length 

forced 

into  the 

Wood. 

Force 
in  lbs. 
required 
to  ex- 
tract 

Fine  sprigs    . 

Threepenny  brads  . 
Cast-iron  nails 
Wrought  iron  6d.  nails  . 

6d.    „     , 

4,560 

3,200 

618 

880 

73 

•  ■  • 

•  •  • 

139 

0-44 
0-53 
1-25 
1-00 
2-50 

•  •  • 

•  •  • 

2-00 

0-40 
0-44 
0-50 
0-50 
1-00 
1-50 
2-00 
1-50 

22 

87 

58 

72 

187 

827 

530 

820 

The  relative  adhesion  when  driven  transversely  and  longitudinally  is  in  deal  about  2  to 
1,  in  elm  about  4  to  8. 
To  extract  a  common  sixpenny  nail  from  a  depth  of  1  inch  required — 

lbs.  lbs. 

Beech,  dry,  across  grain    .         .167         Elm,  dry,  across  grain  .  .  327 

Deal,  Christiania,  dry,  do.  .     187         Do.     do.,  with  grain  .  .  257 

Do.,        do.,         with  grain       ,       87         Oak,    do.,  across  grain  .  .  507 

Sycamore,  green,  do.  .  .  812 
From  experiments  by  Lieutenant  Fraser,  R.E.,  it  appears  that  the  holding  power  of 
spike  nails  in  fir  is  460  to  730  lbs.  per  inch  in  length. 
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SCREWS.^ 

Wood-ScrewB  (for  screwing  into  wood)  are  made  of  metal,  with  ehaip 
or  bevelled  threads  of  different  forms.  The  most  usual  is  shown  by  the 
section  Fig.  180. 

The  points  are  generally  made  sharp,  so  that  they  may  penetrate  the 
wood  ;  tiie  body  of  the  screw  is  tapered,  so  that  the  deeper  it  is  driven  the 
more  tightly  it  will  fill  the  hole  ;  the  thread  does  not  extend  throughout  the 
length  of  the  screw,  but  a  considerable  portion  below  the  head  is  left  smooth ; 
the  thread  is  formed  to  an  acute  angle,  and  there  is  a  considerable  pitch, 
or  distance  between  the  threads. 

Wood-screws  are  made  in  various  sizes,  and  are  divided  as  to  strength  into 
three  classes — Strong^  Middling^  and  Fine. 

Each  length  is  niade  in  from  15  to  30  different  thicknesses,  identified  by 
numbers. 

The  following  are  the  thicknesses  or  diameters  corresponding  to  some  of  the  numbers. 
The  thicknesses  of  the  other  numbers  are  interpolated  between  those  given,  varying  in 
succession  about  -^  inch  : — 

Number         .        .        .        00     0      1      5    10    14    18    22    27    82    40 
Thickness  or  diameter  inJjL*       ii_8_i«_ar_i       a 
parte  of  an  inch.        .{Vsifii^rftTVIiVSTVif 

The  following  Table  shows  the  numbers  or  thicknesses  in  which  iron  wood-screws  of 
different  lengths  are  made  : — 

Length  fh)m  top  of  head  to  point  in  parts  of  an  inch. 

\         i        i        I        i        i        1        U       li       If 

NombeiB  made. 
Otoie  ltol6  ltol6  ltol8  2to20  8to24  4to26  5to28  6to30  7toS2 

Length  from  top  of  head  to  point  in  parts  of  an  inch. 
2  2i  2i  2}  8  8i  4  4i  5  6 

Nambers  made. 
8to86  9to88  10to40  llto40  12to40  14to40  16to40  16to40  18to40  20to40 

They  are  also  classified  according  to  the  shape  of  their  heads,  as  round- 
headed,  flat-headed  (or  countersunk),  square-headed,  cone-headed,  ball-headed, 
hexagon-headed,  Gothic-headed,  etc.  etc 

Wood-screws  are  sold  by  the  dozen  or  by  the  gross  of  12  dozen.    Those 
varieties  that  are  used  for   securing  furniture  to  doors, 
etc.,  should  be,  and  by  some  houses  are,  supplied  with  the 
furniture. 

Flatheaded  Screws  (Fig.  180)  are  used  in  wood  for  fix- 
ing all  metal  work  or  furniture  whose  thickness  is  sufi&cient 
to  admit  of  the  head  of  the  screw  being  countersunk  into 
them,  so  that  the  top  of  the  head  is  flush  with  the  face 
of  the  metal  to  be  screwed  on. 

Round-headed  Screws  (Fig.  181)  are  used  where  the 
metal  is  too  thin  to  be  countersunk,  as  in  some  forms  of  Figs.  180.    181. 
locks,  latches,  etc. 
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PcUcnt  Pointed  Screws  are  made  with  sharp  points  like  that  of  a  gimlet^  as  shown  in 
Fig.  1 80.    They  resemble  the  general  description  giYen  above, 
and  are  commonly  used. 

Fig.  182  shows  an  old-fashioned  form  of  screw,  with  an 
angular  thread  and  blunt  point,  formerly  known  as  NettUfoldCs 
FcUent  Screw,  The  advantage  claimed  for  it  was  that  the  top 
side  of  the  thread  being  horizontal  or  inclined  upward,  offers 
great  resistance  to  the  screw  being  dragged  forcibly  out. 

Coach  Screws  are  large  heavy  screws  used  where  great 

strength  is  required  in  heavy  woodwork,  and  for  fixing  iron 

Fig.  182.  work  to  timber.   They  have  square  heads,  so  that  they  can  be 

screwed  home  with  a  spanner  or  wrench,  and  a  thread  like  that 

shown  in  Fig.  183. 

Handrail  Screws  are  of  a  peculiar  construction,  and  are  intended 
for  joining  together  two  lengths  of  a  staircase  handrail,  as  shown  in 
Figs.  184,  185. 


r-— -  ■- — iCf 
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rr'-'i 


l^jul' 


Fig.  183. 


Fig.  185. 


Fig.  184. 


Fig.  186. 


The  screws  are  from  about  3  to  6  inches  long,  and  are  threaded  at  each  end. 

A  square  nut  8  is  made  for  one  end,  and  for  the  other  end  a  circular  nut  e,  the  latter 
having  at  intervals  deep  nicks  in  its  circumference  to  receive  the  end  of  a  screwdriver. 

The  sketches  at  s  and  c  show  the  form  of  these  nuts.  Deep  slots  are  cut  from  the 
under  side  to  the  centre  of  the  handrail,  through  which  they  are  dropped  into  the  posi- 
tions 8  c  in  Fig.  184.  A  longitudinal  hole,  ab,  is  bored  in  the  handrail,  in  which  the 
screw  is  placed  so  as  to  pass  through  the  nut  at  each  end.  The  circular  nut  is  turned  on 
the  screw  by  means  of  a  screwdriver,  so  that  the  portion  of  the  handrail  in  which  it  is 
fixed  is  drawn  toward  the  other  until  the  joint  between  them  is  quite  tight.  <id  are 
dowels  inserted  to  strengthen  the  joint 

Fig.  186^  shows  another  form  of  handrail  screw,  known  as  a  dowel-screw. 

Brass  Screws  may  be  obtained  in  nearly  every  form,  at  about  three  times  the  cost  of 
iron  screws.  They  are  very  useful  for  securing  work  which  requires  to  be  easily  remov- 
able— such,  for  example,  as  the  beads  of  sash  frames  (see  Part  I.) 

Screws  are  made  in  several  other  forms  besides  those  mentioned,  for  special  purposes, 
which  need  not  be  further  referred  to. 

Screws  for  Metal  are  made  in  different  forms  from  wood  screws ;  the 
diameter  of  the  screw  is  the  same  throughout ;  the  threads  are  close  together, 
V-shaped,  but  with  the  points  of  the  Vs  rounded  off. 

The  great  difference  between  screws  for  metal  and  those  for  wood  is  that 
the  latter,  by  the  pressure  of  their  threads  against  the  fibres  make  a  hole  into 
which  they  will  fit  exactly,  whereas  in  metal  such  a  hole  has  to  be  tapped  of 
the  exact  size  to  receive  the  screw. 

Unless  the  internal  thread  of  the  nut,  or  of  other  metal  into  which  the  screw 
is  to  be  driven,  exactly  fits  the  thread  of  the  screw,  one  or  the  other  will 
become  distorted  in  screwing ;  they  will  bear  unequally  upon  one  another^ 
and  great  loss  of  strength  would  ensue,  together  with  difficulties  in  working. 
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Whitworth's  Standard  Thread. — Screws  for  bolts  and  nuts,  and  for 
metal  work,  are  now  generally  made  according  to  Sir  J.  Whit- 
worth's  standard,  the  same  form  of  thread  being  used  through- 
out, and  the  same  pitch  and  depth  of  thread  being  always  used 
for  screws  of  the  same  diameter,  so  that  both  screws  and  nuts 
are  always  interchangeable,  which  is  an  immense  advantage  in 
case  of  loss  or  fracture. 


WhitworOCa  Standard  Screw  Thread  is  shown  in  section  in  Fig.  187. 
The  sides  of  the  thread  are  inclined  at  65°  to  one  another,  and  the  sharp 
angles  at  the  top  and  bottom  are  rounded  off,  each  to  a  depth  of  about  ^ 
of  the  depth  of  the  thread — ^thus  the  depth  of  the  thread  \a  only  }  of 
what  it  would  be  if  the  angles  were  left  sharp. 

The  following  Table  shows  the  number  of  threads  per  inch  for  screws  of  different 
diameters : — 


Number  of 

threads 

per  inch. 

Diameter 

of  screw. 

Dec.  of  inch. 

Number  of 

threads 

per  inch. 

Diameter 

of  screw. 

Dec.  of  inch. 

Number  of 

threads 

per  inch. 

Diameter 

of  screw. 

Dec.  of  inch. 

48 

•100 

12 

•600 

4 

2-376 

40 

•126 

11 

•625 

4 

2-500 

32 

•150 

11 

•650 

4 

2-625 

24 

•176 

11 

•676 

3i 

2-750 

24 

•200 

11 

•700 

8i 

2-875 

24 

•225 

10 

•750 

3i 

3-000 

20 

•250 

10 

•800 

3i 

3-250 

20 

•276 

9 

•876 

H 

3-600 

18 

•300 

9 

•900 

3 

3-750 

18 

•826 

8 

1-000 

8 

4000 

18 

•350 

7 

1-125 

2J 

4-250 

16 

•375 

7 

1-250 

n 

4-500 

16 

•400 

6 

1-375 

2i 

4-750 

14 

•426 

6 

1^500 

n 

5-000 

14 

•450 

5 

1-626 

2i 

5-250 

14 

•475 

6 

1-750 

28 

5-500 

12 

•500 

4i 

1-875 

24 

6-750 

12 

•525 

44 

2-000 

24 

6-000 

12 

•550 

4* 

2126 

12 

•576 

4 

2-250 

Whitworth'a  Oaa  Threads. — For  the  screwed  ends  of  wrought-iron  gas-tubing  and  for 
common  metal  work  a  shallower  thread  is  used,  as  shown  in  the  following  Table : — 


Diameter  in  inches 
Number  of  threads  per  inch 


i     i     f     4     i     1    1*   li   ij    2 

28    19    19    14    14    11     11     11     11     11 


Stove  Screws  are  small  screws  of  the  form  shown  in  Fig.  188,  used  for 
uniting  the  different  parts  of  stoves,  grate  fronts,  etc.  The  heads  are  some- 
times  square,  or  cup-shaped,  instead  of  being  circular  and  flat  as  shown  in 
Fig.  188. 

Adhesive  Power  of  Screws. — Mr.  Bevan  experimented  on  iron  wood- 
screws  2  inches  long,  -^^  diameter  at  exterior  of  threads,  threads  tMtt  deep, 
12  to  the  inch.    These  were  driven  into  boards  4  inch  thick.   The  force  required  Fig.  188. 

B.  C. — III  2  H 


466  AOTES  ON  BUILDING  CONSTRUCTION. 

to  «ztnct  them  waa — from  hard  woods  aboat  790  lbs.,  from  soft  woods  abont  half  tbat 
amoont^ 

Making  Screws  is  a  subject  which  is  beyond  the  scope  of  these  Notea. 

Wood  screws  ordinarily  used  by  the  caipenter  and  joiner  are  made  by 
machinery,  the  thread  being  turned  in  a  sort  of  lathe.  Very  large  screws  are 
also  turned  in  lathes  in  ordinary  workshops. 

Small  metal  screws  are  cut  in  Krev)  plates^  larger  ones  with  docks  and  dia  ; 
and  the  threads  to  receive  screws  may  be  tapped  by  the  aid  of  hard  matUr 
tapSf  turned  by  means  of  a  long  double  handle. 

Bolts  and  Nuts  are  a  good  deal  used  by  the  carpenter  for  heavy  work, 
and  are  also  required  in  connection  with  iron  roofs,  etc. 

They  hardly  come  within  the  range  of  notes  on  materials,  and  it  is 
hnpoesible,  for  want  of  space,  to  describe  them  at  alL 

1  Tredgold. 


APPENDIX. 

SHORT  NOTE  ON  THE 

PHTSICAL  PROPERTIES  OF  MATERIALS,  AND  ON  THE  LOADS 

AND  STRESSES  TO  WHICH  THEY  ARE  SUBJECTED. 

A  DETAILED  description  of  the  physical  properties  of  materials,  and  of  the  loads  and 
stresses  to  which  they  are  subjected,  would  be  beyond  the  province  of  this  volume, 
especially  as  the  subject  will  be  entered  upon  in  Part  IV.  The  following  short  expla- 
nations of  some  of  the  terms  employed  in  describing  those  properties  and  stresses  may, 
however,  be  useful. 

liOadL — The  combination  of  external  forces  acting  upon  any  structure  is  called  the 
load. 

Dtad  load  is  that  which  is  very  gradually  applied,  and  which  remains  steady. 

Thus  the  weight  of  any  structure  is  itself  a  dead  load.  Grain  gradually  poured  on  to 
a  floor,  or  water  run  slowly  into  a  tank,  would  also  be  dead  loads. 

Live  load  is  that  which  is  applied  suddenly,  or  is  accompanied  by  shocks  or  vibration. 

Thus  a  fast  tnCin  coming  on  to  a  bridge,  or  a  sudden  gust  of  wind  upon  a  wall  or 
roof,  causes  live  loads. 

Without  going  into  the  theory  of  the  subject,  it  is  sufficient  to  state  that  practically  a 
live  load  produces  in  most  cases  very  nearly  twice  the  stress  and  strain  which  a  dead  load 
of  the  same  weight  would  produce. 

Therefore  to  find  the  dead  load  which  would  produce  the  same  effect  as  a  given  live 
load,  the  latter  must  be  multiplied  by  2. 

This  is  called  converting  the  live  load  into  an  equivalent  dead  load. 

Illustration.— K  bridge  may  weigh  one  ton  per  foot  of  area  (t.«.  dead  load),  and  carry 
a  live  load  of  two  tons  per  foot  of  area ;  the  equivalent  dead  load  would  be  (1  +2  x  2)  ==■ 
6  tons  per  foot  of  area. 

The  breaking  load  for  any  structure  or  piece  of  material  is  that  dead  load  which  will 
just  produce  fracture  in  the  structure  or  material. 

The  Factor  of  Safety  is  the  ratio  in  which  the  breaking  load  exceeds  the  working 
load  (i.«.  the  load  which  can  be  safely  applied  in  practice).  This  ratio  varies  with  the 
nature  of  the  load  and  the  nature  of  die  material,  and  is  found  by  experience. 

For  the  reasons  stated  aboTe,  the  factor  of  safety  for  a  live  load  is  generally  taken  at 
double  that  for  a  dead  load. 

The  factors  of  safety  for  several  different  kinds  of  iron  structures  are  given  at  p.  326. 
The  following  Table  shows  those  recommended  by  Professor  Rankine^  for  general  prac- 
tice : — 

Factobs  or  SAncTT. 
Dead  Load.    Live  Load. 

For  perfect  materials  and  workmanship  .24 

For  good  ordinary  ma-  f  Metals 8  6 

terials    and    work-  <  Timber  4  to  5        8  to  10 

manship  iMasonry         ....  4  8 

When  a  load  is  mixed,  i0.  partly  live  and  partly  dead,  the  live  portion  may  be 
converted  into  an  equivalent  amount  of  dead  load,  and  the  factors  of  safety  for  dead  load 
then  applied  to  the  whole  ;  or 

A  compound  factor  of  safety  may  be  deduced  by  applying  the  following  rule  :-* 

1  Bankine*8  Uanfid  Rida  omd  Tabltt. 
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Multiply  the  factor  of  safety  for  dead  load  by  the  fraction  that  the  dead  load  is  of  the 
whole  load,  and  multiply  the  factor  of  safety  for  live  load  by  the  fraction  that  the  live 
load  is  of  the  whole  load.  The  sum  of  the  results  thus  obtained  will  give  the  compound 
factor  of  safety. 

For  example  : — In  a  certain  iron  bridge  the  dead  load  is  5  tons  per  bay,  the  live  load 
9  tons  per  bay ;  the  total  load  is  therefore  14  tons  per  bay. 

The  dead  load  is  -^  of  the  whole. 
.*     live       „      t\        „ 

The  factor  of  safety  for  dead  load  is  8,  and  for  live  load  is  6. 

The  compound  factor  of  safety  will  be  equal  to 

^A  X  8)  +  (A  X  6)  =  «  =  HI  =  say  6. 

The  working  load  is  the  greatest  dead  load  the  material  can  with  safety  bear  in  prac- 
tice. It  is  found  by  dividing  the  breaking  load  by  that  factor  of  safety  which  is  found 
to  be  suitable  to  the  particular  case. 

The  proof  load  is  the  greatest  load  that  can  be  applied  to  a  piece  of  material  to  prove 
or  test  it  by  straining  it  to  the  utmost  extent  without  producing  permanent  deformation 
or' injury,  ».e.  not  beyond  the  elastic  limit  (see  p.  829). 

The  breaking  load  or  working  load  may  be  either  live  or  dead,  or  a  combination  of  both, 
but  for  convenience  it  is  usual  to  reduce  it  all  to  an  equivalent  dead  load,  by  doubling 
the  live  load  and  adding  it  to  the  dead  load. 

StreBses. — Stress  and  Strain  are  words  often  used  indifferently,  either  to  mean  the 
alterations  of  figure  produced  in  a  body  by  any  forces,  or  to  mean  the  forces  producing 
those  alterations. 

Of  late  years,  however,  the  word  strain  has  been  taken  to  mean  only  the  alterations  of 
form  caused  by  the  forces,  and  strtaa  to  mean  the  forces  producing  these  alterations. 

Materials  are  subject  to  the  under-mentioned  stresses,  which  produce  strains,  and  (when 
carried  far  enough)  fhicture  as  stated. 


Stresses.  Strain. 


If  ode  of 
Fracture. 


Tensile  or  |  S  Stretching  .     .     .  )  -, . 

Pulling      r     •     •     •  I  Elongation  .     .     .  }  ^^''^^' 

Compressive  or  |  Shortening  ...     Crushing. 

Thrusting  i  (  Squeezmg  ...  J  ^'^'"""'8- 

Transverse  or  Bending  .  Bending  ....     Breaking  across. 

Shearing .....     Distortion  .     .     .     Cutting  asunder. 
Torsional  or  )                    Twift*i«»  S  Twisting  or  wrenching 

Twisting       (    *     •     •     iwisimg.  •     •     •  j      asunder. 

Intensity  of  stress  is  the  amount  of  sti*ess  on  a  given  unit  of  surface,  and  is  expressed  ia 
lbs.,  or  sometimes  in  tons,  per  square  inch. 

The  ultimate  stress,  or  breaking  stress,  on  any  piece  of  material  is  the  stress  pro- 
duced by  the  breaking  load. 

The  proof  stress  is  the  stress  produced  by  the  proof  load. 

The  working  stress  is  that  produced  by  the  working  load.  It  is  always  much  smaller 
than  the  proof  stress,  in  order  to  leave  a  margin  of  safety  to  cover  defects  in  material,  etc. 

A  bar  of  1  square  inch  sectional  area  might  have  a  breaking  strength  of  twenty  tons,  but 
the  working  stress  to  which  it  was  subjected  might  be  only  live  tons.  The  factor  of 
safety  in  that  case  would  be  four.  Its  proof  strength  might  be  ten  tons,  this  being  the 
weight  the  bar  could  bear  without  exceeding  the  elastic  limit. 

Strength. — Tenacity  or  tensile  strength  is  the  resistance  offered  by  material  to  tension, 
that  is  to  a  stress  tending  to  tear  it  asunder,  as,  for  example,  in  the  case  of  a  vertical  rod 
having  a  weight  suspended  from  it,  or  in  the  tie  rod  of  a  roof,  or  the  tension  flange  of  a 
girder. 

Strength  to  resist  crushing  is  the  resistance  offered  by  material  to  a  compressive  stress, 
thrust,  or  pressure.  Such  a  stress  tends  to  make  it  shorten,  and  eventually  to  crush  it. 
Examples  of  this  stress  occur  in  the  case  of  a  short  column  supporting  a  weight,  or  in  a 
strut  which  keeps  two  tottering  walls  from  falling  toward  each  other,  or  in  the  compres- 
sion flange  of  a  girder. 

It  should  be  observed,  however,  that  long  columns  and  struts  tend  to  fail  by  bending 
outwards  in  the  centre  and  then  breaking  across.     This  form  of  failure  is  called  huckting. 

Transverse  strength  is  the  resistance  offered  by  a  body  to  forces  acting  across  it,  tend- 
ing to  bend  it,  and  eventually  to  make  it  break  across.  Thus  a  beam  supported  at  both 
ends  and  loaded  over  any  part  of  its  length,  bends  downward  and  tends  to  break  across. 
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When  a  body  !b  subjected  to  traiLsverse  stress,  some  parts  of  it  are  in  compression, 
some  in  tension,  and  othen  are  exposed  to  a  shearing  stress,  therefore  transTerse  stress  is  a 
combination  of  these  three  stresses.  A  beam  secured  at  the  ends,  and  subject  to  pressure 
from  below,  bends  upwards  and  also  tends  to  break  across. 

Shearing  stretiffih  is  the  resistance  offered  by  a  body  to  being  shorn,  that  is,  to  being 
distorted  by  one  part  of  it  sliding  on  another  part  Thus,  if  two  lapped  plates  united  by 
a  rivet  be  drawn  longitudinally  in  opposite  directions,  the  riyet  would  tend  to  shear  by  the 
upper  plate  sliding  upon  the  lower. 

Torsional  strength  is  the  resistance  offered  by  a  body  to  being  broken  by  torsion,  i,e, 
^wisting.  This  stress  fluently  occurs  in  machinery,  but  not  in  structures  connected 
with  buildings. 

Strength  to  resist  bearing  is  the  resistance  offered  by  a  material  to  being  indented,  or 
partially  crushed  by  another  body  pressing  upon  it.  Thus,  the  shank  of  a  rivet  may  be 
indented  by  the  plate  bearing  upon  it,  or  the  edge  of  the  hole  in  the  plate  may  be  in- 
dented by  ^e  rivet ;  again,  a  beam  may  be  indented  by  the  end  of  a  post  bearing  upon 
it     Indentation  by  bearing  is  merely  one  form  of  crushing. 

The  ultimate  strength  of  any  material  is  the  intensity  of  stress  required  to  produce 
fracture  in  any  specified  way. 

The  proof  strength  is  the  intensity  of  stress  required  to  produce  the  greatest  strain  of 
a  specific  kind  without  injuring  the  strength  of  the  materiaL 

Pliability  is  the  tendency  of  a  body  to  change  its  form  temporarily  under  different 
stresses. 

StiflChess  or  Bigidity  is  the  reverse  of  pliability,  and  ezxiresses  the  disinclination  ot 
some  bodies  to  change  their  form  under  stresses. 

Thus  stones  and  bricks  are  rigid  up  to  a  certain  point 

Sllastioity  ^  is  the  property  which  all  bodies  have  (in  greater  or  less  degree  of  perfec- 
tion) of  returning  to  l&eir  original  figure  after  being  distorted  (i,e,  strained)  by  any 
kind  of  stress. 

When  the  original  figure  is  completely  and  quickly  recovered,  the  elasticity  is  said  to 
he  perfect,* 

When  the  original  figure  is  not  completely  recovered,  but  remains  permanently  dis- 
torted to  a  certain  extent,  the  elasticity  is  said  to  be  imperfect,^  and  the  distortion  pro- 
duced IB  called  a  permanent  set^  or  set 

It  has  been  found  by  experiment  that  the  elssticity  of  most  building  materials  is 
practically  perfect  up  to  a  certain  point  When  stresses  below  this  point  are  applied  and 
removed,  the  strain,  distortion,  or  change  of  figure  is  only  temporary.  There  is  no 
appreciable  seL     Stresses  above  this  point,  however,  cause  sets  (see  p.  380). 

The  Elastic  limit  of  a  material  is  the  maximum  intensity  of  stress  that  can  be  applied 
to  it  without  causing  an  appreciable  set 

A  Modulus  of  Elasticity  is  a  number  representing  the  ratio  of  the  intensity  of  stress  (of 
any  kind)  to  the  intensity  of  strain  (of  any  kind)  produced  by  that  stress,  so  long  as  the 
elaistic  limit  is  not  passed. 

The  modulus  of  tensile  elasticity  is  found  by  dividing  the  tensile  stress  in  lbs.  per 
square  inch  of  sectional  area  by  the  elongation  (produced  by  that  stress)  expressed  as  a 
fraction  of  the  length  of  the  body. 

Thus,  if  a  weight  of  one  ton  hung  from  an  iron  bar  produce  an  elongation  of  yrVo  of 
the  length  of  the  bar,  the  modulus  of  elasticity  of  that  bar  will  be  2240  lbs.  -r-  ttWit  ~ 
26,880,000  lbs.     This  is  rather  lower  than  the  modulus  of  average  wrought  iron. 

Similarly  the  modulus  of  compressive  elasticity  is  found  by  dividing  the  compressive 
stress  in  lbs.  per  square  inch  of  section  by  the  contraction  (or  rather  shortening)  produced 
by  that  stress,  expressed  as  a  fraction  of  the  length. 

In  most  building  materials  the  modulus  of  tensile  and  that  of  compressive  elasticity 
are  practically  equal  to  one  another  so  long  as  the  stresses  do  not  exceed  the  elastic 
liniit 

I  The  elasticity  here  referred  co  Is  sometimes  called  elasticity  of  flgnre ;  there  is  also  an  elasticity 
of  volume,  which  need  not  be  considered  in  connection  with  building  materials. 

s  Mr.  Eaton  Hodgkinson's  investigations  seem  to  show  that  the  elasticity  of  every  solid  is  really 
imperfect  that  the  slightest  strain  produces  a  set  Up  to  a  certain  limit  of  stress,  however,  the  sets 
produced  are  so  small  that  they  cannot  be  measured  with  ordiiuu'y  iustroments,  and  thereforo 
within  that  limit  the  elasticity  may  be  said  to  be  stnsCbly  perfect  for  all  practical  purposes  (see 
p.  S17). 

3  Because  the  elongations  and  shortenings  under  eqnal  stresses  are  practically  equal  up  to  the- 
elastic  limit ;  beyond  that  they  are  irregular. 
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The  moduloB  is  generally  denoted  by  the  letter  E,  and  its  value  is  given  in  the  tables, 
because  it  is  useful  in  calculating  the  stiffness  of  beams  and  girders. 

In  advanced  works  on  applied  mechanics  several  other  moduli  are  used,  which, 
however,  are  not  required  in  ordinary  calculations,  and  need  not  be  referred  to  in  these 
Notes, 

Defleotion  is  the  bending  caused  by  a  transverse  stress.  If  the  intensity  of  stress  be 
below  the  elastic  limit  the  deflection  will  disappear  when  the  stress  is  removed,  but  if  the 
Intensity  of  stress  be  in  excess  of  the  elastic  limit  a  permanent  aei  will  remain. 

Besilienoe  is  a  term  used  to  express  the  quantity  of  "work  done"  in  deforming  a 
piece  of  material  (up  to  the  elastic  limit)  by  the  application  of  any  kind  of  stress.  It  is 
equal  to  the  product  of  the  alteration  of  figure  into  the  mean  load  which  acts  to  produce 
such  alteration.  Thus  the  resilience  of  a  bar  in  tension  is  found  by  multiplying  the 
proof  load  by  half  the  corresponding  elongation.^ 

Resilience  may  be  tensile,  compressive,  transverse,  shearing,  etc.,  according  to  th^* 
nature  of  the  stresses  imposed. 

Malleability  is  the  property  of  being  permanently  extensible  in  all  directioDS  by 
hammering  or  rolling. 

Duotility  is  the  property  of  being  permanently  elongated  or  drawn  out  under  a  ten- 
sile stress  higher  than  the  elastic  limit.  The  change  of  form  remains  after  the  force  is 
removed.     It  is  therefore  the  converse  of  elasticity. 

Brittleness  is  the  inclination  to  break  suddenly  under  any  stress. 

Hardness  is  the  property  of  resisting  indentation,  or  wear  by  friction. 

Softness  is  the  converse  of  hardness. 

TouLghness  is  a  term  defined  in  several  different  ways. 

Mr.  Stoney  defines  it  as  the  union  of  tenacity  with  ductility. 

Ultimate  toughness  is  defined  by  Professor  Rankine  as  being  the  greatest  strain  which 
a  body  will  bear  without  fracture  ;  proof  toughness  the  greatest  strain  it  will  bear  with- 
out iig'ury.  He  points  out  that  malleable  and  ductile  solids  have  ultimate  toughness 
greatly  exceeding  their  proof  toughness,  but  that  brittle  solids  have  their  ultimate  and 
proof  toughness  equal,  or  nearly  equaL* 

Fusibility  is  the  property  of  becoming  fiuid  when  subject  to  heat.  The  temperature 
at  which  this  is  effected  differs  in  each  metal,  and  is  called  its  melting  polnk 

'Weldability  is  the  power  possessed  by  some  metals  of  adhering  firmly  to  portions  of 
the  same — or  to  other  metals — when  the  two  pieces  are  raised  to  a  high  temperature  and 
hammered  together. 

Hardening  is  the  property  of  becoming  very  hard  when  heated  and  quenched. 

Tempering  is  lowering  the  degree  of  hardness  after  the  process  just  mentioned,  by 
reheating  and  cooling  at  different  temperatures  (see  p.  307). 


1  Ranklne's  Applied  Mtchania.  •  Rankine's  TJa^fiiX  Rules  and  TabUs, 
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Abercame  sandstone  quarries,  41. 

Aberdeen  granite,  resistance  to  wear, 
84 ;  strength  of,  81. 

Aberdeenshire  granite   quarries,  16, 

20,  21. 
„  serpentine,  34. 

Aberllgeney  slate  quarries,  31. 

Aboyne  marble  quarries,  53. 

Absorption  of  bricks,  110,  114;  of 
firebricks,  124  ;  of  granular  and 
shelly  limestones,  67  ;  of  lime- 
stones, 83 ;  of  sandstones,  36,  83 ; 
of  slates,  25 ;  of  stone,  11,  83. 

Acacia,  common,  379 ;  appearance, 
characteristics,  and  uses  of,  379, 
404  ;  weight  and  strength  of,  404. 

Acetate  of  copper  and  lead  as  driers, 
413. 

Acid,  ferro-silicic,  as  a  preservative  for 
stone,  80. 
„     test  for  stone,  11. 

Acids,  action  of  various,  on  stone,  3. 

Ackworth  sandstone  quarries,  41. 

Action  of  foreign  constituents  on  limes 
and  cements,  230. 
„     of  water  on  lead,  342. 

Adamantine  clinkers,  109;  size  and 
weight  of,  112. 

Adare  limestone  quarries,  71. 

Adhesive  force  of  nails,  462. 
„       power  of  screws,  465. 

Adie's  cement- testing  machines.  No.  1, 
182  ;  No.  2,  184. 

Admiralty  tests  for  wrought  iron, 
280 ;  for  Landore  steel,  310 ; 
for  steel  plates,  310. 

Adulteration  in  Portland  cement^ 
187  ;  of  red  lead,  408  ;  of  white 
lead,  407. 


African  green,  417. 

„       oak  or  teak,  376. 
Agents  whch  destroy  stone,  10. 
Agglom^,  Coignet's  £6ton,  220. 
Aggregate  for  concrete,  210 ;  materials 
used  for,  size  and   shape,  211; 
packing,  212. 
Agricultux^  drain  pipes,  130. 
Air-slaking  of  quicklime,  146. 
Air  bricks,  perforated,  134. 

„  flues,  combined  smoke  and,  136. 
Aish  stone,  position  in  quarry,  7,  61. 
Aislaby  sandstone  quarries,  39. 
Alburnum  or  sap  wood,  359. 
Alder,  377  ;  appearance,  characteris- 
tics, and  uses  of,  377  ;  strength, 
weight,  etc,  of,  404. 
Alkalies  in  clay  for  brickmaking,  87 ; 
colouring  action  of,  89  ;  hydraulic 
properties  of,  148. 
Alkaline  silicates  as  a  preservative  for 

stone,  78. 
„  „         for  artificially  pro- 

ducing hydrauli- 
city,  180. 
Alloys,  348-351 ;  Babbit's  metal,  350 ; 
bell    metal,    brass,     bronze 
(aluminium    and  phosphor), 
gun  metal,  and  Muntz  metal, 
350 ;  sterro-metal  and  white 
brass,  350  ;  table    of   com- 
position of  various,  350. 
„      of  lead  and  tin,  melting  points 
of,  355. 
Altmorer  sandstone  quarries,  47. 
Alumina  in  clay  for  brickmaking,  86, 
88;  in  fireclay,  122. 
„        soluble  oxalate  of,  action  of, 
on  limestones,  80. 
Aluminium  bronze,  350. 
Amber,  430 ;  varnish  pale,  434. 
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Ambleside  slate  quarries,  31. 
American  ash,  378. 

concrete-mixer,  229. 

larches,  372. 

oak,  375  ;  weight,  strength, 

etc.,  of,  40l[  405. 
pine,      368 ;     red,      368 ; 
yellow,     369  ;    weight, 
strength,  etc,  of,  404. 
spruce,  372. 
tar,  454. 

timber,  marks  and  brands 
on,  387. 
Analyses  of  clays   for  making   fire- 
bricks, 122. 
, ,         of  magnesian  limestones,  5  8. 
Analysis  of  brick  earth  or  brick,  143; 
of  Cbilmark  stone,  64 ;  of  Has- 
sock, 66  ;  of  Kentish  Rag,  66  ;  of 
limes  and  cements,  239  ;  of  mag- 
nesian limestones,  59  ;  of  Port- 
land stone,  60 ;  quantitative,  of 
a  brick  earth  or  brick,  144. 
Ancaster  limestone,  absorption  of,  83 ; 
colour,  weight,  etc,  of,  68 ;  quar- 
ries, 68  ;  strength  of,  61. 
Ancient  marbles,  51. 

„      serpentine,  34. 
Angle  brick,  hollow,  117. 

„  iron,  Admiralty  tests  for,  280 ; 
forge  tests  for,  280  ;  market 
forms  and  sections  of,  284, 
285  ;  prices  current  for, 
291-293,  294  ;  tensQe 
strength  and  ductility  of, 
318. 
Anglesea  granite  quarries,  18. 

limestone,  strength  of,  81 
marble  quarries,  53. 
serpentines,  34. 
Angliham  limestone  quarries,  71. 

„        marble  quarries,  54. 
Angus  Smith,  Dr.,  on  carbonic  acid 
in  air,  3  ;  process  for  preserving 
cast-iron  pipes,  336. 
Anim^  gum  for  varnish,  431. 
Annealing   steel,  309  ;  plates,  effect 

of,  325. 
Annual  rings  or  layers  in  trees,  358, 
362. 
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Anston  marble  quarries,  69. 
Anti-corrosion  paint,  426. 
Antimony,  effect  of,  on  wrought  iron, 
263. 
„         sulphide  of,  as  a  substitute 
for  red  lead,  408. 
Antique,  Vert,  serpentine,  34. 
Ants   which    destroy    timber,    402; 
black  carpenter,  dusky,  white,  and 
yellow,    402  ;   protection  against 
white,  402. 
Antwerp  blue,  414. 
Apoenite,  75  ;  absorption  of  83. 
Application  of  varnish,  433. 
Arbroath  paving,  tensile  strength  of, 
82. 
„        sandstone  quarries^  46. 
Arch  bricks,  116. 
Archangel  deals,  367. 
Ardbraccan  limestone  quarries,  71. 
Arden  lime,  155  ;  weight  of,  256. 
Ards-Caledon  limestone  quarries,  71. 
Ar^nes,  196. 

Argyleshire  granite,  strength  of,  81. 
Armagh  (Navan)  limestone  quarries, 

71. 
Arran  granite  quarries,  20. 
Arsenic,  effect  of,  on  iron,  263,  276, 

„       yellow,  415. 
Arsenite  of  copper,  test  for,  446. 
Artificial   cements,   156,   159  ;   how 
manufactured,!  59 ;  Port- 
land, 1 60  ;  selenitic,  179. 
hydraulic  lime,  155. 
marbles,  76,  247-248 ;  pav- 
ing, 76. 
stone,  74-76  ;  apoenite,  75  ; 
Chance's,  76 ;  Hansome's, 
74  ;      Rust's     vitrified 
marble,     76 ;    silicated, 
Sorel,  and  Victoria,  75. 
„         pozzuolanas,  196. 
Asbestos,      456  ;       paints,      428; 
concrete,    roofing,   sheathing,  etc., 
456. 
Ash,  377 ;  age  at  which  it  should  be 
felled,  360;    appearance,  377; 
Canadian  and  American,   378  ; 
characteristics   and   uses,   378  ; 
resistance   of,  to    crushing  and 
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shearing,  405  ;  weighty  sfxength 
etc.,  of,  404. 

Ash,  Scotgate,  sandstone,  37. 

AsMord  marble  quarries,  52. 
„       slate  quarries,  32. 

Asphalte,  250-253,  455  ;  advantages, 
disadvantages,  characteristics,  and 
uses  of,  250 ;  Bamett*s liquid,  253; 
British  patent,  253  ;  Brunswick 
rock,  253  ;  Claridge's  patent  or 
Seyssel,  251  ;  fibrous,  455 ;  in- 
ferior, 253  ;  laying,  250  ;  Lim- 
ner, 253  ;  mastic  and  Montrotier, 
253  ;  pitch  in,  253  ;  Pyrimont 
and  Seyssel,  251  ;  Seyssel,  251  ; 
Trinidad,  253  ;  Val  de  Travers, 
252 ;  varieties  in  the  market, 
251. 

Asphalted  roofing  felt,  455. 

Assynt  marble  quarries,  53. 

Atemshill  slate  quarries,  32. 

Atkinson's  cement^  159 ;  strength  o^ 
201. 

Atmospheric  influence  on  stone,  3  ; 
on  timber,  397. 

Aubigny  stone,  66. 

Auchray  sandstone  quarries,  46. 

Auston  limestx)ne,  strength  of^  81. 

Australian  mahogany,  381. 

Aycliff  limestone  quarries,  70. 

B 

Babbifs  metal,  350  ;  composition  of, 
351.  t 

Backs,  91. 

Bacon  tier,  position  of,  in  quarry,  7, 
61. 

Bognalstown  granite  quarries,  21. 

Bailey's  and  Heid's  cement-tester,  187. 

Bcikewell  marble  quarries,  52. 

Baldwin  Latham's  directions  for  form- 
ing bends  and  junctions,  132. 

Balk  timber,  364,  366. 

Ballachulish  marble  quarries,  53 ; 
slate  quarries,  32. 

Ballakiltry  limestone  quarries,  71. 

Ballast  used  for  concrete,  211. 

Ballinafad  limestone  quarries,  71. 

Ballinahinch  serpentine  quarries,  34. 


Ballinasloe  limestone  quarries,  71. 

Ballingdon  bricks,  107. 

Ballintemple  limestone  quarries,  71. 

BaUisadare  „  „         71. 

Ball's  Green         „  „         68. 

Bally  Knocken  and  Gk)lden  Grove 
granite,  quarries,  21  ;  strength 
of,  81. 

Bally  council  limestone  quarries,  71. 

Ballyheigan  sandstone  quarries,  47 

Ballykiloboy  marble  quarries,  54. 

BaUymore  „  „        54. 

Ballyshannon  limestone  quarries,  71 

Balsam,  Canada,  412. 

Balsams,  430. 

Baltic  fir,  384. 

„     planks,  deals,  and  battens,  marks 

and  brands  on,  384,  385. 
„     spruce,  371. 

^     whinstone,  resistance  to  wear, 
84. 

Baltimore  oak,  375. 

Banffshire  serpentine,  34. 

Bangor  Eoyal  Slate  Co.  quarries,  31. 

Bannis  Elirk  sandstone  quarries,  46. 

Bar  iron,  best,  best  best,  etc.,  275  ; 
different  qualities  of,  274  ;  flat, 
284  ;  market  forms  of,  284,  285  ; 
merchant,  274  ;  price  of,  290 ; 
puddled,  274  ;  rail,  market  forms 
of,  286  ;  rolled,  tensile  strength 
and  ductility  of,  318  ;  scrap,  275  ; 
Swedish,  strength  of,  279. 

Bar  steel,  tensile  strength  and  duc- 
tility of,  323. 

Barbadoes  sandstone  quarries,  46. 

Bardiglia  marble  quarries,  55. 

Bardon  HiU  stone,  23. 

Barff*s  process  for  preservation  of  iron, 
336. 

Bargate  sandstone  quarries,  39. 

Barley  HiU  limestone  quarries,  71. 

Bamac  Mill       „  „         68. 

Bamack  limestone,  strength  of,  81. 

Barnard  Castle  sandstone  quarries,  41. 

Bamett's  liquid  asphalte,  253. 

Barrow  lias  lime,  strength  of,  181. 

Baryta,  solution  o^  as  a  preservative 
for  stone,  80. 
„       sulphate  of,  test  for,  408. 
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Basalt,  23  ;  bulkiness  of,  84  ;  difiin- 
tegrated,  sand  from,  196. 

Basalts,  strength  of,  81. 

Basebed  roach,  8,  62  ;  position  o^  in 
quarry,  7,  61. 
„       stone,  8,  60,  63 ;  position  of, 
in  quarry,  7,  61. 

Bases  for  paints,  407-409. 

Basic  process,  305. 

Bastard  roach,  8,  60,  62. 
„       stucco,  247. 

Bath  stone,  59  j  absorption  of,  83  ; 
colour,  59  ;  geological  position  of, 
59  ;  quarries  and  quarrying,  59  ; 
seasoning  and  weathering,  59  ; 
size  and  uses  of,  59  ;  strength  of, 
81  ;  varieties  in  common  use,  59, 
60. 

Bats,  brick,  106. 

Battens,  364,  367  ;  Baltic,  marks  and 
brands  on,  385. 
„       for  slates  or  tiles,  453. 

Bay  or  cluster-fruited  oak,  373. 

Beading  iron,  286. 

Bearing  and  shearing  stress  of  steel, 
329. 
„       strength  of  wrought  iron,  328. 

Beart's  patent  bricks,  107. 

Beaulieu  bricks,  107. 

Bed  of  limestone,  natural,  57. 

Beds  of  Kentish  rag,  64-66. 
„     of  stone,  natural,  position  in  a 
building,  9. 

Bedston  sandstone  quarries,  40. 

Beech,  376 ;  appearance  and  charac- 
teristics of,  376  ;  uses,  377,  403  ; 
weight,  strength,  etc.,  of,  404. 

Beer  sandstone  quarries,  39. 

Beeswax  dissolved  in  naphtha  as  a 
preservative  for  stone,  78. 

Beetles,  wood,  protection  against  403. 

Belgian  zinc  gauge,  346. 

Bell  metal,  350  ;  composition  of,  350  ; 
properties  of,  354. 

Belleek  granite  quarries,  21. 

Belton  sandstone  quarries,  40. 

Bends  for  pipes,  132. 

Benduff  slate  quarries,  32. 

Bcnledi     „  „         32. 

Benmore  sandstone  quarries,  47. 


Berlin  blue,  414. 

Beny  Pomeroy  marble  quarried,  52. 

Bessemer  iron,  263 ;  pig,  295  ;  pro- 
cess of  making  steel,  304  ;  steel, 
brands  on,  313  ;  steel,  tensile 
strength,  elastic  limit,  and  ducti- 
lity of,  320-322  ;  uses  of  steel, 
305. 

Bessemer's  gold  paint,  451  ;  patent 
steel  for  tools,  strength  and  duc- 
tility 0^  322. 

Bethell's  process  for  preserving  timber, 
394. 

B^ton,  220 ;  agglom^  Coignet's, 
220. 

Bideford  black,  414. 

BiUing's  chimney  terminals,  136. 

Binnie  sandstone  quarries,  41  ; 
strength  of^  81 ;  tensile  strength 
of,  82. 

Birch,  weight,  strength,  etc.,  o^  404. 

Birmingham  metal  gauge,  356  ;  wire 
gauge,  355. 

Bimam  slate  quarries,  32. 

Birsmon  granite,  20. 

Bismuth,  properties  of,  354. 

Bitumen  of  Judea,  253. 

„        felt,  inodorous,  455. 

Bituminous  paints,  428. 

Black  bricks,  108. 
„     Brunswick,  435. 
„     carpenter  ant,   destruction   of 

timber  by,  402. 
„     oxide  of  iron  paint,  425. 
„     staili,  436. 

„     varnish  for  metal  work,  436. 
„     walnut  stain,  436. 

Blackband  iron  ore,  258. 

Blackenston  (Dartmoor)  granite  quar- 
ries, 18. 

Blackhill  granite  quarries,  20. 

Blacks  for  colouring,  413  ;  blue,  bone, 
Frankfort,  Grant's  or  Bideford, 
ivory,  lamp,  and  vegetable,  413. 

Blairgowrie  marble  quarries,  53. 

Blazing  saws,  309. 

Blessington  granite  quarries,  21. 

Blister  steel,  302  ;  fox^^ing  of,  333  ; 
uses  of,  303. 

Block  tin,  348. 
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Blocks,  invert  and  junction,  136  ;  of 
terra    cotta,     125 ;     slate,    29 ; 
sleeper,  135. 
Blood,  dragon's,  for  vamislies,  431. 
Bloom,  273,  275. 
Blown  plate  glass,  441. 
iBlue,  Antwerp,  414. 
black,  414. 

bricks,  Staffordshire  and  Tipton, 
108. 
Blue    lias  lime,   strength   of,    181  ; 
weight  of,  256. 
„      Prussian,  414. 
Blues  for  colouring,  414  ;  Antwerp, 
Berlin,  Bremen  or  verditer,  celes- 
tial or  Brunswick,  Chinese,  cobalt, 
damp,    Haerlem,    indigo,    414 ; 
Prussian,    414 ;    Boman,  Saxon, 
and  smalt^  414. 
Board  of  Trade,  opinion  of  committee 

appointed  bj,  as  to 
use  of  steel,  328. 
„  „       rule     for     working 

stresses  on  wrought 
iron  bridges,  328. 
Boarding  oak,  clap,  376. 
Bodham  granite  quarries,  20. 
Bodmer*s  concrete  bricks,  109. 
Body  copal  yamish,  best,  433. 
Boiled  linseed  oil,  411. 
„       oil  to  be  used  with  zinc  paint, 
411. 
Boiler  plates,  price  of,  290;   extras 
charged  for,  292,  294. 
„       Beatings,  119. 
Boilers,  cement  for  attaching  hair  felt 

to,  455. 
Boiling  and  steaming  timber,  390. 

„      linseed  oil  as  a  solvent,  431. 
Bolsover    Moor  limestone,    quarries, 

70  ;  strength  of,  81. 
Bolton    Wood     sandstone     quarries, 

41. 
Bolts  and  nuts,  466. 
Bonding  bricks,  Jennings',  135. 
Bone  black,  414. 
Borders  for  wall  papers,  446. 
Boscastle  slate  quarries,  31. 
Boss  granite  „        18. 

Boston  marble       „        54. 


n 


Bottom  Quarry  sandstone  quarries,  40. 
Boucherie's  process  for  preservation  of 

timber,  395. 
Bower's   process  for  preservation  of 

iron,  336. 
Box  Ground  Bath  stone,  60  ;  absorp- 
tion of,  83  ;  strength  of,  81. 
„    EUl  limestone  quarries,  68. 
Brackenhill  sandstone  quarries,  41. 
Brackemagh  limestone      „        71. 
Bradford  sandstone  „         41. 

Brads,  8,  458  ;  cabinet,  glaziers',  and 

joiners',  459  ;  size  and  w^eights  of, 

461. 
Braichgoch  slate  quarries,  31. 
Bramham  Moor  limestone,  quarries, 

70  ;  strength  of,  81. 
Bramley  Fall  sandstone,  37  ;  quarries, 

41 ;  strength  of,  81,  82. 
Brandon    HaU    sandstone    quarries, 

41. 
Brands  on  iron,  295-300  ;  common, 
298;  effect  of  mixing  dif- 
ferent, 317  ;  good  marked, 

297  ;  list,  296  ;  Midland, 

298  ;  North  of  England, 
295, 299 ;  pig,  295 ;  Scotch, 
295, 300 ;  Shropshire,  295  ; 
Staffordshire,  296,  298 ; 
Swedish,  300;  Welsh,  295, 

299  ;  wrought,  296 ;  York- 
shire, 295,  299. 

on  steel,  312  ;  Bessemer,  cru- 
cible   cast,    shear,    double 
shear,  and  Landore,  313. 
on  timber,  383-387  ;  Ameri- 
can, 387  ;  Baltic  fir,  384  ; 
Baltic   planks,    deals,   and 
battens,  385  ;   Norwegian, 
387  ;  remarks  by  BwUding 
News  on  importance  of  a 
knowledge  of,  387  ;   Eus- 
sian    and    Finland    deals, 
385  ;  Swedish,  385. 
Brard's  test  for  stone,  11,  36. 
Brass,  349  ;  colour  and  properties  of, 
354,  349  ;  composition  of,  349  ; 
contraction  of,  in  cooling,  355  ; 
lacquer  for,  434 ;  screws,  464 ; 
weight  of,  357  ;  white,  351. 
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Brazil  wood  lake,  416. 

Brazing,  352,  353. 

Breaking   weights   of    briquettes    of 

selenitic  cement  mortar,  208. 
Breeze  from  gasworks  used  for  con- 
crete, 211. 
Bremen  blue,  414. 
Brick  days,  analysis  of,  88. 
„     earths,    85-89  ;    characteristics 
of  different  kinds,  88  ;  clas- 
sification of,  practical,  87  ; 
constituents  of,  85  ;    good, 
composition  of,  88  ;  prepara- 
tion of,  90. 
Brickmaking,  89-120. 
Bricks,  85-124;  absorption  of,  110, 
114  ;  arch,  116  ;  Ballingdon,107; 
bats,  106 ;  bearing  off,  92  ;  Heart's 
patent,  107;  Beaulieu,  107;  black, 

108  ;  blue  Staffordshire  and  Tip- 
ton, 108 ;  Bodmer's  concrete,  109 ; 
boiler  seatings,  119  ;  bonding, 
135  ;  broken,  used  for  concrete, 
199;  bull-nosed,  118;  bull- 
heads, 116  ;  burning  of,  94 ; 
burning  in  Bull's  patent  semi- 
continuous  kiln,  103  ;  burning  in 
clamps,  95 ;  burning  in  Hoffmann's 
kHn,  101;  burning  in  kilns 
and  Scotch  kiln,  98  ;  channel, 
119  ;  characteristics  of  good, 
110  ;  classification  of,  103 ;  classi- 
fication of  clamp-burnt,  104 ; 
classification  of  kiln-burnt,  106  ; 
colour  of,  89;  colouring,  120; 
compass,  116;  concrete,  109; 
coping,  119  ;  cornice,  full,  hol- 
low, and  moulded,  118;  cutters  or 
rubbers,  103, 104  ;  different  forms 
of,  116-120;  double  cant,  118; 
drab,  108  ;  drain,  119  ;  dressed, 
94  ;  drying  in  sheds,  92  ;  drying 
out  of  doors,  93  ;  dust,  108  ; 
Dutch  clinkers,  109  ;  enamelled, 

109  ;  Fareliamred,  108  ;  freedom 
of,  from  fiaws  and  lumps,  110; 
frog  in,  94  ;  Gault,  107  ;  grizzle 
or  place,  104 ;  gutter,  119  ; 
hacking,  93  ;  hand  moulding,  91 ; 
Hoffmann's  kiln  for  burning,  101 ; 


hollow,  117  ;  in  a  wall,  strength 
of  mortar  as  compared  with,  188  ; 
kerb,  119 ;  Lancashire  red  pressed 
facing,  109  ;  machine  moulding, 
93 ;  malm  for  making,  91 ;  malms, 
price  of,  105;  manger,  120; 
method  of  distinguishing  damp- 
burnt,  kiln-burnt,  and  machine- 
made,  111 ;  moulded,  109  ;  names 
of  different  varieties,  1 04 ;  Not- 
tingham patent,  108 ;  ordinary 
building,  103, 104, 116  ;  pallette, 
109  ;  paving,  118  ;  perforated, 
117;  perforated  air,  134 ;  Tether's 
ornamental,  109  ;  plinth  course, 
118  ;  polished,  94 ;  pressed,  94  ; 
price  of,  105 ;  purpose-made,  116; 
quality  of  clamp-burnt,  96  ;  red, 

108  ;  round-ended,  118  ;  salted, 

109  ;  sand  moulding,  92  ;  scint- 
ling,  93  ;  shape  and  surface,  110  ; 
side  wedge,  116  ;  sill,  120  ;  sink, 
119;    size  of.   111,    112;    sbig, 

110  ;  slop  moulding,  92  ;  soaps, 
117;  sough,  119;  splay,  118; 
splits,  117  ;  Staffordshire  blue, 
108  ;  stock,  force  necessary  to  tear 
apart,  171;  strength  of ,  1 1 5, 116 ; 
strength  of,  in  a  wall,  compared 
with  mortar,  188  ;  string  course, 
118  ;  Suffolk  white,  107  ;  table 
of  absorption  and  weight  of^  114; 
table  of  resistance  of,  to  compres- 
sion, 115  ;  table  of  sizes  and 
weights  of,  112  ;  tensile  strength 
of,  116  ;  tests  for,  113  ;  texture 
of.  111  ;  time  of  burning  in 
clamps  and  kilns,  96,  99  ;  Tipton 
blue,  108  ;  transverse  strength  of, 
116  ;  tubular,  117  ;  tunnel-head, 
119 ;  underbumt  and  mis-shapen, 
103,  104  ;  varieties  of,  in  the 
market,  106  ;  washed,  91,  105  ; 
weight  of.  111,  112,  114  ;  white, 
1 06 ;  Wood's  patent  concrete,  110. 

Brickwork,  strength  of  columns  of,  116. 
Bridge  rail,  286. 
Bridston  marble  quarries,  52. 
Bright  fronts,  bricks,  105  ;  price  of, 
105. 
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Bright  ironwork,  preservation  of,  337. 
„        pig-iron,  264. 
„       red,  416. 
Brighton  green,  417. 
Brights,  American  yellow  pine,  370. 
Brilley  sandstone  quarries,  46. 
Briquette  of  Portland  cement^  172  ; 
method  of  making,  172  ;   shape 
of,  173. 
Briquettes  of  selenitic  cement  mortar, 

breaking  weights  of,  208. 
British  asphalte,  patent,  253. 

iron,  extras  charged  on,  291. 
iron  ores,  257. 
oak,  373. 

plate  glass,  441 ;  polished  plate 
glass,  442 ;  sheet  glass,  440. 
Brittleness,  definition  of  term,  470. 
Brixham  limestone  quarries,  71. 
Brocatella  marble  quarries,  55. 
Brodsworth  limestone,  quarries,  70  ; 

strength  of,  81. 
Broken  brick  and  stone  used  for  con- 
crete, 211. 
Broomyard  sandstone  quarries,  46. 
Bronze,  349  ;   aluminium  and  phos- 
phor, 350  ;  composition  of,  351. 
Bronzing  bright  ironwork,  337. 
Broomhall  Company's  patent  roofing 

tiles,  140. 
Brown  and  Company's  steel,  strength 

of,  321. 
Brown  bed,  Chilmark  stone^  64. 

„  haematite,  258. 
Browns  for  colouring,  415  ;  for  com- 
mon colours,  423  ;  for  hard  spirit 
varnish,  434  ;  ochre,  pink,  purple, 
Spanish,  and  Vandyke,  415;  oxide 
paint,  purple,  425. 
Brown's     Hill     limestone     quarries, 

71. 
Brunswick   black,  435  ;  blue,  414  ; 

green,  417  ;  rock  asphalte,  253. 
Brunton  sandstone  quarries,  41. 
Buckled  plates,  Mallet's,  287. 
Building  bricks,  ordinary,  104. 

clamps  for  burning  bricks,  95. 
position  of  a  stone  in  a,  4. 
stone,  characteristics  of^  2. 
terra  cotta,  126. 
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Buildings  in  which  Chilmark  stone  is 
used,  64. 
„  in  which  Portland  stone  is 

used,  63. 
Built-up  plate-iron   girders,  working 

stresses  for,  327. 
Bulb  iron,  286  ;  forge  tests  for  hot 

and  cold,  282  ;  price  of,  312. 
Bulk  of  concrete  produced  from  given 
quantity  of  materials,  218. 
„     of  mortar  produced  from  given 
quantity  of  materials,  205. 
Bulkiness  of  different  classes  of  stone, 

84. 
Bull-nosed  bricks,  118. 
Bull's  patent  semi-continuous  kiln  for 

burning  bricks,  103. 
Burdiehouse  limestone  quarries,  7 1. 
Burdon  Hill  granite,  18. 
Burghead  sandstone  quarries,  46. 
Burham  bricks,  size  and  weight  of, 
112. 
„  lime,  strength  of,  181. 

Burlington  Slate  Company's  quarries, 

31. 
Burnet's,  Sir  "Wm.,  process   for  pre- 
serving timber,  396. 
Burning    bricks,    94 ;     comparative 
advantages  of  kiln  and 
damp,    99 ;     in    BuU'.s 
semi  -  continuous     kiln, 
103  ;     in    damps,   95  ; 
in  cupolas  or  ovens,  103  ; 
in  Hoffmann's  kiln,  101  ; 
in  kilns,  98  ;  in  Scotch 
kiln,  98  ;  time  of,  96,  99. 
„  of  fireclay  ware,  stoneware, 

and  terra  cotta,  130. 
„  of  limes  and  cements,  188- 

194 ;    general    remarks 
on,  192. 
Burnish  gold  size,  450. 
Burnstall  (Longford)  slate  quarries,  3 1 . 
Burnt  day  as  a  substitute  for  sand, 
195  ;  for  concrete,  210. 
„      sienna,  415  ;  umber,  415. 
Burr,  soft,  position  in  Portiand  quar- 
ries, 7,  61. 
Burrs,  96,  105. 
Burtiey  granite  quarries,  18. 
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Biu^n  sandstone  quarries,  41. 
Boshe!.  striked  and  trade,  used  for 
cemtnts^  168. 


Cabinet  brads,  45i^. 

Cadeby  limestone,  qu^Nries,  70 ;  re- 
sistance of,  to  crushing,  81. 

Caen  stone,  66. 

Caimgall  granite  quarries,  20. 

Caithness  paving,  tensile  strength  of, 
82. 

Calcination,  definition  of  term,  1^5  ; 
effects  caused  bj  different  degrees 
of,  on  lime  and  cement  stones, 
234 ;  of  hydraulic  limes  and 
cements,  232  ;  of  ores,  257  ;  of 
pure  or  fat  lime,  230. 

Calcareous  clays,  87. 

„         sandstones,  36. 

Calcium  hydrate,  145. 

Calderwood  cement,  159. 

Calp  limestone,  155. 

Calverley  sandstone  quarries,  39. 

Calverly  Wood  „  „        41. 

Cambrian  sandstone  „  47. 
„  Slate  Co.'s  „  31. 
„         slates,  25,  30. 

Camel  slate  quarries,  31. 

Cammell  and  Co.'s  steel,  ductility  of, 
321. 

Canada  balsam,  412. 
„       rock  elm,  379. 

Canadian  ash,  378  ;  weight,  strength, 
etc.,  of,  404. 
„        or  red  oak,  375. 

Cann  slate  quarries,  31. 

Cant  bricks,  double,  118. 

Cap  rising,  position  in  quarry,  7,  61. 

Capped  pipes,  133. 

Carbon,  amount  of,  in  cast  iron,  261, 
337  ;  in  pig  iron,  261  ;  in  steel, 
261,  301,  337  ;  in  wrought  iron, 
261,  337  ;  effect  of,  on  cast  iron, 
261  ;  influence  of,  on  strength  of 
steel,  325  ;  percentage  of,  in  iron 
and  steel,  337. 

Carbonaceous  matter  objectionable  in 
brick  clays,  87. 


Carbonate  of  lime  in  brick  clays,  88  ; 
in  limestones,  146. 
„  of  magnesia   as   a  consti- 

tuent of  limes  and  ce- 
ments, 148,  156,  237. 
Carboniferous     limestone,    hydraulic 
limes   from,  155  ;   quarries,   70, 

71. 
Carlin  Knowse  stone,  23. 
Carlisle  sandstone  quarries,  40. 
Carlo w  marble  „        54. 

Gaj^minated  lake,  416. 
Carmine  as  a  colouring  pigment,  415. 
Carnsew 'granite,  18. 
Camsore  Point  granite  quarries,  21. 
Carpenter  ant,   black,  destruction  of 
timber  by,  402. 
„  bee,  destruction  of  timber 

by,  402.. 
Carpentry,  large  timb^  in,  timbeia 

editable  for,  403.      \ 
Carrara  marble  quarrieai,  S5. 
Carriage    Vbmish,   best    pale   copal 

433  ;  second,  434. 
Carrick  sandstone  quarries,  17. 

Slaim  limestone  auarries,  71. 

71. 
47. 
71. 
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fl. 

carbon  in, 

452 ;  char- 
B   of,    338; 


Carrickcocc^h 

Carrickreagh  sandstone 

Carrigacrump  limestone 

Carton  pierre,  249. 

Case-hardening,  309. 

Cashel  limestone  quarries, 

Cast  iron,  264  ;  amount  oi 
261,  337  ;  cement, 
acteristics   and    uses' 
chilled,     266;     corij^cosion     of, 
335  ;     effect    of    reipieafced    le- 
mel  tings  and    tempenP^ture    on 
strength    of,    316;    eljTecta    of 
arsenic  upon,   263,   of^  carbon, 
261,     of     copper,      **!63,      of 
manganese,     phosphonm^.a,     and 
sulphur,      262,     of     tiltanium, 
263  ;    elastic    limit    of,  ^331 ; 
factor  of  safety  for,  326  ;  gtrey, 
265;     how     obtained,     2e^^5; 
influence    of    various    circu] 
stances  upon    the  strength  of,^ 
316 ;    malleable,     266,     338 ;      "^^ 
Matheson's    remarks    on    tests 


\ 


INDEX, 


479 


for,  272  ;  mottled,  266 ;  pipes, 
examinations    of    castings    of, 
271;  preservation  of,  by  paint- 
ing,   336,    Dr    Angus   Smith's 
process     of    preserving,    ?  336 ; 
properties    of,  '  354  ;    strength 
of,    315 ;    tests   for,     271  ;    to 
distinguish    grey    from    white, 
265  ;   toughened,  266  ;   weight 
of,  357  ;  white,  265  ;  working 
stresses  f^,  327. 
Cast  lead,  341. 
„  nails,  457. 
„  rough,  247. 

„  steel,  303 ;  crucible,  303 ;  brands 
on  crucible,  313  ;  for  chisels, 
325  ;  forging,  333  ;  strength 
of,  320. 
Casterton  limestone  quarries,  68. 
Casting,    contraction   of    metals   in, 
355  ;   in  loam,    268  ;    in   sand, 
267  ;  pipes,  268. 
Castings,    267-272  ;    description   of 
pig  iron  for,  266  ;   examination 
of,   271  ;   form   of,  269  ;    Mitis 
wrought  iron,  289. 
Castlecary  sandstone  quarries,  41. 
Castlehill  „  „        46. 

Castle  wellan  granite        „        21. 
Catcraig  sandstone  „        41. 

Cathedral  glass,  443 ;  patent  rolled, 
sanded       sheet,       and      sheet, 
443. 
Catlow  sandstone  quarries,  41. 
Caustic  lime  defined,  145. 
Cedar,  372  ;  appearance,  characteris- 
tics, market  forms,  and  uses  of, 
373 ;    brands   on,   387 ;    weight 
and  strength  ofj  404. 
Cefh  sandstone  quarries,  40. 
Celestial  blue,  414. 
Cement,  Atkinson's,  159,  202  ;  burn- 
ing,    191  ;     Calderwood,     159  ; 
cast  iron,  452  ;  clinker,  Portland, 
193;  East  Kilbride,  159  ;  effect 
of     fine     grinding,     166  ;     for 
attaching  hair  felt  to  boilers,  455 ; 
Harwich,  158 ;   Keating's,  243  ; 
Eeene's,    243 ;    kilns,    Portland, 
191,    Roman,    192 ;    lias,    244 ; 


Martin's,  243  ;  means  for  testing 
tensile  strength  of,  182  ;  Medina, 
158,  201  ;  metallic,  244  ;  mix- 
ture of  lime  and,  198 ;  mortar, 
208 ;  mortar  made  from  given 
quantities  of  cement  and  sand, 
205;  mould,  split,  182;  Mul- 
grave's,  169 ;  nodules,  167  ; 
Parian  or  Keating's,  243  ;  Par- 
ker's, 157;  Portland,  160-182, 
203,  243  ;  quantity  required  for 
'  mortar,  205  ;  quick  and  slow  set- 
ting rust,  452 ;  Robinson's,  244  ; 
Roman,  157,  462  ;  rust  or  cast 
iron,  243  ;  Scotfs,  179,  201  ; 
selenitic,  179 ;  selenitic  for  mortar, 
206  ;  Sheppy,  168  ;  should  be 
used  for  important  works,  198  ; 
stones,  composition  of,  before  cal- 
cination, 149 ;  containing  clay, 
232  ;  stones  or  nodules,  167  ; 
storing  Portland,  176  ;  storing 
Roman,  168  ;  strength  of  Port- 
land, 171,172,  177,  178;  stucco, 
Portland,  244 ;  stucco,  John's, 
244  ;  testing  machines,  176, 
182-187  ;  tests  for  Portland,  162- 
176  ;  to  be  used  in  mortar,  197 ; 
weight  of,  256  ;  Whitby,  169. 

Cementation,  302. 

Cementing  material  to  be  used  for 
concrete,  217. 

Cements,  166-194  ;  action  of  foreign 
constituents  in,  230  ;  analysis  of, 
239,  241  ;  artificial,  169,  241  ; 
classification  of  limes  and,  148  ; 
dangerous,  194 ;  effect  of  sand  in 
mortars  made  from  various,  201  ; 
hydraulic,  containing  clay,  232  ; 
natural,  156  ;  strength  of,  159, 
171,  172,  177,  178,  181  ;  used 
as  plasters,  242  ;  weight  of,  266. 

Cenfas  sandstone  quarries,  41. 

Chain  iron,  287  ;  price  of,  and  extras 
charged  for,  294. 

Chairs  for  drain  pipes,  132. 

Chalk  for  concrete,  211 ;  lime,  grey, 
165,  white,  strength  of,  181  ; 
lower,  limestone  quarries,  67 ; 
strength  of,  81  ;  used  in  manu- 
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facture  of  Portland  cement,  160 ; 
weight  of,  84. 

Chance's  artificial  Btone,  76. 

Channel  bricks,  119. 

„       iron,  285  ;  forgetests  for,  282. 

Charcoal  plate,  287,  348. 

Charlbury  limestone  quarries,  68. 

Charlton  white,  424. 

Chamwood  granite  quarries,  18. 

Charring  timber,  394. 

Cheesewring  granite,  colour,  quarries, 
weight  of,  and  where  used,  18. 

Chelura  terebrans,  or  wood- boring 
shrimp,  401. 

Chemical  analysis  of  a  brick  or  a 
brick    earth,    143 ;    of 
Chilmark  stone,  64  ;  of 
limes  and  cements,  241. 
„  composition  of  a  building 

stone,  2  ;  of  Mansfield 
stone,  66;  of  Portland 
stone,  60. 

Chemical  test  for  limes  and  cements, 
239. 

Cherry  and  Wade's  roofing  tiles,  1 40. 

Chestnut,  377  ;  appearance,  charac- 
teristics, and  uses  of,  377  ;  pur- 
poses for  which  it  is  useful,  403  ; 
resistance  of,  to  crushing,  405  ; 
weight  and  strength  of,  404. 

Chilled  iron,  266. 

Chilmark  limestone,  63  ;  absorption 
of,  83  ;  buildings  in  which  used, 
64 ;  chemical  analysis  o^  64  ; 
colour  of,  67 ;  general  bed,  64 ; 
quarries,  64,  67 ;  resistance  of,  to 
crushing,  81  ;  tensile  strength  of, 
82  ;  Scott  or  Brown  bed,  64  ; 
strength  of,  64,  81,  82;  trough 
or  hard  bed,  64  ;  weight  of,  67 ; 
working  of,  64. 

Chimney  fine  pipes,  136. 
„         pots,  136. 
„        terminals,  Billing's,  136. 

Chinese  blue,  414  ;  lake,  416  ;  red, 
416  ;  yellow,  415. 

Chisels,  cast  steel  for,  325. 

Chloritic  granite,  15. 

Chrome  green  and  orange,  417 ;  yel- 
lows, 414. 


Chromium  or  chrome  steel,  306. 

Chudleigh  marble  quarries,  52. 

Chuffs,  105. 

Churchtown  limestone  quarries,  72. 
„  marble  „        54. 

Cilgwyn  slate  quarries,  31. 

Cinder  iron,  264. 

Cinders  as  a  substitute  for  sand,  196. 

Cinnabar,  416. 

Clamp,  building  the,  95  ;  burning 
bricks,  95  ;  burnt  bricks,  classifi- 
cation of,  104,  method  of  distin- 
guishing, 111,  comparative  ad- 
vantages of  kiln  and,  99  ;  illus- 
trations of,  97. 

Clamps  for  burning  bricks,  94  ;  for 
lime,  188. 

Clap  boarding  oak,  376. 

Clare  Castle  limestone  quarries,  72. 

Claridge's  patent  asphalte,*251. 

Clasp  nails,  458  ;  cut  and  wrought, 
458  ;  size  and  weight  per  1000, 
461. 

Clay,  burnt,  as  a  substitute  for  sand, 
195  ;  defined,  232  ;  digging  and 
weathering,  90  ;  composition  of^ 
for  cements,  233,  236  ;  cement 
stones  containing,  234;  for  mak- 
ing firebricks,  analysis  of,  122  ; 
hydraulic  limes  and  cements  con- 
taining, 232  ;  in  limestones,  hy- 
draulic properties  of,  147;  iron- 
stone, 257  ;  machines,  dry,  94, 
plastic,  93  ;  nature  of,  for  terra 
cotta,  125  ;  proportion  of,  in  hy- 
draulic limes  and  cements,  232  ; 
quantity  required  for  making 
bricks,  91  ;  selenitic,  180  ;  slate, 
24  ;  used  in  manufacture  of  Port- 
land cement,  160,  161  ;  wares, 
miscellaneous,  134. 

Clays  for  brickmaking,  87  ;  calcare- 
ous, mild  and  strong,  87  ;  pure 
or  foul,  87,  88. 

Cleaning  old  paint,  436. 

Clear  cole,  450. 

Clearing  brick  earth  from  stones,  90. 

Cleavage,  planes  of,  in  slates,  24. 

Clee  Hill  granite  quarries,  18. 

Clench  nails,  rose,  458. 
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Clichy  white,  407. 

Clifden  marble  quarries,  64  ;  serpen- 
tine quarries,  84. 
Cliff  wood  sandstone  quarries,  45. 
Clift  Hill  granite  quarries,  1 8. 
Clinker  from  brick  kilns  as  a  substi- 
tute for  sand,  196. 
„        Portland  cement,  193. 
Clinkers,    adamantine,    Dutch,    and 
terro- metallic,    109 ;    size    and 
weight  0^  112. 
Clinterty  granite  quarries,  20. 
Clipsham  limestone  quarries,  68. 
donakilty  slate  quarries,  32. 
ClonmacnoiBe  marble  quarries,  64. 
Clorhann  limestone  ,|        72. 

Cloth,  glass,  467. 
Clout  nails,  469  ;  size  and  price  of, 

461. 
Clouts,  countersunk,  469. 
duster-fruited  oak,  373. 
Coach  screws,  464. 
Coal  measure  sandstones  and  grits, 

quarries,  41-47,  48. 
Coal  tar,  454  ;  pitch,  253. 
Coarse  stuff,  246. 

Coating  lead  pipes  to  prevent  poison- 
ing, 343. 
Cobalt  blue,  414. 
Cobo  granite  quarries,  18. 
Coburg  varnish,  white,  434. 
Cogans  Field  limestone  quarries,  72. 
Coignet's  B^ton  agglom^r^,  220. 
Coke,  from  gasworks  used  for  concrete, 

211;  plate,  348. 
Colcerrow  granite  quarries,  18. 
Colcothar,  408. 

Cold  blast  and  cold  blast  iron,  268,259. 
„     extreme,  effect  of,  on  iron  and 

steel,  332. 
„     forge  tests  for  iron,  280,  281. 
„     rolled  iron,  276. 
„     short  iron,  276. 
„     shut,  268. 

„     tests  for  Landore  steel,  311. 
Cole  Hill  marble  quarries,  62. 
Collars  for  drain  pipes,  130. 
CoUey  sandstone  quarries,  39. 
Colombo   breakwater,  concrete  used 
at,  216. 
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Coloured  distemper,  256. 
glass,  444. 

lead  paints,  420 ;  paints  and 
pigments  for,  422. 
Colouring  and  whitening,  254. 
„         bricks,  120. 

common,  cream,  fawn,  and 

buff  or  stone,  264. 
pigments  for  paints,  407, 
413-417. 
Colours  and  temperature  for  steel,  307. 
„      flashed,  for  glass,  444. 
„      for  wall  papers,  446. 
„      pigments  for  common,  422 ; 
for  superior,  423. 
Colophony  or  common  rosin,  430. 
Colton  Hill  sandstone  quarries,  40. 
Columns  of  brickwork,strength  of,  116. 
Colwich  sandstone  quarries,  40. 
Combe  Down  limestone  quarries,  60, 

68. 
Combined  process  of  preserving  tim- 
ber, 396. 
„         smoke  and  air  flue,  136. 
Common  iron,  or  merchant  bar,  274  ; 

brands  on,  298. 
Compact    limestone,   66 ;    uses    and 

weight  of,  66. 
Comparative  advantages  of  hot  and 

cold  blast  iron,  269. 
,1  advantages  of  kiln  and 

clamp  burning  bricks, 
99. 
Compass  bricks,  116. 
„        timber,  366. 
Composition,  chemical,  of  stones,  2  ; 
nails,  469 ;  nails,  size  and  price  per 
1000,  461  ;  of  fireclay,  121  ;  of 
granite,  13 ;   of  limestones,  49  ; 
ornaments  in  plaster,  249 ;  tubing, 
weight  of,  347,  348  ;   of  sand- 
stones, 34;  of  various  alloys,  360 ; 
of  various  lime  and  cement  stones 
before   calcination,  149-161 ;   of 
white  paint  to  cover  100  yards, 
419. 
Compositions,  Szerelmey's  iron  paint, 
liquid  enamels,  and  stone  compo- 
sition,  427. 
Compressed  steel,  "Whitworth's,  306 ; 
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tensile  Btrengtli  and  ductility  of^ 
323. 

Compression,  resistance  of  bricks  to, 

115. 
resistance  of  concrete  to, 

221. 
resistance   of   firebricks 

to,  124. 
testing  by,  170. 

Concrete,  210-222 ;  aggregate  for, 
210 ;  Bodmer's,  109  ;  bricks, 
109  ;  Wood's  patent,  110;  bulk 
of,  produced  from  given  quantity 
of  materials,  218  ;  cementing  mar 
terial  to  be  used  for,  218  ;  expan- 
sion of,  219 ;  experiments  on  the 
resistance  of,  to  compression,  221 ; 
iron,  222;  laying,  216;  lead,  222; 
matrix,  210;  mixing,  214;  mix- 
ing machines,  226  ;  plastic,  217; 
proportion  of  ingredients  for 
making,  212;  proportion  of  in- 
gredients used  on  various  works, 
212,215;  selenitic,  219;  strength 
of,  221  ;  tar,  222 ;  uses  of,  220. 

Concrete  -  mixers,  American,  229  ; 
Carey-Latham,  229  ;  inclined  cy- 
linder, 225  ;  Le  Mesurier's,  227  ; 
Messent's,  226  ;  Ridley's,  229  ; 
Stoney's,  229. 

Coney  Warren  sandstone  quarries,  41. 
*  Cong  limestone  quarries,  72. 
„     sandstone        „        47. 

Coniston  slate  quarries,  31. 

Connemara  marble  or  serpentine,  34. 

Continental  marble  quarries,  55. 

Continuous  system  of  kilns  for  lime- 
burning,  188. 

Contraction  of  wrought  iron,  275  ;  of 
metals  in  cooling  or  casting,  355. 

Conversion  of  timber,  396-400  ;  of  fir 
and  oak,  400. 

Converter  used  in  Bessemer  process, 
304. 

Cook's  Folly  sandstone  quarries,  46. 

Cooling,  contraction  of  metals  in, 
355 ;  steel,  308. 

Coolness,  test  for,  in  Portland  cement, 
174. 

Copal,  431  ;  varnishes,  433,  434. 


Coping  bricks,  119. 

Copings  for  platforms  and  wing  walls, 
119. 

Copper,  339 ;  arsenite  of,  test  for, 
446  ;  effect  o^  on  iron  and  steel, 
263 ;  market  forms  of,  340 ;  nails, 
459  ;  nails,  size  and  weight  of, 
461 ;  ores  of,  339  ;  oxidation  and 
corrosion  of,  340 ;  properties  o^ 
339,  354 ;  sheet,  340 ;  tinned, 
348  ;  uses  of,  339  ;  weight  of 
sheet,  340,  357 ;  wire  cord,  340 ; 
wire-covered  steel  ribbon  sash  line, 
340. 

Copperas  as  a  drier  for  paint,  412; 
white,  431. 

Coralline  oolite  limestone  quarries,  67. 

Cord,  copper  wire,  working  loads  for, 
340. 

Cordes*  patent  wrought  nails,  size 
and  weight  per  1000,  461. 

Core  for  casting,  268. 

Cork  paint,  granulated,  429. 

Corkbarked  elm,  379. 

Comgrit,  60. 

Cornice  bricks,  full,  hollow,  and 
moulded,  118. 

Cornish  granites,  16  ;  resistance  of,  to 
crushing,  81. 

Corrennie  granite,  20. 

Corrosion  and   preservation   of  iron 
and  steel,  335. 
„  of  copper,  340. 

Corrugated  sheet  iron,  288. 

Corrugated  tiles,  139;  improved,  139. 

Corsehill  sandstone  quarries,  40. 

Corsham  Down  stone,  60. 
„        Ridge      „      60. 

Cost  of  terra  cotta,  127. 

Cotton,  silicate,  457. 

Countersunk  clouts,  459  ;  size  and 
weight  per  1000,  461. 

Countess  slates,  cost,  size,  and  weighty 
etc,  of,  27  ;  thickness  of^  28. 

Courses,  damp-proof,  135. 

Cove  granite  quarries,  20. 

Cowdie  or  Cowrie  pine,  373 ;  ap- 
pearance, charactenstics,  and  usea^ 
373. 

Coxbench  sandstone  quarries,  41. 
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Craig  Dhu  slate  quarry,  31. 

Craig  sandstone  quarries,  40. 

Craigleith  sandstone,  absorption,  83  ; 
composition  of,  38  ;  colour,  quar- 
ries, and  weight  of,  42 ;  resistance 
of,  to  crushing,  82  ;  tensile 
strength  of,  82. 

Craignair  (Dalbeattie)  granite  quar- 
ries, 20. 

Crawlout  sandstone  quarries,  42. 

Crease's  paints,  429. 

Creetown  granite  quarries,  20. 

Creosote,  454. 

Creosoting  timber,  394. 

Cretaceous  formation  quarries,  39,  67. 

Crookes  „  „        42. 

Crighton  limestone  „        71. 

Crosdoney  granite  „        21. 

Crossdown  limestone       „        72. 

Crossland  Hill  sandstone  quarries,  42. 

Crown  glass,  438;  characteristics, 
qualities,  and  sizes  of,  439 ; 
market  forms  of,  quantity  in 
crates,  and  thickness  of,  438. 

Crucible  cast  steel,  303  ;  brands  on, 
313  ;  characteristics  and  uses 
of,  304  ;  Heath's,  Heaton's,  and 
Mushefs  processes  of  making, 
304. 

Crumpwood  sandstone  quarries,  40. 

Crushed  stones  as  a  substitute  for 
sand,  195. 

Crushing  across  the  fibres  of  timber, 
resistance  to,  405. 

Crushing  strength  of  cast  iron,  315  ; 
of  firebricks,  124  ;  of  steel,  313  ; 
of  stone,  11,  81  ;  of  wrought 
iron,  319. 

Crystal  varnish,  435. 

Crystallised  tin  plate,  348. 

Cuba  or  Spanish  mahogany,  381. 

Cullipool  slate  quarries,  32. 

Cunli£fe  Blue  sandstone  quarries,  42. 

Cunliffe  stone,  strength  of,  82. 

Cupolas  for  burning  bricks,  103. 

Cupshakes  in  timber,  361. 

Curf,  8,  60,  62  ;  description  of,  62  ; 
position  in  quarry,  7,  61. 

Cut  nails,  457  ;  clasp,  458  ;  size  and 
weight  per  1000,  461. 


Cutters,  bricks,  103,  104 ;  price  of, 
105. 

Cwmorthen  Slate  Company's  quarries, 
31. 

Cylinder  glass,  440. 

Cylinder,  inclined,  for  mixing  con- 
crete, 225,  226. 

Cypress,  373. 

D 

Dacreback  sandstone  quarry,  46. 
Dalbeattie  granite  quarries,  20  ;  slate 

quarries,  32. 
Dalkey  granite  quarries,  21. 
Dalmore 


I) 


n 


20. 


Dammar,  gum  for  varnish,  431. 
Damp  blue,  414. 

„     proof  courses,  135. 
„     walls,  how  prepared  for  paper- 
ing, 447. 
Dancing  Cairn  granite  quarries,  20. 
Dangerous  limes  and  cements,  194. 
Dantzic  oak,  375  ;  appearance,  mar- 
ket forms,  and  uses  of,  375. 
,y         timber,    366  ;     appearance, 
characteristics,  and  market 
forms    of,    366 ;    different 
purposes   for   which    it  is 
used,  409  ;  weight,  streugth, 
etc.,  of,  404. 
Dark  drying  oil,  411. 
Darley  Dale  sandstone,  quarries,  42  ; 

resistance  of,  to  crushing,  81. 
Dartmoor  granite,   resistance   of,   to 

wear,  84,  to  crushing,  81. 
Dead-burnt  lime,  194. 
Dead  load,  definition  of,  467. 
Deals,  American,  marks  and  brands 
on,     387  ;     Baltic,    marks    and 
brands  on,  385  ;  cut  and  whole, 
364 ;      Russian     and      Finland, 
marks    and    brands    on,     385  ; 
Swedish,  marks  and  brands  on, 
385  ;   value  of,   and  method  of 
measuring,  387 ;  varieties  in  gene^ 
ral  use,  367. 
Dean,  Forest  of,  stone,  37. 
Decay  of  timber,  391-393. 
Defects  in  timber,  cupshakes,  heart- 
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shakes,  and  starshakes^  361  ; 
doatiness,  foziness,  rind-gall, 
twisted  fibres,  and  upsets, 
362. 

Defects  in  wroaght  iron,  cold  shorty 
275  ;  red  or  hot  short,  276. 

Deflection,  definition  of  term,  470. 

Degree  of  heat  for  hardening  steel, 
308. 

Delabole  Slate  Company's  quarries, 
31. 

Delank  granite  quarries,  18. 

Delicate  tints,  422  ;  pigments  for,  423. 

Delta  metal,  349. 

Dennett's  fireproof  material,  249. 

Dent  marble  quarries,  62. 

Derbyshire  stone,  strength  o^  82. 

Desiccation  of  timber,  390. 

Destruction  of  timber  by  worms  and 
insects,  401. 

Detection  of  dry  rot,  393. 

Devonian  limestone  quarries,  71. 

Devonshire  granite,  16. 

Diamond  rough  plate  glass,  443. 

Dinas  firebricks,  123 ;  analysis  of 
clay  for,  122  ;  resistance  to  com- 
pression, absorption,  and  weight 
of,  124. 

Dinorwic  slate  quarries,  31. 

Diphwys  Casson  slate  quarries,  31. 

Dirt  bed,  position  of,  in  quarry,  7, 
61. 

Disintegrated  basalts,  granites,  and 
schists  as  substitutes  for  sand, 
196. 

Distemper,  264 ;  coloured,  255  ; 
white,  254. 

Distinction  in  appearance  between  dif- 
ferent classes  of  wall  paper,  445. 

Doatiness  in  timber,  362. 

Dod,  mould  for  pipes,  130. 

Dog  nails,  459  ;  size  and  weight  per 
1000,  461. 

Dolomite,  description  of,  58. 

Donaghmore  sandstone  quarries,  47. 

Doneraile  marble  quarries,  54. 

Dorothea  slate  quarries,  31. 

Double,  angle  iron,  286 ;  cant  bricks, 
118 ;  headed  rail,  286 ;  junc- 
tions for  pipes,   132  ;  roll  tiles. 


139;  shear  steel,  brands  on,  3 1 3  ; 
size,  449. 

Doubles  or  block  tin,  348. 

„         slates,  size,  weight,  etc.,  of, 
27  ;  thickness  o^  28. 

Douglas  or  Oregon  pine,  373. 

Doulting  (Old  Down)  limestone  quar- 
ries, 68. 

Dowdeswell  limestone  quarries,  68. 

Dowlais  fireclay,  121,  122. 

Drab  bricks,  108. 

Dragon's  blood  for  varnish,  431. 

Drain,  bricks,  119  ;  pipes,  agricultu- 
ral, 130. 

Draw-kilns  for  burning  lime,  188. 

Dressed  bricks,  94. 

Dressing,  granite,  15  ;  ore,  257. 

Drewsleighton  marble  quarries,  52. 

Driera  for  paints,  407,  412  ;  for  var- 
nishes, 431  ;  patent,  413  ;  pre- 
cautions in  using,  413. 

Drogheda  limestone  quarries,  72. 

Drop  lake,  416. 

Drumabum  slate  quarries,  32. 

Drumbane  sandstone  „      47. 

Drumkeegan      „         „      47. 

Diy  clay  machines,  94. 
floated  deals,  370. 
rot,  392  ;  detection  o^  393. 
tiles,  142. 

Drying   bricks,   92 ;  in   sheds,   92 ; 
out  of  doors,  93. 
oil,  409  ;  dark,  411. 
oils,  409  ;  for  common  work, 
411;    non- drying,     409; 
dark,  411  ;  pale,  411. 

Dublin  limestone  quarries,  72. 

Duchess  slates,  size,  weight,  eta,  of, 
27  ;  thickness  of,  28. 

Ductility,  definition  of  term,  470  ;  of 
cast  iron,  314  ;  of  cast  steel,  321 ; 
of  iron,  314  ;  of  malleable  iron, 
318  ;  of  Landore  steel,  323  ; 
of  steel,  319,  321  ;  of  steel 
plates  and  bars,  322  ;  of  wrought 
iron,  317,  319. 

Duffield  Bank  sandstone  quarries,  42. 

Duke's  sandstone  quarries,  42 

Dunamase  limestone  quarries,  72. 

Dundee  sandstone,  strength  o^  81. 
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Dondoy  sandstone,  Btrength  of,  68. 
Diingannon  sandstone     „  47. 

Dungloe  granite  „  21. 

Dunkerrow  sandstone     ,,  64. 

Dunkit  limestone  „  72. 

Donmore  sandstone        „  42. 

Durability  of  building  stone,    2  ;  of 

terra  cotta,  126. 
Durable  in   wet    x>ositions,   timber, 

403. 
Duramen  or  heart  wood,  359. 
Durmast  oak,  374. 
Dusky  ant,  destruction  of  timber  by, 

402. 
Dust  bricks,  108. 
Dutch  clinkers,  109  ;  size  and  weight 

of,  112. 
Dutch  elm,  379. 

„     gold  leaf,  451. 

„     kiln,  98. 

„     pink,  416. 

„     white,  408. 
Dyce  granite  quarries,  20. 

E 

Earth  for  brickmaking,  characteristics 
of  different  kinds,  88  ;  composi- 
tion of  good,  88  ;  constituents  of, 
85 ;  practicid  classification  of,  87  ; 
preparation  of,  90. 
Earthenware,  unglazed,  128. 
Easdale  slate  quarries,  32. 
East  Kilbride  cement,  159. 
EccleshiU  sandstone  quarries,  42. 
Economy   of   fuel  with  Hoffinann's 

kiln,  102. 
Effect  of  annealing  steel  plates,  325. 
„     of  carbon  upon  cast  iron,  261. 
„     of  different  processes  and  cir- 
cumstances on    strength    of 
steel  and   of  wrought   iron, 
319,  324. 
„     of  mixing  different  brands  of 

iron,  317. 
„     of   fine  grinding  on  cement^ 

166. 
„     of  rolling  iron,  274. 
y,    of  temperature  on  strength  of 
cast  iron,  316. 


Effect  of  temperature  on  strength  of 
wrought  iron,  319. 
„     of  tempering  steel,  324. 
Effects  caused  by  different  degrees  of 
calcination  of  lime  and  cement 
stones,  234. 
Efflorescence  on  walls,  238  ;  appear- 
ance, composition,  causes,  disad- 
vantages of,   and  remedies   for, 
238. 
Elastic  limit)  defined,  329,  461  ;  of 
cast  iron,  wrought  iron,  and  steel, 
331  ;  of  cast  steel,  319  ;  raised 
by  different  processes,  330 ;  raised 
by  stretching,  331. 
Elasticity,  defined,  469 ;  limit  o^  329, 

331  ;  modulus  of,  defined,  469. 
Elemi,  gum  for  varnish,  431. 
Elland  Edge  sandstone  quarries,  42. 
Elm,  378 ;  age  for  felling,  360 ;  pur- 
poses for  which  it  is  useful, 
403;  resistance  of,  to  shear- 
ing, 405. 
„    Canada    Rock,   379    ;    weighty 

strength,  etc.,  of,  404. 
„    Corkbarked,  379. 
„    Dutch,  379. 

yy    English,  common  or  rough-leaved, 
378 ;    appearance   and   char- 
acteristics,  378  ;    uses,    379  ; 
weight,  strength,  eta,  of,  404. 
„    Wych,  379. 
ELswick  sandstone  quarries,  42. 
Elvan,  22. 

Embossed  glass,  443. 
Emerald  green   as  a  colouring  pig- 

ment)  417. 
Emery,  cloth,  x>aper,  457. 
Emperor's  Bed   marble  quarries,  55. 
Empresses  slates,  size,  weight,  etc,  of, 

27. 
Enamel  paint,  426. 
Enamelled  bricks,  109  ;  glass,  443  ; 

glass  stained,  443  ;  slates,  29. 
Enamelling    paint,   Griffith's  patent 

silicate,  427. 
Enamels,  Szerelmey's  liquid,  427. 
Encallow,  encallowing,  defined,  90. 
Encased    pipes,  lead,    343 ;    weight 
and  strength  of,  344. 
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Encaustic  tiles,  mannfiacture  o^  141 ; 

inferior,  142. 
Encrinal  marble,  51. 
Ends  of  timber,  364. 
England,  varieties  of  marble  in,  61. 
English  elm  (see  Elm),  378. 
„      granites,  18,  19. 
„      papers  for  walls,  446. 
„      quarries,  granite,  18  ;    lime- 
stone, 67-71  ;  marble,  62  ; 
sandstone,    39-47   ;   slate, 
31. 
„      serpentines,  34. 
„      slates,  30,  31. 
Enny  Vale  sandstone  quarries,  47. 
Enrichments  in  plaster,  248. 
Essential  oils,  409. 
Evils  of  fat  lime  mortar,  197. 
Examination   of  castings,    271  ;    of 

sand,  196;  of  stone,  11. 
Expansion  of  concrete,  219. 
Experiments    on    iron,     Eirkaldy's, 

277. 
„  on  resistance   of    con- 

crete  to  compression, 
221. 
^  on  steel  by  Committee 

of    Civil     Engineers, 
320. 
Extract   of  lethirium   for   removing 

paint,  436. 
Extras  charged  on  British  iron,  291- 

294  ;  on  steel  plates,  312. 
Extreme  cold,  effect  of,  on  iron  and 
steel,  332. 

F 

Facility  for  working  stone,  5. 
Facing  bricks,  Lancashire  red  pressed, 
109. 

„     paviors,  description  and  price 
of,  105. 
Facings^  wall,  135. 
Factor  of  safety  defined,  467. 
Factors  of  safety  for  cast  iron,  wrought 

iron,  and  steel,  326. 
Faija's  testing  machine,  186. 
Fairbaim's  remarks  on  hot  and  cold 

blast  iron,  269. 


Falling  weight  or  impact  test  for  iron, 

283. 
False  permanent  set,  330. 
Fancy  iron,  286. 

Fareham  red  bricks,  108;  resistance 
of,  to  compression,  115  ;  size  and 
weight  of,  112. 
Farleigh  Down  limestone,  60  ;  quar- 
ries, 68. 
Farm  Gate  (Moyour)  limestone  quar- 
ries, 72. 
Farren  limestone  quarries,  72. 
Fatigue  of  iron,  330. 
Fat  lime,  154  ;  mortar  made  from, 
230,  evils  of,  198. 
„    limes,  148,  152,  164,  230  ;  cal- 
cination of,  230  ;  composition  of, 
149  ;  precautions  in  using,  152; 
setting  of,  230  ;  should  only  be 
allowed  in  inferior  work,  197  ; 
slaking  of,  230  ;  stained,  152  ; 
uses  of,  152. 
Feebly  hydraulic  limes,  149;  beha- 
viour   in    slaking    and    setting, 
154. 
Felling    timber,  age  for,   359  ;  oak, 

time  of,  375. 
Felsite,  22. 
Felspar  in  granite,  13,  14  ;    weight 

of,  84. 
Felspathic  sandstones,  36. 
Felstone  porphyry,  22. 
Felt,  455  ;    asphalted  roofing,  456  ; 
hair,  inodorous  bitumen  and 
sarking,  465  ;    tarring    and 
painting,  456. 
„     or  silver  grain  in  timber,  358. 
Fermoy  limestone  quarries,  72. 
Ferro-silicic  acid  as  a  preservative  for 

stone,  80. 
Ffestiniog  quarries,  31. 
Fibres,  twisted  in  timber,  362. 
Fibrous  asphalte,  455. 

„      plaster,  249. 
Fine  stuff  for  plastering,  245. 
Fineness  of  grit  for  Portland  cement, 

162. 
„  „     for  selenitic  cement, 

180. 
Fingask  granite  quanies,  20. 
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Finglas  limestone  qnarries,  72. 
Finland  deals,  368  ;  brands  on,  385. 
Fir,   Baltic,  marks  and.  brands  on, 

384  ;  conversion   of,  400  ;   bow 

imported,    365  ;    market  forms, 

364  ;    resistance  of,  to  crusbing 

across  tbe  fibres,  405 ;  resistance 

of,  to  sbearing,  405  ;  spruce,  363 ; 

timber,    classification     of,    363 ; 

weigbt,   strengtb,   etc.,   of,    404; 

white  or  spruce,  371. 
Fire,  protection  of  timber  from,  396. 
Firebricks,  120-128 ;   absorption  of, 

1 24 ;  analyses  of  different  clays 

for,  122  ;    description  of,    123  ; 

Binas,    123  ;   Guismuyda,    124  ; 

Kilmarnock,  123  ;  Le  Moor  and 

Narbertb,  124  ;  Newcastle,  123  ; 

resistance  of,  to  compression,  124 ; 

Stourbridge,  123;  weigbt  of,  124  ; 

Windsor  or  Hedgerly,  124. 
Fireclay  and  firebricks,  120-128. 

,y       composition  of,  121';  defined, 
120 ;    for    making  terra 
cotta,  125  ;  grain  of,  123  ; 
refractory,  120  ;    uses  of, 
in   building,   120;  ware, 
128  ;  wbere  found,  120. 
Fireproof  material,  Dennett's,  249. 
Fishponds  sandstone  quarries,  42. 
Fixed  oils,  409. 
Flagstones,  35. 
Flake  white,  407. 
Flare-burnt  Hme,  194. 
Flare  kilns  for  burning  lime,  189 ; 

description  of,  190. 
Flashed  colours  for  glass,  444 
Flasks  used  in  casting,  267. 
Flat-iron,   extras   charged  for,  291- 

294. 
Flat-bottomed  rail,  286. 
Flat-headed  screws,  463. 
Flaws,freedomfrom,  of  good  bricks,  110. 
Fleurs  in  ridge  tiles,  141. 
Flints  for  aggregate  of  concrete,  211. 
Flitch  plates,  287. 
Floated  deals,  370  ;  dry,  370. 
Flock  papers  for  walls,  445. 
Floors,  term  used  in  quarrying,  24. 
„       timber  useful  for,  403. 


Florentine  lake,  416. 

Flue  pipes,  chimney,  136. 

Flues,  combined  smoke  and  air,  136. 

Fluid,  marvel,  for  removing  old  paint, 

436  ;  soldering,  353. 
Fluted  sheet  glass,  440. 
Flux  used  in  melting  iron,  259. 
Fluxes  for  soldering  metals,  353. 
Foe  Edge  sandstone  quarries,  42.     ^ 
Foggintor  (Dartmoor)  granite  quarries, 

18. 
Force,   adhesive,   of  nails,   462 ;    of 

screws,  465. 
Foreign  gold  leaf,  451. 

„       substances  in  pig-iron,  260. 
Forest  of  Dean  sandstone,  37  ;  quar- 
ries, 42  ;  where  used,  38. 
Forge  iron,  263. 

„      tests  for  wrought  iron,  280. 
Forging,  333  ;  iron  and  steel,  333. 
Forgings,  form  given  to,  333. 
Form  of  castings,  269. 
Forms  of  sewer  pipes,  different,  131. 
Forss  sandstone  quarries,  46. 
Foudland  slate  quarries,  32. 
Foul  clays  for  brickmaking,  87,  88. 
Foundry  iron,  263. 
Foxiness  in  timber,  362. 
Foynes  limestone  quarries,  72. 
Fracture  of  sandstone,  36  ;  of  stone, 

11. 
Fractured  surface  of  steel,  to  judge 

quality  from,  310. 

„  „        of   wrought   iron, 

appearance      of, 
282. 
Frankfort  black,  414. 
Freeman's    "non- poisonous"    white 

lead,  424. 
Freemator  granite  quarries,  18. 
Freestone  defined,  35. 
French  greens,  417. 
nails,  459. 
oak,  376. 

papers  for  walls,  446. 
polish,  434. 
Fret  lead,  344. 

Frog  in  hand-made  bricks,  94. 
Fronts,  bright,  bricks,  description  and 

price  of,  105. 
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Fucata,  Lycoris,  402. 

Fuel,   economy   of,    by  Tuing   Hoflf- 

mann's  kiln,  102. 
„       required   for  burning  bricks, 

99  ;    limes    and    cements, 

193. 
Fulford  sandstone  quarries,  40. 
Furlough  granite         „         21. 
Igufiibility  defined,  470. 

a 

Gaewem  slate  quarries,  31. 
Gkilena,  341. 
Qalvanised  iron,  289. 
Galvanising  as  a  means  of  preserving 

iron,  335. 
Gangue,  269. 
Ganister,  304. 

Gardner^s  process  for  preserving  tim- 
ber, 396. 
Garl  bed  of  Kentish  Rag,  65. 
Garth  sandstone  quarries,  42. 
Gartley  slate  quarries,  32. 
Garvary  Wood  granite  quarries,  21. 
Gas   threads,  Whitworth's   standard, 

465. 
Gatherley  Moor  sandstone  quarries,  40. 
Gauge,  Birmingham  iron  wire,  sheet 

iron  and  wire,  355  ;  metal,  357  ; 

Whitworth's  standard  wire,  356  ; 

zinc,  346. 
Gauged  stuff  for  plastering,  246. 
Gauges  for  wires  and  metals,  355-357. 
Gault  bricks,  107 ;  absorption  of,  1 14 ; 

resistance  of,  to  compression,  115. 
Gazeby  sandstone  quarries,  42. 
Gedge's  metal,  composition  of^  350. 
General   bed,  Chilmark   stone,    64 ; 

strength  of^  64. 
General  remarks  on  burning  lime,  192. 

on  glass,  437. 
on  stone,  1. 
on  tests  for  wrought 
iron,  276. 
Geological  position  of  Bath  stone,  59. 
German  plate  glass,  440. 
steel,  306. 
vermilion,  416. 
Giallo  Antico  marble  quarries,  55. 
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Giffneuk  or  Gifnock  sandstone,  ab- 
sorption of,  83  ;  quarries,  43  ; 
resistance  of^  to  crushing,  81. 

Gilding  ironwork,  337. 

Gillogue  limestone  quarries,  72. 

Gipton  Wood  sandstone  quarries,  43. 

Girder  iron,  rolled,  285. 

Glammis  sandstone  quarries,  46. 

Glandore         „  „         47. 

Glannan  marble  „         54. 

Glascote  (Tamworth)  fireclay,  analysis 
of,  122. 

Glasgow  fireclay,  analysis  of^  122. 

Glass,  437-444  ;  blown  plate,  441 ; 
British     plate,     441  ;      British 
polished     plate,     442 ;     British 
sheet,'    440 ;     cathedral,     443 
coloured,     444 ;     crown,     438 
cylinder,   440 ;   embossed,   443 
enamelled  and  stained  enamelled 
443  ;   flashed   colours   on,  444 
fluted  sheet,  440 ;  general  remarks 
on,    437 ;    German   plate,  440 ; 
ground,  443 ;  interception  of  light 
by,  444  ;  obscured,  443  ;  patent 
diamond  and  quarry  rough  plate, 
443 ;    patent  plate,    441  ;    per- 
forated, 443  ;  polished  plate,  442 
rough  cast  and  rolled  plate,  442 
sheet,    439,   440 ;   slates,    444 
tiles,  444. 

Glazes  for  clay  wares,  opaque,  130 ; 
transparent,  129. 

Glaziers'  brads  or  sprigs,  459. 
„         putty,  452. 

Glazing,  clay  wares,  129  ;  lead  and 
salt,  129. 

Glebe  sandstone  quarries,  48. 

Glenalmond  slate     „         32. 

Glencore  granite      „         21. 

Glencullen  granite  „         21. 

Glenshee  slate         „         32. 

Glentilt  marble       „         53. 

Glue,  448  ;  characteristics  of  good, 
448  ;  marine,  449  ;  preparation 
of,  448 ;  uses  and  strength  of, 
449. 

Glues  to  resist  moisture,  449. 

Gneiss,  22. 

Godstone  sandstone  quarries,  39. 
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Gold  leaf,  451  ;  Dutch,  foreign,  and 
pale,  451. 
„     paint,  Beasemer's,  451. 
„     size,  450 ;  bumifili,  450  ;  japan- 
ners',  413,  450  ;  oil,  450. 

Qraigue  limestone  quarries,  72. 

Grain  of  fireclay,  123  ;  of  sandstone, 
36  ;  of  slates,  25  ;  silver,  in  tim- 
ber, 358. 

Grains,  size  of,  in  granular  limestone, 
56. 

Granard  sandstone  quarries,  47. 

Granite,  13-21  ;  absorption  of,  83 ; 
bulkiness  of,  84 ;  characteristics 
of,  15  ;  chloritic,  15  ;  composi- 
tion of,  13  ;  Cornish  and  Devon- 
shire, 16  ;  disintegrated,  196  ; 
dressing,  15;  English,  18,  19; 
graphic,  15  ;  Guernsey,  16  ;  Irish, 
16,  21  ;  Leicestershire,  16 ;  por- 
phyritic,  15  ;  quarries,  principal, 
in  Great  Britain  and  Ireland,  18- 
21  ;  quarrying,  15  ;  resistance  of, 
to  crushing,  81  ;  resistance  of, 
to  wear,  84  ;  schorlaceous,  15  ; 
Scotch,  16,  20,  21  ;  strength  of, 
81  ;  syenitic,  14  ;  talcose,  15  ; 
true  or  common,  13  ;  uses  of,  16; 
varieties  of,  in  common  use,  16  ; 
weight,  18,  84. 

Granitic  paint,  427. 

Grant's  black,  414. 

Granular  limestone,  absorption  of,  57 
bulkiness  o^  84 ;  colour  of,  56 
composition  and  structure  of,  56 
natiiral  bed  of,  57 ;  shelly,  56 
size  of  grains,  56  ;  uses  of,  57 
varieties  of,  57  ;  weathering  qua- 
lities of,  56  ;  weight  of,  57,  84. 

Granulated  cork  painty  429. 

Graphic  granite,  15. 

Gravel  used  for  concrete,  211. 

Great   and    upper   oolite   limestone 
quarries,  68. 
Meadow  limestone  quarries,  72. 
rag  bed  of  Kentish  Rag,  65. 

Greaves'  Quarry  sandstone  quarries, 
44. 
„         slate  quarries,  31. 

Greencliff  sandstone  quarries,  45. 
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Green  Bag  bed  of  Kentish  Bag,  65. 
„     stains  on  white  bricks,  107. 

Greenheart,  382;  appearance  and 
characteristics  of,  382 ;  market 
forms  and  uses  of,  383 ;  weight, 
strength,  eta,  of,  404. 

Greenmore  sandstone  quarries,  43. 

Greens  for  colouring,  pigments,  417  ; 
Brighton,  Brunswick,  chrome, 
emerald,  French,  marine,  min- 
eral, mountain,  patent,  Prussian, 
Scheele's  verditer,  Vienna,  417. 

Greensand,  limestone  quarries  in,  67. 

Greenstone,  23. 

Greor  limestone  quarries,  72. 

Grey  cast  iron,  265 ;  to  distinguish 
from  white,  265. 
„     chalk  lime,   155 ;    weight  0% 
256. 

Griffith's  patent  silicate   enamelling 
paint,  427. 
„         patent  white  paint,  424. 

Grimshill  sandstone  quarries,  40. 

Grinding  clay  for  brickmaking,  90. 

Grinding,  fine,  effect  of^  on  cement, 
166. 

Grinshill  sandstone  /quarries,  43. 
„        stone,  strength  o^  82. 

Grit,  fineness  of,  for  Portland  cement, 
162;  for  selenitic  cement,  180. 

Grits,  35 ;  coal  measure  quarries,  41- 
46. 

Grizzle  bricks,  absorption  0%  114; 
description  and  price  of,  105. 

Grooby  granite  quarries,  18;  slate 
quarries,  31. 

Grosby  sandstone  quarries,  39,  43. 

Ground,  glass,  443 ;  lime,  203. 

Grout,  209. 

Grove  Height  sandstone  quarries,  43. 

Growth  of  trees,  358. 

Guernsey  granite,  16;  resistance  of, 
to  wear,  84. 

Guismuyda  firebricks,  124. 

Gum,  anim^  431 ;  dammar,  431 ; 
demi,  431 ;  resins,  430. 

Gums  used  for  varnishes,  430. 

Gun  metal,  348,  350 ;  composition 
of^  350;  properties  of,  354'; 
weight  of,  357. 
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Gunnislake  granite,  18 

Gutter  bricks,  119. 

Guy's  Cliffe  sandstone  quarries,  43. 

Gweslye  ^^ 

Gypsum,  242 


» 
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Hacking  bricks,  93. 
Hacks  for  drying  bricks,  93. 
Haematite  iron  ore,  red  and  brown, 
268. 
„        pig  iron,  296. 
Haerlem  blue,  414. 
Haines'  patent  lead-encased  pipes,  343. 
Hair  felt,  466  ;  cement  for  attaching 
to  boilers,  466. 
„    used  by  the  plasterer,  246. 
Half-socket  pipes,  131. 
Hall*s  hanging  wall  tiles,  141. 
Hamburg  lake,  416  ;  white,  408. 
Hamdon  Hill  limestone  quarries,  68. 
Hamelin's  mastic,  244. 
HamhiU  limestone,  strength  of,  81. 
Hand  masts,  364. 
„      mortar  mill,  226. 
„     moulding  bricks,  91. 
„     wrought  nails,  467. 
Handles,  timber  useful  for,  403. 
Handrail  screws,  464. 
Hard  bed,  Chilmark  stone,  64. 
„      oak  varnish,  434. 
„     paviors,  106  ;  price  of,  105. 
„      putty,  462. 

„      solders,  351, 362;  flux  for,  363. 
„      spirit    varnishes^    brown    and 

white,  434. 
„      steel,  306. 
„     stock  bricks,   description  and 

price  of,  106. 
„      wood,  363,  373 ;  classification 
of,  362. 
Hardening  and  setting  Portland  ce- 
ment, 176. 
and  tempering  steel  in  oil, 

309. 
case,  309. 
defined,  470. 

steel,    301,   307;   degree 
of  heat  for,  308. 
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Hardness  defined,  470. 

y,  of  slates,  25  ;  of  stone,  im- 
portance of,  5 ;  of  terra 
cotta,  126. 

Hardwood  lacquer,  434. 

Harmby  limestone  quarries,  70. 

Hartford  Bridge  sandstonequarries,  43. 

Harwich  cement,  158. 

Hassock  Hill  sandstone  quarries,  43. 
y,       in  Kentish  Rag,  64-66  ;  ab- 
sorption of,   83 ;    analysis 
of,  66 ;  quarries,  39 ;  un- 
fit for  external  work,  66. 

Hawksworth  Wood  sandstone  quar- 
ries, 43. 

Haydor  limestone  quarries,  68. 

Hayter,  Mr.,  on  concrete,  214. 

Haytor,  or  High  Tor,  granite  quarries, 
18. 

Header  and  Headstone  laying  beds  of 
Kentish  Rag,  66. 

Header  brick,  hollow,  117. 

Headington  limestone  quarries,  67. 

Heads,  tunnel  bricks,  119. 

Heale  granite  quarries,  18. 

Heartshakes  in  timber,  361. 

Heartwood,  369. 

Heat,  degree  of,  for  hardening  steel, 
308. 

Heath's  and  Heaton's  processes,  304. 

Heating  steel,  different  methods,  308. 

Heckwood  granite  quarries,  19. 

Heddon  sandstone,  absorption  of,  83  ; 
quarries,  43. 

Hedgerly  firebricks,  124 ;  analysis  of 
clay  for,  122. 

Hensborough  granite  quarries,  19. 

Herm  granite,  quarries,  19;  resist- 
ance of,  to  crushing  and  wear,  81, 
84. 

High  Rock  granite  quarries,  20. 
„     Tor         „  „        18. 

Hildenly  limestone  quarries,  68. 

Hill  o'  Fare  granite,  20. 

Hip  tiles  for  roofing,  141. 

Hoffmann's  kiln  for  burning  bricks, 
101 ;  advantages  and  disadvan- 
tages of,  102 ;  economy  of  fuel  by 
using,  102 ;  modifications  of,  103  ; 
size  and  produce  of^  102. 
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Holland  white,  407. 

HoUington  sandstone  qaairies,  40. 

Hollow  bricks,  117;  cornice,  118. 

Homogeneous  metal,  307. 

Honduras  mahogany,  380;  appear- 
ance, characteristics,  and  uses  of, 
380 ;  market  forms  of,  381  ; 
weight,  strength,  etc.,  of,  404. 

Honless  HiU  sandstone  quarries,  43. 

Honley  „  „         43. 

Hookstone  „  „        43. 

Hoole  limestone  „        72. 

Hoop  iron,  289;  extras  charged  on, 
292,  293 ;  price  of,  290 ;  widths 
and  gauges  of,  292. 

Hopton  sandstone  quarries,  43. 

Hop  ton  Wood  limestone,  quarries,  70 ; 
strength  of,  82. 

Hornbeam,  383 ;  appearance,  charac- 
teristics, and  uses  of,  383  ;  weight, 
strength,  etc,  of,  404. 

Hornblende,  in  granite,  14, 16  ;  schist 
or  slate,  23. 

Horse  Bridge  bed  of  Kentish  Rag, 
65. 

Horse  mortar-mill,  224. 
„     shoe  iron,  287. 

Horses*  teeth  in  porphyritic  granite, 
15. 

Horsforth  sandstone  quarries,  43. 

Horsley  Castle  „  „         43. 

Hot-air  seasoning  of  timber,  390. 
blast  iron,  268,  269. 
forge  tests  for  steel,  310. 

„        for  wrought  iron,  281, 
282. 

Hot  lime  for  killing  knots,  450. 
„    shortness  in  iron,  276. 

Howley  Park  sandstone  quarries,  43. 

Howth  fireclay,  analysis  of,  122. 
„       limestone  quarries,  72. 

Hoyle  House  sandstone  quarries,  43. 

Hoyston  slate  quarries,  32. 

Huddlestone  limestone,  quarries,  70 ; 
strength  of,  81. 

Humbie  sandstone,  tensile  strength  of, 
82 ;  quarries,  43. 

Hunger  Hill  sandstone  quarries,  43. 

Hunter^s  Hill       „  „        43. 

Hydrate  of  lime,  145. 
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Hydraulic  limes,  163-155  ;  artificial, 
155;  classification  of,  154;  cal- 
cination of,  232 ;  composition  of 
various,  149-151;  proportion 
and  composition  of  clay  in,  232  ; 
varieties  of,  165  ;  where  generally 
used,  198. 

Hydraulic  limestones,  effects  caused  in, 
by  difi-erent  degrees  of  calcination, 
234. 

Hydraulicity  of  limes  and  cements, 
146  ;  constituents  of  limestone 
which  produce,  146,  147  ; 
methods  of  artificially  producing, 
180. 

Hygeian  rock  building  composition, 
465. 


w 


Idle  sandstone  quarries,  44. 
Igneous  rocks,  13  ;  other  than  gran- 
ite, 22. 
Iguanodon  limestone  quarries,  67. 
Impact  test  for  iron,  283. 
Imperial  slates,  size,  weight,  etc.,  of, 

27. 
Improved  corrugated  tiles,  139. 
Impurities  in  pig  iron,  262. 
Inch  masts,  364. 
Inclined     cylinder     concrete-mixer, 

225. 
Indestructible  paint,  426. 
India  Office  tests  for  iron,  279. 
Indian  oak  or  teak,  381. 

„       red,  416. 
Indiarubber,  vulcanised,  453. 
Indigo,  414^ 
Indurating  solutions,  Ransome's,  for 

preserving  stone,  78. 
Inferior  asphaltes,  263. 
„       encaustic  tiles,  142. 
„       terra  cotta,  127. 
Ingredients  in  mixed  paints,  propor- 
tions of,  418. 
of  varnish,  430. 
proportion  of,  for  mortar, 
200. 
to    form  con- 
crete, 212. 
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Injurious  effect  of  lead  paint,  421. 

Inodorous  bitumen  felt,  456. 
,1         paint,  423. 

Insects,  destruction  of  timber  bj, 
401,  402. 

Inside  painting,  quantity  required  for, 
419. 

Intensity  of  stress  defined,  468. 

Interception  of  light  by  glass,  444. 

Interior  joinery,  timbers  useful  for, 
403. 

Intermittent  kilns  for  burning  lime, 

190. 
„  system  of  lime-burning, 

189. 

Inverary  granite  quarries,  20. 

Invert  blocks,  136. 

lona  marble  quarries,  68. 

Ipplepen  marble  quarries,  62. 

Ireland,  fireclay  from,  analysis  o^ 
122 ;  quarries  in,  granite,  21, 
limestone,  71,  marble,  64,  sand- 
stone, 47,  slate,  32  ;  varieties  of 
marble  in,  61. 

Irish  granites,  16,  81  ;  green  marble, 
34  ;  limestone  quarries,  71-73  ; 
serpentines,  34  ;  slates,  28,  30, 
32. 

Iron,  action  of  impurities  on,  262, 

263  ;  amount  of  carbon  in,  261, 
337 ;  angle,  strength  o^  318 ; 
angle,  tee,  and  other  sections,  286; 
bar,  274,  284 ;  beading,  286 ; 
Bessemer,  263  ;  best  Yorkshire, 
283,  284  ;  black  oxide  of,  paint, 
426  ;  brands  on,  296-300  ;  cast, 

264  (m6  Cast  Iron) ;  cement,  cast, 
462  ;  chain,  287  ;  channel,  286  ; 
characteristics  and  uses  of,  337, 
338  ;  chilled,  266  ;  cinder,  264  ; 
cold  blast,  268 ;  cold  rolled, 
276 ;  colouring  action  of,  on 
sandstones,  36  ;  common  or  mer- 
chant bar,  274,  286 ;  com- 
parative advantages  of  hot  and 
cold  blast,  269  ;  concrete,  222  ; 
contraction  of  wrought^  276  ;  cor- 
rosion and  preservation  of,  336  ; 
corrugated  sheet,  288  ;  defects  in 
wrought,    276  ;    description    of 
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wrought,  283  ;  effect  of  carbon 
on,  261  ;  effect  of  rolling  274  ; 
elastic  limit  of,  331  ;  factors  of 
safety  for,  326  ;  fatigue  of,  330  ; 
forge  and  foundry,  263  ;  forging, 
333 ;  galvanised,  289  ;  grey  cast, 
266  ;  hoop,  289,  292,  293  ; 
horse-shoe,  287  ;  hot  blast,  269  ; 
in  granite,  14 ;  influence  of  car- 
bon on,  261  ;  malleable,  strength 
o^  318 ;  malleable  cast,  266, 
338  ;  manufacture  of  T,  I,  and 
other  forms  of,  276  ;  market 
forms  of  wrought,  284  ;  mine, 
264 ;  mottled  cast,  264,  265 ; 
nail,  287  ;  nails,  461  ;  oak,  375  ; 
of  various  qualities,  tensile  tests 
for,  279  ;  ores  of,  267  ;  oxide  of, 
colouring  action  on  bricks,  87, 
89  ;  oxide  o^  as  a  base  for  paints, 
409 ;  oxide  of,  paints,  425  ; 
paints,  427  ;  pig,  260-264  ;  plate, 
281,  287;  plates,  strength  of, 
318 ;  preservation  of,  336-337 ; 
production  o^  267 ;  properties 
of,  364 ;  pyrites  in  brick  earths, 
87,  in  slates,  26 ;  quadrant, 
286  ;  rails,  price  of,  290 ;  rivet, 
287,  318;  rolled  girder,  285; 
sheet,  281,  287,  288,  292,  294  ; 
strength  of,  314-319;  Swedish, 
283,  300;  tests  for  cast,  271, 
for  wrought,  276-283 ;  to  distin- 
guish steel  from,  309 ;  toughened 
cast,  266;  value,  relative,  of 
wrought,  289 ;  variiiah  for,  435  ; 
welding,  334;  white  cast,  264, 
266 ;  wire  gauge,  Whitworth's 
standard,  366;  weight  of^  367; 
working  stresses  for,  327 ; 
wrought,  272-294,  296-300  (we 
Wrought  Iron). 

Ironstone,  day,  267. 

Ironwork,  bright,  how  preserved  from 
oxidation,  337. 

Isle  of  Man  marble  quarries,  63. 

Italian  oak,  376. 

„     or  Venetian  tiles,  140. 

Ivory  black,  414. 
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Jackdaw  Ciaig   limestone   quarries, 

70. 
Japanners'  gold  size,  413,  450. 
Japanning,  435. 
Jarrah,  or  Australian  mahogany,  381 ; 

appearance,  characteristics,  market 

forms,  and  uses  of,  381 ;  weight, 

strength,  etc.,  of^  404. 
Jennings'  improved  drain  pipes,  133. 
John'sstucco  cementforplastering,244. 
Johnson  and  Ck).'s  process  for  making 

Portland  cement,  160. 
Joiners'  hrads,  459. 
Joinery,  interior,  timhers  useful  for, 

403. 
Joints  lip,  in  terra  cotta,  126. 

„     Stanford's  patent,  for  pipes,  1 34. 
Joints,  mortar,  in  terra  cotta^  12. 
Junction  blocks,  136. 
Junctions  for  pipes,  doable  and  single, 

132. 


Kaolin,  16. 

Kawrie,  Cowrie,  or  Coudie  pine,  373; 

weight,  strength,  etc.,  of,  404. 
Eeate's  specific  gravity  bottle,  167. 
Eeating's  cement,  243. 
Keene's  cement  for  plastering^  243 ; 

weight  0^  256. 
Eeinton  limestone  quarries,  69. 
Eemnay  granite  „         20. 

Eenmare  limestone     „         72. 
Eennack  Cove  serpentine,  34. 
Eentish  Rag,  64 ;  absorption  o^  83  ; 

analysis   of,    ^^\    beds   of,    64 ; 

quarries,  66 ;  weight  of,  84. 
Kenton  sandstone,  absorption  of,  83 ; 

quarries,    44;    resistance   oi^   to 

crushing,  81. 
Eerb  bricks,  119. 
Kerf,  8. 

Eerr  sandstone  quarries,  40. 
Eetton  limestone,  absorption  of,  83 ; 

quarries,  69  ;  strength  of,  81. 
Eetton  Rag  limestone,  quarries,  69 ; 

strength  of,  81. 


Eilbride,  East,  cement,  159. 

„         lime,  155. 
Eilkenny     marble,     quarries,     54; 

strength  of,  89. 
Eillaloe,  Imperial  Slate  Co.'s  quarries, 

32,  slates,  strength  of,  81. 
Eillamey  limestone  quarries,  73. 
Eillea  sandstone  „        47. 

Eilley  Park  marble  quarries,  52. 
Eillin  serpentine,  34. 
Eilmallock  limestone  quarries,  73. 
Eilmamock  firebricks,  123;  analysis 

of  clay  for,  122. 
Eiln-buming  bricks,  98 ;  comparative 
advantages  of  clamp  and,  99. 
I,  burnt  bricks,   classification,  o^ 
106;  method  of  distinguish- 
ing, 111. 
Kilns  for  burning  bricks,  Bull's  patent 
semi -continuous,  103;  cupolas 
or    ovens,    103;    Dutch,    98; 
Hoffmann's,  description  of,  101 ; 
other  forms  of,  103 ;  Scotch,  98. 
„  for    burning    cement,     Michele- 
Johnson,  192;  Portland,  191; 
Roman,  192. 
„  for  burning  lime,  continuous  and 
draw,  188  ;  flare,  188, 189 ;  in- 
termittent, 188, 1 89 ;  perpetual, 
running,     sow,     and     tunnel, 
188. 
Eolrush  sandstone  quarries,  47. 
Eing's  yellow,  415. 
Eingstown  granite  quarries,  21. 
Eingswell        „  „         20. 

Eingsteary       „  „         20. 

EintaLl  marble  „         54. 

Elirby  Ireleth  slate       „         31. 
Eirkaldy's,  Mr.,  experiments  on  iron 

and  steel,  277,  282. 
Eirkstall  sandstone  quarries,  44. 
Enockly  „  „        46. 

Enockroe  slate  quarries,  32. 
Enotting,  hot  lime,  450  ;    ordinary 

and  patent,  450. 
Eremnitz  or  Elrems  white,  407. 
Euhlmann's  process    for  preserving 

stone,  78. 
Eyan's  process  for  preserving  timber, 
395. 
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La  Moje  granite  quarriea,  19. 
La  Perruque  „  „        19. 

Lac  for  vamish,   431  ;    seed,   shell, 

and  stick,  431. 
Lacquer    for    brass   and    hardwood, 

434. 
Lacquers,  or  spirit  varnishes,  432. 
Ladder  poles,  364. 
Ladies  slates,  cost,  size,  weight,  etc., 

of;  27  ;  thickness  of,  28. 
Lakes,  as  colouring  pigments,  416  ; 

Brazil    wood,   drop,    carminated, 

Chinese,    Florentine,     Hamburg, 

Roman,  scarlet,   Venetian,  416  ; 

yellow,  415. 
Laminated  lead,  342. 
Lamoma  granite  quarries,  19. 
Lampblack,  413. 
Lancashire  red  pressed  facing  bricks, 

109  ;  size  and  weight  of,  112. 
Land  rag  bed  of  Kentish  Rag,  66. 
Landore  Siemens-steel,  313. 

„       steel.   Admiralty   tests    for, 
310 ;    brands    on,    312  ; 
tensile  strength  and  duc- 
tility of;  323. 
Lanesborough  limestone  quarries,  73. 
Langdale  slate  quarries,  31. 
Lanrick  slate  quarries,  32. 
Larch,  372  ;  age  of,  for  felling,  360  ; 

appearance,    characteristics,    and 

uses,  372  ;   weight  and  strength 

of,  404. 
Larches,    American,    Hacmatack    or 

Tamarak,  372. 
Lath  nails,  460. 

„      work,  selenitic  plaster  for,  246. 
Latham's,  Mr.  Baldwin,  directions  for 

forming    bends    and    junctions, 

132. 
Laths,  453  ;  plasterers',  market  forms 

and  thickness  of,  453;  metal,  453 ; 

slate  or  tiling,  463. 
Latt  sandstone  quarries,  47. 
Launceston  slate  quarries,  31. 
Layers  of  sandstone,  thickness  of,  36. 
Laying  asphalte,  250. 
concrete,  216. 
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Lazonby  sandstone  quarries,  40. 
Lead,    341-345;    acetate    of,    412; 
action  of  water  upon,  342  ;  and 
tin,  melting  points  of  alloys  of; 
355 ;  cast,  341  ;  concrete,  222  ; 
encased  pipes,  HAines's  patent, 
343;  fret,  344,  345;  genuine 
dry  white,  407;  glazing,  129; 
laminated,  342 ;  market  forms 
o^    341;    miUed,     341;    old 
white,    408 ;   ores  of,   galena, 
341;  oxide  of;  412. 
„  paint,  418 ;  injurious    effect   of, 
421  ;  mixing,  421 ;  white  and 
coloured,  418. 
„  pipes,  342;    coating  of,  to  pre- 
vent poisoning,  343  ;  size  and 
weights  of,  343,  344. 
„  pipes,  encased,  343 ;  weight  and 

strength  of,  344. 
„  properties  and  uses  of;  341,  354. 
„  red,  adulteration  of,  tests  for  and 
uses  of;  408 ;  as  a  base,  408 ;  as 
a  drier,  413  ;  as  a  pigment,  416. 
„      sheets,  341 ;  weight  and  thick- 
ness of,  341. 
„  sugar  of,  412,  431. 
„  weight  of,  357. 

„  white,  adulteration  of,  407 ;    as 
a  base,  407  ;  markets  forms  of, 
407 ;    old,  408 ;  uses,  advan- 
tages and  disadvantages  of,  408. 
Le  Mesurier's  concrete  machine,  228. 
Lea^  gold,  451  ;  Dutch,  foreign,  and 
pale,  451. 
„    wood,  373  ;  classification  of;  362. 
Lecarrow  limestone  quarries,  73. 
Lee   Moor   firebricks,    124;    absorp- 
tion, resistance  to  com- 
pression and  weight  of, 
124. 
„         granite  quarries,  19. 
Leicestershire  granite,  16. 
Leigh  Carr,  strength  of,  82. 
Lemon  chrome,  414. 
Lersclip  limestone  quarries,  73. 
Lethirium,  extract  of,  436. 
Letterfrack  serpentine,  34. 
Lettemaphy  marble  quarries,  54. 
Lias  cement,  244. 
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Lias  lime,  155;  strength  of,  181,  201. 
limestone,  quarries,  69 ;  weight 

of,  84. 
sandstone  quarries,  39. 

Lichens,  action  of,  on  stone,  10. 

Lidded  pipes,  133. 

Light,  interception  o^  by  glass,  444. 
„     red,  as  a  pigment,  416. 

Lime,  air-slaking  of,  146 ;  amount  of, 
in  fireclay,  122 ;  and  cement 
burning,  188 ;  artificial  hydrau- 
lic, 155  ;  calcination  of ,  145,  230; 
carbonate  of,  1 46 ;  caustic  of  quick, 
145;  dangerous,  194;  dead- 
burnt,  .  194;  description  of, 
to  be  used  in  mortar,  185; 
effect  of,  on  clay  for  brickmakiug, 
86 ;  flare-burnt,  194 ;  grey 
chalk  or  stone,  155;  ground, 
203 ;  hot,  for  killing  knots, 
450;  hydrate  of,  145 ;  hydraulic, 
to  be  used  for  important  works, 
198 ;  hydraulicity  o^  146 ;  kilns, 
classes  of  and  operation  of  burning, 
188-191 ;  lias,  155 ;  mixture  of 
cement  and,  208.  Mortar  made 
from  fat,  230,  evils  of,  197, 
made  from  selenitised,  206. 
Nature  of,  for  selenitic  cement, 
180  ;  quantity  required  for  mor- 
tar, 205 ;  selenitic  mortar  made 
with  ordinary,  207  ;  rough  tests, 
151 ;  slaking  and  setting  of,  145, 
146  ;  superphosphate  of,  for  pre- 
serving stone,  80 ;  varieties  of,  in 
common  use,  154. 

Limes  and  cements,  analysis  of,  239  ; 
classification  of,  148  ;  dangerous, 
194  ;  how  produced,  145;  weight 
of,  266. 

Limes,  calcination  of  pure  or  fat,  230; 
fat,  154 ;  fat,  should  only  be 
used  for  inferior  work,  197  ;  fat, 
stained,  152 ;  hydraulic,  153- 
155,  clajssification  of,  154  ;  action 
of,  232 ;  poor,  152,  composition 
of,  149;  rich  or  fat,  152,  232; 
composition  of,  149. 

Limerick  limestone,  quarries,  73 ; 
marble  quarries,  54;  strength  of^  8 1 . 


Limestones,    49-73 ;    absorption    of, 
83 ;  action  of  foreign  constituents 
in,     230;     carboniferous,     155; 
classification   of,    50 ;   colour   of, 
67-73 ;    compact,    56  ;   composi- 
tion of  various,  149-151  ;  consti- 
tuents of,  146, 147;  granular,  56 ; 
magnesian,      57,        69,       155 ; 
manufacture  of  Portland  cement 
from,  161 ;  quarries,  principal,  in 
Great  Britain   and   Ireland,  67- 
73 ;  shelly,  57  ;  strength  of,  81  ; 
weight  of,  67-73,  84 ;  where  used 
for  building,  and  remarks,  67-73. 
Limit,  elastic,  defined,  451;  of  cast 
iron,  wrought  iron,  and  steel, 
331. 
Limit  of  elasticity  defined,  329-331. 
„      to   increase  of  strength   with 
age  of  Portland  cement,  179. 
Limner  asphalte,  253. 
Linmoria  terebrans,  401. 
Lincrusta  Walton,  447. 
Lindrop  sandstone  quarries,  44. 
Lingenfield  sandstone  quarries,  44. 
Lining  paper  for  walls,  446. 
Linseed  oil,  410;  boiled,  411,  and 
raw,  410  ;  boiling,  431 ;  uses  of^ 
410. 
Lioch  sandstone  quarries,  46. 
Liquid  asphalte,  Bamett's,  253. 

enamels,  Szerelmey's,  427. 
petrifying,  as  a  preservative 

for  stone,  80. 
process  of  laying  Val  de  Tra- 

vers  aspludte,  252. 
stains,  435. 

Szerelmey's  stone,  as  a  pre- 
servative for  stone,  79. 
Lisbury  limestone  quarries,  73. 
Lismore        „  „        73;  sand- 

stone quarries,  47. 
Lisnaskea  sandstone  quarries,  47. 
List  brands  on  iron,  290. 
Listowel    limestone,    quarries,    73 ; 

strength  of^  81. 
Litharge  as  a  drier,  412,  431. 
Little  Island  limestone  quarries,  73. 
Live  and  moving  loads,  331,  332. 
„    load  defined,  467. 
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Live  oak,  375. 

Liver  rock,  35. 

Lizard  serpentine,  34. 

Llanfair  Boyal  Slate  Co.'s  qnarries,  31. 

Llangollen  Slate  Co.'b  „       31. 

Llechwedd  slate  quarries,  31. 

Lloyd's  tests  for  steel,  311. 

Load  Bridge  limestone  quarries,  69. 

Load,  defined,  467;  breaking,  dead, 
and  live,  467 ;  proof  and  work- 
ing, 468 ;  set  caused  by  con- 
tinued, 330. 

Loads,  live  and  moving,  331 ;  re- 
peated, 332  ;  repeated  or  falling, 
test  for  steel  rails,  311. 

Loam,  castings  in,  268. 

Loams  for  brickmaking,  87,  89 ; 
analysis  o^  88. 

Locbee  sandstone  quarries,  46. 

L(^  of  timber,  364. 

Longannet  sandstone  quarries,  44,  46. 

Longford  „  „       47. 

Longbaven  granite  „       20. 

Longridge  sandstone        „       44. 

Longwood  Edge   „  „       44. 

Lougb  granite .  „        21. 

Luminous  paint,  429. 

Lundy  Islimd  granite  quarries,  19. 

Lycoris  fucata,  402. 


M 

Macbine-made  bricks,  metbod  of  dis- 
tinguisbingpfrom  clamp  and 
kiln-burnt.  111. 
„       moulding  brinks,  93. 
„       wrougbt  nails,  patent,  458. 
Macbines  for  brickmaking,  dry  clay, 
94 ;  plastic  clay,  93. 
„         for  mixing  concrete,  225- 
230 ;    American,     229 
Carey  -  Latbam,      229 
inclined    cylinder,   225 
Le      Mesurier's,      227 
Messenfs    patent,    226 
Ridley's    and     Stoney's, 
229. 
M         for    mixing    mortar,  223- 
225;    band   mill,   225; 
borse    mill,   224;    mill 


driven  by  steam  power, 
223 ;  portable  mill,  224. 
Macbines  for  testing  cement,  182- 
187;  Adie's,  182,  183; 
Micbaelis's,  184 ;  Mi- 
cbele's,  184,  185;  Reid 
and  Bailey's,  186  ;  Tbur- 
ston'a,  187. 
„  for  testing  iron,  279. 

Madrepore  marbles,  51. 
Maenoffem  slate  quarries,  31. 
Magnesia,   carbonate    of,    148,    156, 
237 ;     colouring    action    of,   on 
bricks,  89;  in  brick  days,  88 
in  fireclay,  122. 
Magnesian  limestones,  analysis  of,  58 
colour   of,  69,  70;    composition 
0^  57 ;  crushing  weigbt  of,  81 
bydraulic  limes  from,  155 ;  quar- 
ries,  69,  70;    structure   of,  58 
weigbt  0^  69,  70, 84;  wbere  used, 
and  remarks  on,  69,  70. 
Magnetic  iron  ore,  258. 

„        paint,  Pulford's,  425. 
Mabogany,  380 ;    African   teak,  or, 

376 ;  Cuba  or  Spanish, 
381. 
„  Honduras,  380;  appear- 

ance,     cbaracteristics, 
and     uses     of,    380 ; 
market  forms  of,  381. 
„  Jarrab  or  Australian,  381. 

Marks    and    brands    on, 

387. 
Mexican,  Nassau,  and  St. 

Domingo,  381. 
purposes  for  wbicb  it  is 

useful,  403. 
resistance     to     crushing 

across  fibres,  405. 
stain,  436. 

weighty  strength,  etc,  of, 
404. 
Main  Bridge  bed   of  Kentish   Bag, 
•     65. 

Mfgolica  tiles,  143. 
Malachite,  417. 
Malleability  defined,  470. 
Malleable  cast  iron,  266  ;  character- 
istics and  uses  of,  338. 
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Malleable  iron,  tensile  strength  and 
ductility  of  various  de- 
scriptions, 318. 
„         nails^  457. 
Mallet's  buckled  plates,  287. 
Mallow  limestone  quarries,  73  j  sand- 
stone quarries,  47. 
Malm,  88  ;  preparation  of,  91. 
„      bricks,  91;  absorption  of,  114; 
price  of,  106. 
Manganese,  effect  of,  on  cast  iron,  262. 
„  oxide  and  sulphate  of,  as 

driers,  413. 
Manger  bricks,  120. 
Manlej  sandstone  quarries,  40. 
Mansfield  stone,  38 ;  absorption  of, 
83  ;   quarries,  39  ;  red, 
white,  and  where  used, 
38;  strengtii  of,  81. 
„         Woodhouse  limestone,  66  ; 
chemical      composition, 
uses,  and  where  used,  66. 
„         yellowylimestone,  66 ;  quar- 
ries, 70. 
Manufacture  of  Portland  cement  from 

chalk  and  clay,  160;. 
from    limestone    and 
clay  or  shale,  161. 
„  of  T  and  I  irons,  276. 

Marble,  absorption  of,  83  ;  artificial 
247 ;  description  o^  60  ;  different 
forms  of  61 ;  quarries,  52- 
66 ;  Rust's  vitrified,  76  ;  tensile 
strength  of,  82 ;  uses  of,  61  ; 
weight  0^  84. 
Marbles,  60-65 ;  ancient,  encrinal. 
Madrepore,  and  shell,  61 ;  arti- 
ficial, 247,  248 ;  continental,' 6 6  ; 
English,  62  ;  Irish,  64 ;  Scotch, 
53 ;  resistance  of,  to  crushing,  81. 
Marcasite,  in  granite,  14;  in  slates, 

26. 
Marchionesses  slates,  cost,  weight,  etc., 

of,  27 ;  thickness  of,  28. 
Marezzo  marble,  248. 
Maigary's  process  for  preserving  tim- 
ber, 396. 
Marine  glue,  449. 
„      green,  417. 
Markfield  granite  quarries,  19. 
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Marks  and  brands  on  iron,  pig,  295, 

wrought,296- 
300. 
on  steel,  312,  313. 
on    timber,    383- 
387. 
Marls  for  brickmaking,  87,  89. 
Martin's  cement,  243. 
Marvel  fluid,  436. 
Maryport  slate  quarries,  31. 
Masons'  tools,  tempering,  307. 
Massicot,  412. 
Mastic,  260;  asphalte,  253. 
„       for  varnish,  431. 
„      Hamelin's,  244. 
Mastics^  244. 

Masts,  hand  and  inch,  364. 
Material,  cementing,  to  be  used  for 
concrete,  217. 

„        Dennett's  fireproof,  249. 
Materials  used  by  plasterers,  242  ; 

for    ordinary    plastering,    244 ; 

quantity  required  for  plastering 

and  rendering,  256. 
Matheson's,  Mr.,  remarks  on  tests  for 

cast  iron,  272. 
Matiock  Moor  sandstone  quarries,  44. 
Matrix  for  concrete,  210. 
M'Dougal's  patent  for  coating  lead 

pipes,  343. 
M'Neile's  process  for  seasoning  timber, 

390. 
Mealoughmore  slate  quarries^  32. 
Mealwood  limestone       „        73. 
Mean  Wood  sandstone    „        44. 
Means  for  testing  tensile  strength  of 

cement,  182. 
Measuring  timber  deals,  method  o^ 

387. 
Medina   cement,  168 ;    strength   o^ 

159,  201;  weight  of,  256. 
Medullary  rays  in  timber,  358. 
Meelick  limestone  quarries,  73. 
Melting  points  of  alloys  of  lead  and 

tin,  366. 
„  „      of  solders,  353. 

Memel  fir,  weight,  strength,  etc,  of, 

404  ;  deals,  367  ;  timber,  366. 
Mento  marble  quarries,  64. 
Merchant  bar  iron,  274. 
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Merlin  Park  marble  quarries,  64. 

Merrivale  granite  quarries,  19. 

Merryfield  sandstone  quarry,  44. 

Mersey  Company's  steel,  strength  and 
ductility  of;  322. 

Messenfs  concrete-mixer,  226. 

Metal,  Babbit's,  350;  bell,  350;  bronze, 
349,  350 ;  Delta,  349  ;  gauge, 
Birmingham,  357 ;  Qedge's,  350; 
gun,  350,  homogeneous,  307 ; 
Muntz,  349,  350,  354;  screws 
for,  464;  sterro,  350;  work, 
black  varnish  for,  435. 

Metals,  257-357 ;  contraction  o^  in 
cooling,  355  ;  fluxes  used  for, 
353 ;  pot,  444 ;  properties  of 
useful,  354;  weight  of  different, 
357 ;  welding^  333. 

Metallic  cement  for  plastering,  244. 
„       oxides,  148. 

Metamorphic  sandstones,  36. 

Methylated  spirits  of  wine  in  varnish, 
431. 

Metropolitan  Main  Drainage  Works, 
cement  used  on,  163-166;  com- 
position of  concrete  used  at,  215. 

Mexican  mahogany,  381. 

Mica  in  granite,  13,  14 ;  schist  or 
slate,  23. 

Micaceous  sandstones,  36. 

Michaelis's  double  cement  testing 
apparatus,  184. 

Michele^ohnson  kiln  for  cement,  192. 

Michele's  cement-testing  machine,  185. 

Micklefield  limestone  quarries,  70. 

Middle  chrome,  414. 

Midland  brands  on  iron,  298. 

Mild  clays  for  brickmaking,  87. 
„    steel,  306. 

Mill  Hill  granite  quarries,  19. 

Milled  lead,  341. 

Minard  sandstone  quarries,  47. 

Mine  iron,  264. 

Minera  sandstone  quarries,  44. 

Mineral  green,  417. 
„  pitch,  253. 
„       tar,  454. 

Mirror-iron,  304. 

Misshapen  bricks,  103,  104. 

MitiB  wrought  iron  castings,  289. 
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Mixing  lead  paint,  420. 

materials  for  concrete,  214  ; 

for  mortar,  203. 
Portland  cement^  177. 
Seyssel  asphalte,  252. 
varnishes,  432,  433. 

Mixture  of  lime  and  cement  for  mor^ 
tar,  208. 

Moderately  quick  cements,  150. 

Modulus  of  elasticity  defined,  469. 

Moisture,  glues  to  resist,  449. 

Molluscs,  action  oi^  on  stone,  10. 

Mona  marble  quarries,  53. 

Moneen  limestone  quarries,  73. 

Money  Point  sandstone  quarries,  47. 

Monte  marble  quarries,  54. 

Montrotier  asphalte,  253. 

Moor  Quarry  sandstone  quarries,  44. 

Mora,  383  ;  appearance,  characteris- 
tics, market  forms,  and  uses  of; 
383;  weight,  strength, eta,  0^404. 

Mordan^  436- 

Morley  sandstone  quarries^  44. 

Morley  Moor  sandstone  quarries^  44; 
strength  of,  81.  . 

Mortar,  197-209  ;  bulk  o(  produced 
from  given  quantities  of  materials, 
204,  205 ;  oement,  197 ;  compo- 
sition of,  197;  effect  of  different 
proportions  of  sand  in,  201 ;  evils 
of  fat  lime,  197  ;  grout,  209 ;  in 
brickwork.  General  Scotfs  pro- 
portions for,  201 ;  joints  for 
terra  cotta,  126;  xnade  from  fat 
lime,  230,  from  given  quantities 
of  lime,  cement,  and  sand,  206, 
with  ordinary  lime,  207,  lime  or 
cement  to  be  used  with,  198; 
mill  for  preparing  selenitic,  206 ; 
mills  for  mixing,  driven  by  steam 
power,  223,  hand,  225,  horse 
and  portable,  224;  mixing 
machinery,  223-230 ;  mixed 
separately  for  concrete,  213  ;  mix- 
ing, 203  ;  ordinary,  197 ;  pre- 
cautions in  using,  209  ;  jnepara- 
tion  and  mixing  o^  202;  pro- 
portion of  ingredients,  200 ;  sand 
to  be  used  in,  198 ;  substitutes 
for  sand  in,  199;  sdenitic,  206, 
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made  wiih  selenitised  lime  or 
selenitic  cement,  206,  with  ordi- 
nary lime,  207 ;  strength  of,  as 
compared  with  bricks  in  a  wall, 
200 ;  sugar  in  206  ;  uses  o^  197 ; 
water  to  be  used  in,  199. 

Mortars  made  &om  yarious  cements^ 
showing  effect  of  different 
proportions  of  sand  in,  200. 
„         pozzuolana,  180. 

Mosaic  paving  dabs,  uses  o^  143. 

Moss  and  Gamble's  cast  steel,  strength 
and  ductility  of,  322. 

Mottled  cast  iron,  265  ;  pig  iron,  264. 

Mould  press,  cement,  182. 

„  split  cement,  182. 

Moulded  bricks,  109;  cornice,  118. 

Moulding    bricks,    hand,   91  ;    ma- 
chine, 93  ;  sand  and  slop,  92. 

Mountain  green,  417. 

Mount  Mado  granite  quarries,  19. 

Mountmellick  sandstone     „      48. 

Mountsorrel    granite,    quarries,   19; 
-  strength  o^  81. 

Moving  and  live  loads,  331. 

Mubb  Hill  limestone  quarries,  73. 

Mulgrave's  cement^  159. 

Mullaghglass  granite  quarries,  21. 

Munlochy  sandstone  quarries,  46. 

Muntz  metal,  349 ;  composition  of, 
350 ;  properties  of,  354. 

Mushet's  process,  304. 

Mylnefleld  or  Ringoodie  sandstone 
quarries,  46. 

N 

Nail  iron,  287  ;  rods,  price  of,  291. 

Nails,  457  ;  adhesive  force  of,  462 ; 
cast,  457  ;  clasp,  458 ;  clout, 
composition  and  copper,  459; 
Cordes*  patent  wrought,  461 ;  cut, 
457  ;  cut  clasp,  458 ;  dog,  459 ; 
French,  459  ;  hand-wrought,  457; 
lath,  460;  malleable,  457;  mis- 
cellaneous, 460 ;  patent  machine- 
wrought,  458  ;  pound,  460  ;  rose, 
458 ;  slating  and  steel,  460 ;  table 
of  size  and  weights  of  different 
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kinds  per  lOOU,  461,  462;  ten- 
penny,  holding  power  of,  462; 
varieties  o^  in  common  use,  458 ; 
weight  0^   460,    461  ;    wire  or 
French,  459 ;  wrought  clasp,  458. 
Nairn  sandstone  quarries,  47. 
Naples  yellow,  414. 
Naphtha  for  varnish,  410. 

paraffin  dissolved  in,  as  a  pre- 
servative for  stone,  77. 
wood,  as  a  solvent  for  varnish, 
431. 
Narberth  firebricks,  124. 
Nassau  mahogany,  381. 
Natural  bed  of  granular  limestones,  57. 
beds  of  stone,  9. 
cements,  156-158. 
pozzuolana,  196. 
seasoning  of  timber,  389. 
steel,  306. 
Naylor's  and  Tickers'  steel,  strength 

and  ductility  of,  321,  322. 
Nettlefold's  patent  screw,  464. 
New  Leeds  sandstone  quarry,  44, 
New  Red  sandstone  quarries,  40. 
Newbiggin  sandstone  quarry,  40. 
Newbridge  sandstone  quarries,  41. 
Newcastle  firebricks,  123;  analysis  of 
clay  for,  122 ;  resistance 
to    compression,    weight 
and  absorption  o^  124. 
,)       white,  407. 
Newfoundland  red  pine,  372. 
Newington  Cleaves   bed   of  Kentish 

Bag,  65. 
Newport  sandstone  quarries,  48. 
Newry  granite  quarries,  21. 
Nidderdale  limestone  quarries,  71. 
Nodules  or  cement  stones,  157. 
Noir  Antico  marble  quarries,  55. 
Non-drying  oils,  409. 
Nooaff  limestone  quarries,  73. 
North  Auston  limestone,  analysis  of, 

59. 
North  of  England  brands  on  iron, 

295,  299. 
»9  n         extras  charged  for 

iron,  294. 
„     Owram  sandstone  quarries,  44. 
Northamptonshire  pig  iron,  295. 
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Northern  pine,  365. 

Northfield  sandstone  quairiefl^  40. 

Norway  timber,  367.   - 

Norwegian   deals,  368 ;   marks  and 

brands  on  timber,  386. 
Nottingham  patent  bricks,  108. 

„  white,  407. 

NutoU,  411. 
Nuts  and  bolts,  466. 
Nyland  deals,  368. 

0 

Oak,  373  ;  age  for  felling,  360  ;  ap- 
pearance, characteristics,  com- 
parison of  the  different  varie- 
ties, and  uses  of,  374. 
African  teak  or  mahogany,  376. 
American  Whiteor  Pasture,  375; 
appearance,       characteristics, 
market  forms,  and  uses  of,  375. 
Baltimore,  375. 
British,  373  ;  duster-fruited  or 
bay,   373  ;    Durmast,    374  ; 
stalk-fruited  or  old  English, 
373. 
„     Canadian  or  red,  375. 
„     clap  boarding,  376. 
conversion  of,  400. 
Dantzic,  375 ;  appearance,  mar- 
ket forms,  and  uses  of,  375. 
Durmast,  374. 
felling  of,  375. 
French,  376. 

how  supplied  to  H.M.  Dockyards, 
364. 
„     iron,  375. 

„     Italian  or  Sardinian,  376. 
„     live,  375. 
„     purposes  for  which  it  is  useful, 

403. 
„     resistance  to  crushing    across 

fibres  and  shearing,  405. 
„     Riga,  376. 
stain,  436. 
varnish,  434. 
wainscot,  376. 
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„     weight  and  strength  of,  404. 
Oakeley  slate  quarries,  31. 
Oban  granite         „       20. 


Obscured  glass,  443. 

Ochil  Hills  serpentine,  34. 

Ochre,  brown,  415 ;  chrome  and 
orange,  417;  Oxford,  415; 
Spanish,  417  ;  spruce,  stone,  and 
yeUow,  415. 

Oil,  as  a  preservative  for  stone,  77 ; 
boiled,  for  zinc  paint,  411 ;  dark 
drying,  411 ;  dry  Log  for  common 
work,  411;  gold  size,  450 ;  hard- 
ening and  tempering  steel  in, 
309  ;  linseed,  410;  boiled,  411, 
431,  raw,  410 ;  of  turpentine, 
409,  411 ;  nut,  pale  drying,  and 
poppy,  411. 
„  varnishes,  431 ;  mixing,  432 ; 
receipts  for,  433. 

Oils  as  a  vehicle  for  paints,  409 ; 
drying  and  non- drying,  409 ; 
fixed  and  volatile,  or  essential, 
409. 

Old  English  oak,  373. 
„    paint,  cleaning,  436. 

Old  Bed  sandstone  quarries,  46-48. 
„    white  lead,  408. 

Oligoclase,  13. 

One  Ash  marble  quarries,  52. 

Oolitic  limestone       „         67-69. 
„       sandstone      „         39. 

Opaque  glazes,  130. 

Opercular  or  lidded  pipes,  133. 

Orange  chrome,  414,  417  ;  ochre  and 
red,  417. 

Oranges,  colouring  pigments  for, 
417. 

Ordinary  building  bricks,  103,  104, 
116. 
iron  pyrites  in  slates,  26. 
lime,  selenitic  mortar  made 

with,  207. 
mortar,  composition  o^  1 97. 
„  tarring,  428. 

Ore,  magnetic  iron,  258 ;  spathic, 
258. 

Oregon  or  Douglas  pine,  373. 

Ores,  257  ;  blackband  and  brown  has- 
matite,  258 ;  clay  ironstone,  257; 
of  copper,  339  ;  of  iron,  257 ; 
of  lead,  galena,  341 ;  of  metals, 
257;  led  heematite  and  spathic. 
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258;  Bmelting  of,  258;  of  tin, 

347 ;  of  zinc,  345. 
Oreston  marble  quarries,  52. 
Organic  matter  in  brick  clays,  88. 
Ornamental  bricks,  Pether's,  109. 
Ornaments,   plaster,    248;    composi- 
tion, 249. 
Orpiment,  yellow,  415. 
Orthodase,  13. 
Osborne  and  Company's  steel,  tensile 

strength  and  ductility  of,  321. 
Osmotherley  sandstone  quarries,  40. 
Oughterard  granite  „        21. 

Outside  painting,  quantity  required 

for,  419. 
Oyerbumt  limes  and  cements,  194. 
Overheating  forgings,  333. 
Oxalate  of  alumina  as  a  preservatiye 

for  limestone,  80. 
Oxford  ochre,  415. 
Oxidation  of  copper,  340. 
Oxide  of  iron  as  a  base  for  paints, 

409;    colouring    action   of,   87, 

89 ;  in  brick  clay,  88 ;  paints, 

425,  black,  purple,  brown,  and 

silicate,  425. 
Oxide  of  lead  as  a  drier,  413. 

„   of  manganese  as  a  drier,  413. 

„    of  zinc  as  a  base  for  paints, 
uses  o^  409. 
Oxides,  metallic,  in  limestones,  148. 
Oxygen,  action  of,  on  stones,  3. 
Oxy- sulphide     of    zinc    in    paint, 

409. 


Packing  for  concrete,  212. 

Painswick  limestone  quarries,  69. 

Paint,  anti-corrosion,  426 ;  as  a  pre- 
servative for  stone,  77 ;  Bessemer's 
gold,  451 ;  black  oxide  of  iron, 
425  ;  cleaning  old,  436 ;  enamel, 
426;  granitic,  427;  granulated 
cork,  429 ;  Griffith's  patent  sili- 
cate enamelling,  427 ;  Griffith's 
patent  white,  424  ;  indestructible, 
426;  injurious  effect  of  lead,  421 ; 
inodorous,  423 ;  lead,  418  ;  mix- 
ing lead,  421 ;  Pulford's  magnetic. 
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425 ;    silicate   oxide,   425  ;    tar, 
428  ;  titanic,  426  ;  wash  for  re- 
moving, 436 ;    white  lead,  420 ; 
white,  quantity  required  to  cover 
100  square  yards,  419 ;  Wolston's 
Torbay,  425 ;  zinc,  421. 
Painter's  putty,  452. 
Painting  as  a  preservative  for  iron, 
336  ;  for  timber,  394. 
felt  for  exterior  work,  456. 
wall  papers,  447. 
Paints  and  varnishes,  406  ;  Asbestos, 
428. 
„    bituminous,  428 ;ooloured, 42 2; 
coloured    lead,    420;     iron, 
Szerelmey's,  427  ;  mixed,  pro- 
portion of  ingredients  in,  418; 
oxide  of  iron,  425  ;  pigments 
for  coloured,   422;    silicate, 
426 ;  special,  423-429. 
Pale  amber  varnish,  435 ;  drying  oil, 
411. 
„    leaf  gold,  451. 
Pallas  Eenry  matble  quarries^  54. 
Pallette  bric^  109. 
Panelling,  timbers  oseful  for,  403. 
Pantiles,  139. 

Paper,  lining  for  walls,  446. 
„      glass,  457. 

„      varnish  for,  435.  ^ 

Paperhanging,  445-447J;  uses  o^  447. 
Paperhangings,  washable,  447. 
Papers  for  papering  walls,  445,  446 ; 
colours  used  for,  446 ;  common 
or  pulp,  445 ;  different  classes  of, 
distinction  in  appearance,  445  ; 
English,  446;  flock,  445;  French, 
446 ;   market  forms   of,   446 ; 
printing,  445 ;  satin,  445  ;  var- 
nishing and  painting  wall,  447. 
Papier-mach^  249. 
Paraffin  as  a  preservative  for  stone, 

77. 
Parchment  size,  450. 
Parian  cement,  243  ;  weight  of,  256. 

„      marble  quarries,  55. 
Paris,  plaster  of,  242. 
Park  sandstone  quarries,  48. 

„   Nook  limestone,  quarries,   70; 
strength  of,  81. 
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Park  Quany  (New  Malton)  sandstone 
qnarriefl^  39. 
„   Quarry  (Toxall)  sandstone  quar- 
ries, 40. 
M   Spring  sandstone,  absorption  o^ 
83;  quarries,  39;  resistance 
of,  to  crushing,  81. 
Parkfield  sandstone  quarries,  40. 
Parker's  or  Roman  cement,  157. 
Parsonstown  limestone  quarries,  73. 
Paste,  451. 
Pasture  oak,  375. 
Patent  knotting,  450  ;  size,  449. 
Patterns,   timbers  useful   for,    403; 

used  in  castings,  267. 
Paying  bricks,  118. 

slabs,  mosaic,  143. 
tiles,  138: 
Paviors,  hard  and  feudng,  description 

and  price  o^  105. 
Payne's  process  for  preserving  timber, 

396. 
Pegs,  tUe,  460. 

Pelsea  bed  of  Kentish  Rag,  65. 
Penmaenmawr  stone,  23. 
Penricca  slate  quarries,  31. 
Penrith  sandstone  „       40. 
Penrhyn  slate  quarries,  31. 
Penryn  granite  quarries,  19. 
Fensher  sandstone  quarries,  44. 
Pen-yr-Orsedd  slate  quarry,  31. 
Percy's,  Dr.,  remarks  on  influence  of  car- 
bon in  iron,  267. 
„  „       on  vibration,  332. 

Perforated  air  bricks,  134. 
bricks,  117. 
gkss,  443. 
Permanent  set^  fake,  330. 
Permian^  Upper,  sandstone  quarries, 

41. 
Perpetual  kiln  for  lime  burning,  188. 
Persian  red  as  a  colouring  pigment, 

416. 
Persley  granite,  20. 
Perthshire  serpentine,  34. 
Peterhead  granite,  colour,  weight  o^ 
and  quarries,  20 ;  resistance  o^  to 
crashing,    81  ;   resistance   oi^   to 
wear,  84. 
Pether's  ornamental  bricks,  109. 
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Petit  Tor  marble  quarries,  52. 
Petrifying  liquid  as   a  preservative 

for  stone,  80. 
Petworth  marble  quarries,  52. 
Pew  Tor  granite       „         19. 
Pewter,  357. 

Pholas  dactylus  mollusc,  10. 
Phosphor  bronze,  351  ;  properties  of^ 

354. 
Phosphorus,  effect  of^  on  iron,  262. 
Physical  structure  of  stone,  4. 
Pickling  iron,  336. 
Pierre,  carton,  249. 
Piers,  brick,  strength  of,  116. 
Pig  iron,  260-264,  266,  295  ;  brands 
on,  295 ;  classification  o^  263 ; 
descriptions  o^  for  castings,  266  ; 
different  materials  produced  from, 
260 ;  foreign  substances  in,  260  ; 
haematite,    295;    impurities    in, 
262,  263  ;  Northamptonshire  and 
Staffordshire,  295. 
Pigments    for  coloured  paints,  422, 
„      423,  for  colouring,  407 ,  41 3- 
417. 
Piles,  timber  useful  for,  403. 
Pillough  sandstone  quarries,  45. 
Pine,  363. 

American,  368;  red,  368;  ap- 
pearance characteristics,  mar- 
ket forms,  uses,  and  wliere 
found,  369. 
American  yellow,  369  ;  appear- 
ance,  characteristics,   market 
forms,  and  uses  of,  369 ;  das- 
sification  of,  370. 
Canada  red,  368. 
Eawrie,  Cowrie,  or  Cowdie,  373  ; 
appearance,  characteristics,  and 
uses  of,  373. 
„     Newfoundland  red,  372. 
Northern,  365. 
Oregon  or  Douglas,  373. 
pitch,  370  ;  appearance,  charao- 
teristics,   and   uses   of,  370  ; 
market  forms  of,  371. 
„     Quebec  yellow,  370. 

resistance    to     crushing     across 
fibres     and      to      shearing, 
405. 
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Fine — widviw/BdL, 
„     weighty  strength,  etc^  of,  404. 
„     wood,  362,  365  ;  characteristics 
and  examples  of,  362. 
Pink,  brown,  416  ;  Dutch  and  rose, 

416. 
Pipes,  130 ;  agricultural  drain,  131 ; 
capped,  133  ;  cast  iron,  examina- 
tion of  castings,  271 ;  channel, 
137;  chimney  flue,  136;  Jen- 
nings' improved  patent  drain,  133; 
junctions  for,  132;  lead,  342; 
lead,  coating  to  prevent  poison- 
ing, 343 ;  lead,  size,  weight,  and 
strength  o^  342,  343;  lead-en- 
cased, strength  and  weight  of,  343, 
344  ;  opercular  or  lidded,  133  ; 
sewer,  socket,  and  half  socket, 
131 ;  taper,  132  ;  test  for  sewer, 
134. 
Pisolites,  56. 
Pit  sand,  195. 

Pitch,  253 ;  coal  tar  and  mineral,  253. 
„    pine,    appearance,   characteris- 
tics, and  uses,  370 ;    mar- 
ket forms  of,  371  ;  weight, 
strength,  etc,  of,  404. 
Place  bricks,  description  and  price  of, 

105. 
Plain  tiles,  139. 
Plane  tree,    377 ;  weight,   strength, 

etc.,  of,  404. 
Planes  of  cleavage  in  clay  slates^  24. 
Planks,  Baltic,  marks  and  brands  on, 
385  ;  market  forms  0^   364  ;  of 
oak,  how  supplied  to  H.M.  Dock- 
yards, 364 ;  size  0^  364 ;  varie- 
ties of,  367,  368. 
Plaster,  fibrous,  249. 

„       of  Paris,  242 ;  weight  of,  256. 
ornaments,  248. 
selenitic,  246. 
Plasterers'  laths,  thickness  and  market 
forms  of,  453. 
materials  used  by,  242. 
putty,  246. 

tub    for    mixing   selenitic 
mortar,  207. 
Plastering,  materi^  used  in  ordinary, 
244. 
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Plastering  on  lath  work  with  selenitic 
plaster,  246. 
„         outside  work  with  selenitic 

plaster,  247. 
„         quantity   of  materials   re- 
quire for,  255. 
Plasters,  cements  used  for,  242. 
Plastic  clay  machines,  93. 

„      clays  for  brickmaking,  87. 
„      concrete,  217. 
Plate,  charcoal,  287,  348. 

„     coke     and     crystallised     tin, 

348. 
„     gauge,  357. 

„     glass,  British,  441 ;  advantages 

of,  441. 
„         „       polished,  442. 
„     Qerman,  440. 
„     patent  or  blown,   441  ; 
colour,       quali- 
ties, sizes,  thick- 
ness, and  weight 
of,  441. 
„         „      diamond  and  quar- 
ry, rough,  443. 
„     polished    British,    442 ; 
qualities,  sizes,  thick- 
ness,   and     uses    of, 
442. 
„     rough  rolled,  442  ;  plain 
and  fluted,  442  ;  sizes 
and  thickness  of,  442. 
Plate  iron,  287. 

forge  tests  for,  281. 
price     of,    292 ;     extras 
charged  for,  287,  292, 
294. 
Plate,  teme,  287  ;  tin,  348. 
Plates,  boiler,  extras  charged  for,  292, 
294 ;  flitch,  287  ;  iron,  strength 
of,  318;  Mallefs  buckled,  287; 
steel,  Admiralty  tests   for,  310, 
311,   effect   of  annealing,   325 ; 
extras   charged  for,  312,  tensile 
strength   and   ductility  of,  322 ; 
tin,  287. 
Platforms,  copings  for,  119. 
Platinum,  properties  of,  354. 
Plerry,  24. 
Pliability  defined,  469. 
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Plinth  bricks,  118. 

.Plumbers'  solder,  melting  points  of, 
proportion  of  ingredients  and  pur- 
poses for  which  used,  353. 

Plymouth  marble  quarries,  52. 

Pocombe         „  „        52. 

Pointed  screws,  patent,  464. 

Poisoning  by  lead  pipes,  coatii^  to 
prevent,  343. 

Poles,  scaffold  and  ladder,  364. 

Polish,  French,  434. 

Polished  bricks,  94. 

„        plate  glass,  British,  442. 

Pomphlet  limestone  quarries,  71 ; 
^ate  quarries,  32. 

Poor  limes,  152. 

Poplar,  380;  appearance,  character- 
istics, and  uses  o^  380 ;  weight, 
strength,  etc.,  of,  404. 

Poppy  oil,  411. 

Porphyries,  22. 

Porphyritic  granite,  16. 

Porphyry,  felstone  and  quartziferous, 
22 ;  characteristics  of,  22. 

Port  John  granite  quarries,  19. 

Port  St  Mary  sandstone  quarries, 
53. 

Portable  mortar  mill,  224. 

Portland  cement^  160 ;  adulterations, 
187;  breaking  weights  of,  on 
various  works,  169;  briquette, 
method  of  making,  172  ;  shape 
of,  and  nature  and  proportion  of 
water  for,  173;  clinker,  193; 
colour  ol^  168 ;  coolness,  tests 
for,  174 ;  fineness  of  grit,  162 ; 
hardening  and  setting,  175;  kilns, 
191;  limit  to  increase  of  strength 
with  age,  179  ;  manu£GU}tnre  &om 
chalk  and  day,  160;  manufacture 
from  limestone,  clay,  or  shale, 
161;  from  slag,  161;  market 
forms  of,  179 ;  method  of  weigh- 
ing, 167;  mixing  and  using,  177; 
quality,  tests  of,  162;  storing, 
176;  strength  o^  176,  182,  200; 
stucco,  244 ;  tensile  strength,  test 
for,  168  ;  tests  for,  163-175  ;  used 
for  plastering,  242  ;  weight  o^ 
165,  256. 


Portland  oolite  limestone  quarries,  67. 
screw,  62. 

stone,  8,  60-63 ;  absorption 
of,   83 ;   basebed,  8,   63  ; 
basebed  roach  and  bastard 
roach,  8,  62  ;  buildings  in 
which  used,  63  ;  chemical 
composition  of^  60;  curf, 
or  kerf^  8,  62 ;  lime,  weight 
of,  242 ;  quarries,  63, 67  ; 
quarry,  section  of,  7,  61 ; 
strengtji  of,  81 ;  true  roach 
and  whitbed,  8,  62. 
Portmadoc  granite  quarries,  19. 
Portsoy  serpentine,  34. 
Portumna  limestone  quarries,  73. 
Portwash  marble  „        53. 

Position,  geological,  of  bath  stone,  59. 
„        of  a  stone  in  a  building,  4  ; 
in  a  quarry,  7. 
Posts,  timbers  useful  for,  403. 
Pot  metals,  glass,  444. 
Pots,  chimney,  136. 
Potter  Newton  sandstone  quarries,  45. 
Power,  adhesive,  of  screws,  465. 
Pozzuolana,  180,  196,  237 ;  artificial 

and  natura],  196. 
„  mortars,  180. 

Precautions  in  using  driers,  413. 

„  „      fat  lime,  152. 

„  „      mortar,  209. 

Preparation  of  glue,  448. 

„  malm  for  brickmaking, 

91. 
„  mortar,  202. 

Preparations  for  preserving  stone,  77, 

80. 
Preservation  of  iron  and  steel,  335- 

337. 
„  of  stone,  different   me^ 

thods  o^  76-80. 
„  of    timber,     394-396; 

from  fire,  396. 
Press,  cement  mould,  182. 
Pressed  bricks,  method  of  making, 
94. 
„        facing  bricks,  Lancashire  red, 
109. 
Princesses  slates,  area  covered,  size 
and  weight  of,  27. 
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Printing  wall  paper,  446. 
Production  of  iron  from  ores,  267. 
Proof  load  defined,  468. 
„     stengtli  „       468. 
,,     streee       „      468. 
Pi-otection  of  timber  against  the  white 
ant  and  worms,  402. 
„         temporary,   of  stone  sur- 
faces,  80. 
Pmdham  sandstone  quarries,  46. 
Prossian    blue,    414 ;    deals,    867  ; 

green,  417. 
Psammites,  196. 
Puddle  balls,  273. 
Puddlecote  limestone  quarries,  69. 
Puddled  bars,  273,  274. 

„        steel,  306. 
Puddling  iron,  273. 
Pulford's  magnetic  painty  426. 
Pulp  paper  for  walls,  446. 
Purbeck,  beds  of  limestone,  67 ;  lime- 
stone quarries,  67  ;  marble  quar- 
ries, 63 ;  strength  o^  81. 
Pure  clays  for  brickmaking,  87,  88. 
„     or  &t  limes,  230  ;   calcination 
of,  230;  mortar  made  from, 
230 ;  slaking  and  setting  oi^ 
230. 
Purple  brown  as  a  colouring  pigment, 

416. 
„  „      oxide  for  paint,  426. 

Pu]^>oee-made  bricks,  116. 
Putty,    462  j    hard   and   soft,   462; 
painters'     and     glaziers',     462; 
plasterers',  246;    tbermo-plastic, 
462. 
Pyotdykes  sandstone  quarries^  47. 
Pyrites,  iron,  in  brick  clays,  87. 

in  slates^  ordinary  and  white, 
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Quadrant  iron,  286. 

Quantitative  analysis  of  a  brick  earth, 

144. 
Quarella    sandstone     quarries,    44 ; 

strength  of,  82. 
''Quarries,"  flooring  tiles,  138. 
Quarries  Bath  stone,  69. 
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Quarries,  granite,  18-21. 

Kentish  Rag,  66. 
limestone,  67-73. 
marble,  62-66. 
sandstone,  39-48. 
slate,  31,  32. 
Portland  stone,  63. 
Quarry,  Portland,  section  o^  7,  61. 
position  of  stone  in,  7. 
rough  plate  glass,  443 
„       sap,  8,  16. 
Quarrying  Bath  stone,  69. 
granite,  16. 
remarks  on,  12. 
„         slates,  24. 
Quartz,  crushing  weight  of,  81 ;  in 

granite,  13 ;  weight  of,  84. 
Quartziferous  porphyry,  22. 
Quebec  yellow  pine,  370. 
Queens    slates,   area    covered,    cost^ 

weighty  eta,  27. 
Queensberry  sandstone  quarries,  46. 
Quick  cements,  160,  161. 

setting  rust  cement,  462. 
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Quicklime,  146 ;  weight  of,  266. 


B 


Bace,  90. 

Rag,  Kentish,  64-66 ;  Rowley,  24, 76. 

Rags  slates,  area  covered,  cost,  and 
weight,  eta,  of,  27. 

Ragstone  bed  of  Kentish  Rag,  64 ; 
uses  of,  66. 

Rail  bars,  282 ;  bridge,  double-headed, 
tram  and  Vignoles  or  flat-bottom- 
ed, 282. 

Rails,  iron  and  steel,  price  of,  290. 

Ransome's  artificial  stone,  74;    ab- 
sorption of,  83 ;  cement, 
161 ;  characteristics  of, 
74 ;  uses  of,  76. 
„  indurating  solutions,  78. 

Rathdrum  slate  quarries,  32. 

Rathfriland  granite  „       21. 

Ravaccione  marble  „       66. 

Raw  linseed  oil,  410. 
„     sienna,  416  ;  umber,  416. 

Recipes  for  varnishes,  433-436. 

Red    bricks,    108 ;    Fareham,    108 : 
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Lancashire  pressed  facing,  109 ; 
size  and  weight  of,  112. 
Red  Corsehill  sandstone,  strength  of, 
82. 
„    Cow  limestone  quarries,  73. 
„    heematite,  258. 
„    lead,  adulteration  and  tests,  408 ; 
as  a  base  for  paint,  408 ;  as  a 
colouring  pigment,  416 ;  as  a 
drier,  413. 
Mansfield  stone,  38. 
or  Canadian  oak,  376. 
pine,  American,  368;  Newfound- 
land, 372. 
shortness  in  iron,  276. 
stain,  436. 
Bedgate  sandstone  quarries,  45. 
Reds  for  colouring  pigments,  bright, 
carmine,  Chinese,  Indian,  light, 
Persian,  and  Venetian,  415. 
Refining  iron,  273. 
Refractory  days,  120. 
Reid  and  Bailey's  cement-tester,  187. 
Remedies  for  efflorescence  on  walls, 

239. 
Remeltings,   repeated,    effect  of,   on 

strength  of  cast  iron,  316. 
Removing  paint,  wash  for,  436. 
Rendering,  quantity  of  materials  re- 
quired for,  265. 
Repainting  old  work,  420. 
Resilience  defined,  470. 
Resins  as  an  ingredient  of  yamish, 

430 ;  gum,  430. 

Resistance  to  compression,  of  bricks, 

115 ;  of  concrete,  221 ; 

of  firebricks,    124;    of 

stones,  11,  81,  82. 

„         to  crushing  and  shearing, 

of  timber,  406. 
„         to  wear,  of  granites,  84. 
Retire  granite  quarries,  19. 
Rhiwfachno  slate  „       31 
Rhosydd  >»      »       31. 

Ribbon  sash  line,  breaking  strain,  340. 
Rich  or  fat  limes,  162,  154 ;  calcin- 
ation  of,    230;    composition   of, 
various,  149 ;  slaking  and  setting 
of,  230. 
Rickers,  364. 


Ridge  tiles,  141. 
Ridley's  concrete-mixer,  229. 
Riga  deals,  372 ;  fir,  weight,  strength, 
etc,  o^  404 ;  oak,  376 ;  timber, 
366. 
Rigidity  defined,  469. 
Rimpton  limestone  quarries,  69. 
Rind-galLs  in  timber,  362. 
Ringby  sandstone  quarries,  45. 
Ringoodie  sandstone  quarries,  46. 
River  sand,  195. 

Rivet    iron,    287;    price    of,    294; 
extras  charged  on,  294;   tensile 
strength  and  ductility  of,  318. 
Rivets,  steel,  311. 

„       tests  for,  282. 
Roach,  8,  60,  62 ;  basebed,  bastard, 
and  true,  8,  60,  62 ;  position  o^ 
in  quarry,  7,  61. 
Roasting  ore,  267. 
Robin     Hood     sandstone     quarries, 

45. 
Robinson's  cement,  244. 
Roche  Abbey  limestone,  absorption 
of,  83;  crushing  weight  o^  81; 
quarries,  70. 
Rock  asphalte,  Brunswick,  253. 
concrete  tubes,  221. 
ebn,  Canada,  379. 
liver,  35. 
Rockhill  sandstone  quarries,  46. 
Rocks,  igneous,  other  than  granite^ 
22. 
„        trap,  23. 
Roestones,  56. 
Roll  tiles,  double,  139. 
Rolled  bars,  tensile  strength  and  duc- 
tility of,  318. 
girder  iron,  286. 
glass,  cathedral,  443;  plate, 

442. 
iron,  cold,  275. 
Rolling  iron,  273 ;  effect  o^  274. 
Roman  cement,  157 ;  for  plastering, 
243 ;  kilns,  192 ;  market  forms, 
storing,  and  uses  of,  158  ;  weight 
and  strength  of,  167,  159,  201, 
256. 
Roman  lake,  416. 
Roofing  felt,  asphalted,  455. 
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Boofing  tdlesy  138 ;  Broomliall  Com- 
pany's or  Taylor's  patent, 
140 ;  corrugated  and  double 
roily  139  j  hip  and  yalley, 
141 ;  pan  and  plain,  139 ; 
Venetian  or   Italian,   and 
Wade  and  Cherry's,  140; 
wire-wove,  457. 
Bose  nails,   458;    clench,   flat  and 
sharp,  458  ;  size  and  weight 
per  1000,  461. 
„     pink,  416. 
Bosin,  common,  for  varnish,  430. 
Boss  of  Mull  granite  quarries,  20. 
Bosso  Antico  marble       „        56. 
Bot  in  timber^  392;  dry,  392;  de- 
tection of,  393 ;  wet,  393. 
Bouge  Boyal  marble  quarries,  55. 
Bough-cast  and  stucco,  247. 

„      cast   and   rolled    plate   glass, 

442. 
„      leaved  elm,  378. 
„      plate  glass,  diamond  and  quarry, 

443. 
„      timber,  oak,  364. 
Boughtor  granite  quarries,  19. 
Bound-ended  bricks^  118. 
„      headed  screws,  463. 
„      and  half    round   iron^   284; 
extras  charged  for,  291-294. 
Bowley  Bag  basalt,  24 ;  used  in  mak- 
ing Chance's  artifidal  stone,  76. 
Boyal  blue,  414. 

Bubbers,  103, 104  ;  characteristics  of 
good,  111  ;  should  be  avoided  for 
exposed  work,  104. 
Bubislaw  granite  quarries,  20. 
Runcorn  sandstone,  crushing  weight 

of,  81  ;  quarries,  41, 
Bunning  kilns  for  lime-bnming,  188. 
Buskington  limestone  quarries,  69. 
Bussian  deals,  367 ;  marks  and  brands 

on,  386. 
Bust  cement,  452 ;  quick  and  alow 

setting,  452. 
Bust's  vitrified  marble,  76. 
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8.  Tauton  marble  quarries,  63. 


Sabicu,  379;  appearance  of,  379; 
characteristics  of,  380. 

Saddles  for  pipes,  132. 

Safety,  factors  of,  defined,  467. 
„  „  for  iron  and  steel, 

326. 

Salt  glazing,  129. 

Salt  in  day  for  brickmaking,  87. 
„    water objectionableinmortar,l 99. 

Salted  bricks,  109. 

Samel  bricks,  104. 

Sand,  195  ;  casting  in,  267  ;  descrip- 
tion o^  to  be  used  in  mortar,  1 98 ; 
examination  of,  195;  in  limestone, 
147;  in  mortar,  substitutes  for, 
199 ;  in  mortars,  effect  of  differ- 
ent proportions  of,  201 ;  moulding 
bricks,  92;  pit,  river,  and  sea, 
196  ;  quantity  required  for  mor- 
tar, 205  ;  screening,  195 ;  size  of 
grit,  183;  substitutes  for,  195; 
washing,  195. 

Sandarach,  431. 

Sanded  sheet  cathedral  glass,  443. 

Sandstones,  34-48, 83, 84;  absorption 
o^  36,  83;  Brard's  test  for,  11, 
36;   calcareous,   36;   Cambrian, 

47  ;  cretaceous,  39 ;  classification 
of,  36 ;  coal  measure  quarries,  41- 
46;  colour  o^  35,  39-48;  com- 
position of,  34;  felBpathic,  36; 
from  cretaceous  formation,  39 ; 
grain  o^  36 ;  Irish  quarries,  47, 

48  ;  metamorphic,  36 ;  micaceous, 
36 ;  New  Bed  quarries,  40 ;  Old 
Bed  quarries,  47,  48 ;  oolite  and 
lias,  39;  quarries,  39-48 ;  Smith's 
test  for,  11,  36 ;  strength  o^  81, 
82;  tests  for,  36;  thickness  of 
layers,  36 ;  transverse  strength 
of,  82 ;  Upper  Permian  quarries, 
41  ;  uses  of,  36 ;  varieties  of,  in 
common  use,  37  ;  weight  o^  36, 
39-48,  84  ;  Yorkshire,  37. 

Sapwood,  359. 
Sardinian  oak,  376. 
Sarking  felt,  455. 
Sash  iron,  286  ;  price  of,  290. 
Sash  line,  copper  wire  covered  steel, 
340. 
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Satin  wall  paper,  446. 

Saxicava  mollusc,  10. 

Saxon  blue  as  a  colouring  pigment, 

414  ;  green,  417. 
Scaffold  poles,  864. 
Scagliola,  248. 
Scarlet  lake,  416. 
Scarlett  marble  quarries,  53. 
Scbeele's  green,  417. 
Schist,  hornblende,  and  mica,  23. 
Schists,  disintegrated,  sand  from,  196. 
Schorlaceous  granite,  15. 
Schwartz's  patent   for    coating  lead 

pipes,  343. 
Scintling  bricks,  93. 
Sclattie  granite  quarries,  20. 
Scorise  as  a  substitute  for  sand,  196. 
Scotch  brands  on  iron,  295,  300. 

bricks,   size    and   weight    o^ 

112. 

fir,  365  ;   age  for  felling,  360. 

granite,     quarries,     20,     21  ; 

varieties  in  common  use, 

16. 

kilns  for  burning  bricks,  98, 

99. 
limestone  quarries,  71. 
marble  „         53. 

serpentine,  34. 

Bktem  irregularity  of  tHck- 
ness,  28,  30 ;  quarries,  32. 
wrought  iron,  extras  charged 
for,  292. 
Scotgate  Ash  sandstone,  37 ;  quarries, 
45  ;  strength,  82. 
„      Head  sandstone  quarries,  45. 
Scott  bed  of  Chilmark  stone,  64. 
Scott's  cement,  179  ;   selenitic,  179; 
strength  of,  201. 
processes  for  making  cement, 

179. 
proportions  for  mortar  in  brick- 
work, 201. 
Scrabo  sandstone  quarries,  48. 
Scrap  bars,  275. 
Screening  sand,  195. 
Screw,  Nettlefold's  patent^  464. 
plates,  466. 

thread,  Whitworth's  standard, 
465. 
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Screws,  463-466;  adhesive  power  of, 
465 ;    brass,  464 ;    coach,  464 
flat-headed,  463 ;  for  metal,  464 
handrail,    464;     making,    466 
patent    pointed,     464 ;     round- 
headed,  463 ;  stove,  465  ;  wood, 
463. 
Sea  sand,  195. 

Seacombe  limestone  quarries,  67. 
Seasoning  stone,  8 ;  Bath,  59. 

„         timber,   388-391  ;  boiling 
and  steaming,  390  ;  hot 
air,  390 ;  M'Neile's  pro- 
cess, 390 ;  natural,  389  ; 
second  and  smoke  dry- 
ing, 391  ;  time  required 
for,    389,   391 ;    water, 
390. 
Seatings,  boiler,  119. 
Second  seasoning  of  timber,  391. 
Seconds,  bricks,  description  and  price 

of,  105. 
Sections  of    wrought  iron,   market, 

286 )  miscellaneous,  285. 
Seed  lac,  431. 
Seggars,  130,  142. 
Segmental  sewers,  137. 
Selection  of  timber,  388. 
Selenitic  cement,  Scotfs,  179 ;    fine- 
ness of  grit  and 
nature    of    lime 
for,  179;  propor- 
tion of  sulphate, 
179  ;     strength, 
and  where  used, 
179. 
„       for  making  aden- 
itic  mortar,  201. 
clay,  180;   finish  for  plas- 
ter, 247. 
concrete,  219. 

mortar,   206 ;    made  with 

ordinary  lime,  207. 

„     breaking  weights  of, 

208. 

„        plaster,  246. 

Selenitised  lime  for  making  selenitic 

mortar,  206. 
Semi-continuous  kiln,  Bull's  patent, 
103. 
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Serpentine,  33,  34 ;  ancient,  34  ; 
characterifiticB  and  colour  of,  33  ; 
composition  of,  33 ;  English,  Irish, 
and  Scotch,  34 ;  uses  of,  33  ; 
varieties  in  common  use,  34. 
Set  defined,  330 ;  caused  by  con- 
tinued load,  330 ;  false  perma- 
nent, 330. 
Setting  and  slaking  of  burnt  cement 

stones,      157, 
235. 
„         of    pure   or    fat 
limes,  230. 
coat  of  selenitic  plaster,  246. 
„      of  lime  defined,  146. 
Sewer  pipes,  131;  different  forms  of, 

131;  tests  for,  134. 
Sewers,  segmental,  137. 
Seyssel  asphalte,  251  ;  mixing,  252 ; 

qualities  of,  251. 
Shale  and  limestones,  manufacture  of 

Portland  cement  from,  161. 
Shandon  limestone  quarries^  73. 
Shankill  sandstone  „  48. 
Shap  Fell  granite  „  19. 
Shaw  Lane  sandstone  „  45. 
Shear  steel,  brands  on,  313. 

„       „     double  and  single,  303. 
„       „     forging,  333. 
Shearing,  resistance  of  various  woods 
to,  405. 
„         strength  defined,  469. 
^  „         of  wrought  iron, 

319;   of  steel, 
324. 
„         stress  for  steel,  329. 
Sheds  for  drying  bricks,  92. 
Sheep  Hill  limestone  quarries,  73. 
Sheet     copper,     340  ;     weight     o^ 
340. 
„     glass,  439 ;  British,  441  ;  cha- 
racteristics of,  442 ;    cathe- 
dral, 443;  fluted,  440;  mar- 
ket forms  and  sizes  of,  440  ; 
qualities,      thickness,     and 
weight  of^  439. 
„     iron,   287  ;    corrugated,   288 ; 
forge  tests  for,  281  ;    gauge, 
thickness  and  weighty  etc., 
of,  288,  355,  357  ;  price  of, 


292 ;     extras    charged    on, 
292,  293. 
Sheet  lead,  thickness  'and  weight  of, 

341. 
Sheets  of  lead,  cast  and  milled,  341. 
Sheffield  granite,  19. 
Sheldon  marble  quarries,  53. 
Shell  lac,  431. 
Shell  marble,  51. 
Shelly     granular     limestone,     56  ; 

weight  of,  84, 
Shelly  limestone,  57 ;   absorption  of, 
57  ;    colour,  structure,  and  uses 
of,  57  ;  weight  of,  57,  84. 
Sheppy  cement,  158. 
Shepton   Mallet  limestone   quarries, 

69. 
Shetland  Isles  serpentine,  34. 
Shingle  for  concrete,  211. 
Shingling  iron,  273. 
Shipley  sandstone  quarries,  45. 
Shippers,  bricks,  absorption  of,  114  ; 

description  and  price  of,  105. 
Shortness  in  iron,  cold,  275  ;  red  or 

hot,  276. 
Shropshire  brands  on  pig  iron,  295. 
Shut,  cold,  in  iron,  268. 
Siccative,  Xerotine,  413. 
Sicilian  marble  quarries,  55. 
Sided  timber,  364. 
Side-wedge  bricks,  116. 
Siemens'-Martin  process,  305. 
Siemens'  process,  305  ;   modification 
of,  305. 
„         steel,  Landore,  305. 
Sienna,  burnt,  415. 

„      marble  quarries,  55. 
„      Terra  de,  and  raw,  415. 
Sieves,  wire,  gauge  of,  164. 
Signal  Staff  Hill  serpentine,  34. 
SUica  in  clay  for  brickmaking,  86, 
88  ;  in  fireclay,  122. 
„      soluble,  as  a  preservative  for 

stone,  78. 
„  „         in  limestones,  147. 

Silicate  enamelling  paints,  427. 
cotton,  457. 
oxide  paint,  425. 
paints,  426. 
Zoppisa,  428. 
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Silicated  stone,  76. 
Silicates,  alkaline,  as  a  preseiratiye 

for  stone,  78. 
„  „  assists    hydrauli- 

city,  180. 
Silicon  as  an  imparity  in  pig  iron, 

262. 
Sill  bricks^  120. 
Sills,   window,   timbers   useful    for, 

403. 
Silurian  formation,  slates  from,  30. 
Silver  solder,  352.      . 

„     white,  407. 
Single  junctions,  132. 
Sink  bricks,  119. 

Sir  William  Bumef  s  system  of  pre- 
serving timber,  396. 
Size,  449;  btlrmsh,  gold,  and  clear 
cole,   450 ;    double,  449  ;   gold, 
450;  japanners*  gold,  413,  450, 
as  a  drier,  413  ;  oil  gold,  450 ; 
parchment,  450;  patent,  449. 
Skerries  limestone  quarries,  73. 
Skibbereen  sandstone     „      48. 
Skull  cap,  position  of,  in  quany,  7, 

61. 
Skye  marble  quarries,  53. 
Slabs,  mosaic  paving,  143. 

„      slate,  29. 
Slag,  259 ;  as  a  substitute  for  sand, 
196  ;  bricks,  110  ;  from  iron 
furnaces  for  concrete,  211. 
„    Portland  cement  made  from,  161. 
Slaked  lime  defined,  145. 
Slaking  and  setting  of  burnt  cement 

stones,  15  7, 234. 
„         „        „      of    true    or    fat 

limes,  230. 
„        defined,  145 ;  influenced  by 
proportion   of  clay,  234; 
of    lime,   146;    lime    for 
mortar,  202. 
Slate,  blocks,  29  ;   clay,  24 ;  differ- 
ent forms  of,  29 ;  enamelled,  29 ; 
hornblende,  23  ;  mica,  23  ;  laths, 
437  ;  quarries,  31,  32 ;  quarry- 
ing, 24 ;  slabs,  29 ;  strength  of, 
82  ;  weight  of,  84. 
Slates,   24-33 ;    absorption    of,   25 ; 
Cambrian  and  Siluriau,  25,  28, 


30 ;  characteristics  and  colour 
of^  25  ;  cost  of,  27 ;  crushing 
weights  of,  81 ;  English,  30,  31 ; 
glass,  444;  grain  of,  25;  hard- 
ness and  toughness  of,  25  ;  Irish, 
28,  30,  32  ;  pyrites  in,  26 ; 
quality  of,  28 ;  quarrying,  24 ; 
Scotch,  28,  30,  32 ;  sizes  of  Tari- 
ous,  26,  27;  stone,  33;  table  of 
area  covered,  cost,  size,  and  weight 
of  different^  27;  tests  for,  28; 
thickness  of,  28 ;  varieties  in 
use,  29 ;  veins  in,  26 ;  weight 
of,  27,  84 ;  Welsh,  29,  31. 

Slating  nails,  460;  size  and  weight 
per  1000,  461. 

Sleeper  blocks,  135. 

Sleepers,  timbers  useful  for,  403. 

Slieve  Gullion  granite  quarries,  21. 

Slop-moulding  bricks,  92. 

Slow-setting  cements,  150. 
„  rust  cement,  452. 

Smalls  slates,  area  covered,  cost^  size, 
and  weight,  etc,  of^  27. 

Smalt  as  a  colouring  pigment,  414. 

Smawse  limestone  quarries,  70. 

Smelting  ore,  257,  258. 

Smith's,  Dr.  Angus,  process  for  coat- 
ing cast-iron  pipes,  336. 

Smith's,  Mr.  C.  H.,  test  for  stone,  1 1. 

Smoke  and  air  flues  combined,  136. 

Smoke-drying  timber,  391. 

Soaps,  bricks,  118. 

Socket  and  half  socket  pix>es,  131. 

Soft  putty,  452. 
„    soldering,    353 ;    solders,    351, 

352. 
„    wood,  363-373. 

Softening  steel,  309. 

Softness  defined,  470. 

Softsoap  as  a  preservative  -  for  stone, 
77. 

Solder,  351 ;  silver  and  spelter,  352. 

Soldering,  351  ;  fluid,  353 ;  fluxes 
for  hard  and  soft,  353 ;  soft, 
353. 

Solders,  coarse  and  fine,  352 ;  hard 
and  soft,' 351,  352;  proportions 
of  ingredients,  melting  points,  and 
purposes  for  which  used,  353. 
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Soluble  oxalate  of  alumina  as  a  pre- 
servative for  limestone,  80. 
„       silica  as  a  preservative  for 

stone,  78. 
„  „      in  limestones,  147. 

Solution  of  baiyta  as  a  preservative 

for  stone,  80. 
Solutions,  Bansome's  indurating,  78. 
Solvents,  406,  431. 
Sorel  stone,  75. 
Sough  bricks,  119. 
South  Owram  sandstone  quarries,  45. 
Sow  kilns  for  lime-burning,  188. 
Spanish  brown,  415. 

„       mahogany,     381  ;     weighty 
strength,  etc.,  of,  404. 
Sparkford  limestone  quarries,  69. 
Spars  or  poles,  364. 
Spathic  iron  ore,  258. 
Special  paints^  423-429. 
Spelter,  346 ;  solder,  352. 
Spiegeleisen,  304. 
Spikes,  459  ;  weight  of,  460. 
Spinkwell    sandstone    quarries^   45 ; 

strength  oi^  82. 
Spirit  varnishes  or  lacquers,  432. 
„  „  mixing,   432;    re- 

ceipts for,  433 ; 
white  and  brown, 
434. 
Spirits  of  wine,  methylated,  as  a  sol- 
vent^ 431. 
Splay  bricks,  118. 
Split  mould  for  cement^  182. 
Splits,  bricks,  118. 
Sprigs,  glaziers',  459;  size  and  weight 

per  1000,  461. 
Spring  steel,  303. 
Spruce,  363 ;  age  for  felling,  360. 

American,  372 ;  appearance, 
characteristics,    and     uses, 
372. 
Baltic,  371. 
ochre,  415. 

weight,  strength,  and   resists 

ance  to  shearing,  404,  405. 

white  4r  or,  371 ;  appearance, 

characteri8tics,andu8es,37 1. 

Squaring  timber,  360, 

St.  Austell  granite  quarries,  19. 
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St.  Bees  and  Corby  sandstone  quarries, 

41. 
St  Blazey  granite  quarries,  19. 
St  Domingo  mahogany,  381. 
St.  Qiles  limestone  quarries,  69. 
St  John's  Hole  sandstone  quarries, 

48. 
Staffordshire  bar  iron,  285. 

blue  bricks,  -108  ;  ab- 
sorption oi^  114  ; 
resistance  o^  to  com- 
pression, 115  ;  size 
and  weight  of,  112. 
brands  on  iron,  pig,  295 ; 

wrought,  296. 
fireclay  from,  121. 
iron,  extras  charged  for, 
291. 
Staffordshire  pig  iron,  295. 
Stain,  black,  black  walnut,  mahogany, 

oak,  red,  and  walnut,  436. 
Stained  enamelled  glass,  443. 

„       £eit  limes,  152. 
Staios,  435 ;  liquid,  435. 
Stainton  or  Stenton  sandstone  quar- 
ries, 45. 
Stair  treads,  timbers  useful  for,  405. 
Stalk-fruited  or  old  English  oak,  373. 
Standard  screw  thread,  Whitworth's, 
465. 
„         wire    gauge,   Whitworth's, 
356. 
Stanford's  patent  joint  for  pipes,  134. 
Stanley     sandstone,     quarries^     41  ; 

strength  of,  84. 
Staningley  standstone  quarries,  45. 
Stanton  „  „         45. 

Starshakes  in  timber,  361. 
Staverton  marble  quarries,  53. 
Steaming  timber,  390. 
Steel,  300-339  ;  Admiralty  tests  for, 
310,  311 ;  action  on,  of  copper, 
263,  of  manganese,  phosphorus, 
silicon,  and  sulphur,  262;  amount 
of   carbon    in,  261,  301 ;     an- 
nealing, or  softening,  309 ;  bars, 
tensile  strength  and  ductility  of, 
322;  Bessemer,  brands  on,  312; 
Bessemer's    process    of    making, 
304  ;   blister,   302 ;    brands   on, 
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312-314  ;  cast,  303,  320,  321  ; 
cast,  for  chifiels,  325  ;  character- 
istics and  uses  of,  301,  337,  339  ; 
chromium  or  chrome,  306 ;  colours 
and  temperatures  of,  for  different 
tools,  307,  308;  corrosion  of, 
335 ;  crucible  cast,  303,  304, 
313,  Heaton's,  Heath's,  and 
Mushet's  processes,  304;  crush- 
ing strength  o^  324  ;  definitions 
o^  by  Grenier,  Percy,  Siemens, 
.  and  Whitworth,  300,  301  ;  de- 
gree of  heat  for  hardening,  308  ; 
double  shear,  303,  313  ;  ductility 
of,  320-325  ;  effect  of  different 
processes  and  circumstances  upon 
strength  of^  324  ;  elastic  limit  of, 
331  ;  factor  of  safety  for,  326, 
328 ;  forging,  333  ;  fractured 
surfEkce,  to  judge  quality  by,  310; 
German,  306  ;  hard,  306  ;  har- 
dening, 301,  307  ;  hardening 
and  tempering  in  oil,  309  ;  in- 
fluence of  carbon  upon  strength 
of,  325;  Landore,brandson,  313, 
tests  for,  311,  Siemens,  305, 
strength  and  ductility  o^  323, 
Lloyd's  tests  for,  311,  market 
forms  of,  311  ;  methods  of  mak- 
ing, 302  ;  mild,  306  ;  nails,  460 ; 
natural,  306  ;  plates,  Admiralty 
tests  for,  310,  effect  of  annealing, 
325,  price  and  extras  charged 
for,  312,  strength  and  ductility 
of,  320;  properties  of,  354  ;  pud- 
dled, 306  ;  rails,  price  of;  290  ; 
relative  value  of  different  kinds 
of,  311  ;  ribbon  sash  line,  break- 
ing strain,  340 ;  rivets,  311  ; 
safe  or  working  stresses  for,  326- 
330  ;  shear,  303,  313  ;  shearing 
strength  of,  324 ;  spring,  303 ; 
strength  of,  320-325  ;  temper^ 
ing,  301,  307,  effect  of,  324,  in 
oU,  309 ;  temperatures  and  col- 
ours for  different  tools,  307, 
308 ;  tensile  strength  and  duc- 
tility of,  320;  tests  for,  309, 
310 ;  tilted,  303  ;  to  distinguish 
from  iron,  309 ;  Tungsten,  306  ; 


varieties  o^  302-306  ;  weight  of, 
357;  welding,  333;  Whitworth'a 
compressed,  306,  tensile  strength 
and  ductility  of,  322;  working 
stresses  for,  328. 

Steetley  limestone,  analysis  of,  59. 
„  „        quarries,  70. 

Sterro-metal,  350 ;  composition  o^ 
351. 

Sticklac,  431. 

Stiffness  or  rigidity  defined,  469. 

Stirlinghill  granite  quarries,  20. 

Stock  board,  92. 

Stocks,  bricks,  105;  absorption  of, 
114  ;  hard,  105  ;  description  and 
price  of,  105  ;  resistance  oj^  to 
compression,  115. 

Stoke  Ground  Bath  stone  quarry,  60. 

Stone,  1-84  ;  absorption  of,  11,  83  ; 
acid  test  for,  1 1  ;  agents  which  de- 
stroy, 3,  4,  10  ;  appearance  o^  6 ; 
artificial,  74 ;  atmospheric  influ- 
ence on,  3  ;  Brard's  test  for,  11 ; 
cement,  157;  characteristics  of 
building,  2 ;  chemical  composi- 
tion of,  2  ;  classification  of,  12  ; 
crushed  as  a  substitute  for  sand, 
195;    crushing  weights   of,   11, 

81  ;  durability  of,  2  ;  examina- 
tion of,  11  ;  facility  for  working, 
5  ;  fracture  of,  11 ;  granites,  13- 
22  ;  hardness  o^  5  ;  igneous,  22- 
24  ;  limestones,  49-73  ;  liquid, 
22  ;  natural  beds  of,  9  ;  ochre  as 
a  colouring  pigment,  415  ;  phy- 
sical structure  of,  4  ;  position  of, 
in  a  building,  4,  in  a  quarry,  7  ; 
preservation  of,  by  various  pro- 
cesses, 76-80 ;  properties  of  dif- 
ferent 80-84;  quarrying,  12; 
Bansome's  artificial,  74  ;  resist- 
ance of,  to  crushing,  11,  81  ; 
sandstone,  34-48  ;  seasoning,  8  ; 
serpentine,  33 ;  silicated,  75 ; 
slates,  24-33  ;  Smith's  test  for, 
11  ;  strength  of,  6,  81,  82,  84  ; 
tensile  and  transverse  strength  of, 

82  ;  surfaces,  temporary  protec- 
tion of,  80  ;  tests  for,  1 1  ;  lis- 
bury,   63 ;    weathering  qualities 
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of;  12  ;  weight  of;  6,  18,  39,  67, 
83,  84. 
Stoneware,  128,  129. 
Stoney's  concrete-mixer,  229. 
Storing  Portland  cement,   176  ;  Ro- 
man cement,  158. 
Stourbridge  firebricks,  123  ;  analysis 
of   clays   for,   122  ;    absorption, 
crushing  strength,  and  weight  of, 
124. 
Stourton  sandstone  quarries,  41. 
Stove  screws,  465. 
Strength  of  bricks,  115,  116. 
cast  iron,  315,  316. 
cement,  means  of  testing, 
182 ;     Portland,     168, 
176, 177;  Roman,  157, 
159  ;  selenitic,  180. 
Chilmark  stone,  64. 
columns     of    brickwork, 

116. 
concrete,  221,  222. 
defined,  468. 
firebricks,  124. 
„         glue,  449. 
I,         iron,    cast,     314,     315  ; 
wrought,  317-319. 
lead  pipes,   and   lead-en- 
cased pipes,  344. 
mortar,  as  compared  with 
bricks      in      a      wall, 
200. 
proof,  defined,  469. 
shearing,  defined,  469. 
steel,  320-324  ;  cast,  320 ; 

Landore,  323. 
stones,    various,    6,    81, 

82. 
tensile,  defined,  468. 
terra  cotta,  126. 
timber,  403-405. 
to     resist     bearing    and 
crushing,  defined,  468, 
469. 
torsional,  defined,  469. 
transverse^     „        468. 
ultimate        „  314, 

469. 
woods,  various,  404. 
working,  defined,  314. 
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Stress  and  strain  defined,  468. 
„     intensity  of,  ultimate  or  break- 
ing   and    working,   defined, 
468. 
„     working,  for  steel,  328,  329. 
Stresses  defined,  468. 

„       working,  327  ;  for  cast  and 
wrought  iron,  326. 
Stretcher,  brick,  hollow,  117. 
Strike  used  in  brickmaking,  92. 
String-course  bricks,  118. 
Strong  clays  for  brickmaking,  87. 
Strontian  granite  quarries,  21. 
Structure  of  compact  and  grannlar 
limestone,  56  ;   of  shelly  lime- 
stone, 57 ;    of  magnesian  lime- 
stone, 58  ;  physical,  of  stone,  4. 
Stub  on  pantiles,  139. 
Stucco,  247  ;  bastard  and  common, 
247  ;  John's  cement,  244  ;  Port- 
land cement,  244  ;  rough,  247  ; 
trowelled,  246,  247. 
Stuff  for  plaster,  coarse,  245 ;  fine, 

245  ;  gauged,  246. 
Substances,    foreign,    in    pig   iron, 

260. 
Substitutes  for  sand,  195  ;  in  mortar, 

199. 
Suffolk  white  bricks,  107  ;  resistance 
of,  to  compression,  115  ;  size  and 
weight  of,  112. 
Sugar  of  lead,  412,  431. 

„     use  of,  in  mortar,  206. 
Sulphate  of  baryta,  test  for,  408. 

of   manganese   as  a  drier, 

413. 
of  zinc  „         413. 

proportion   of,   in   selenitic 
cement,  180. 
Sulphates,  action  of,  on  limes  and 

cements,  148,  238. 
Sulphide  of  antimony,  408. 
Sulphur,  action  of,  on  iron  and  steel, 
262  ;  as  an  impurity  in  pig  iron, 
262. 
Sunderland  Road  sandstone  quarries, 

45. 
Superior  colours,  pigments  for,  423. 
Superphosphates  of  lime  as   a   pre. 
servative  for  stone,  80. 
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Sutton  limestone  quarries,  69. 
Swedish  bars,  tests  for,  279. 

„       deals,  368  ;  uses  o^  368. 
^       iron,  283;  how  marked,  300. 
„       timber,     367 ;     appearance 
and     market     forms     of, 
367  ;   marks  and   brands 
on,  385. 
Swithland  sandstone  quarries,  47. 
„        slate  „        32. 

Sycamore,  377 ;  appearance,  charac- 
teristics, and  uses,  377 ;  weight 
and  strength  of,  404. 
Syenite   and    syenitic    granite,    14 ; 

true,  14  ;  characteristics  of,  15. 
Syphon  trape^  133. 
Szerelmey's  compositions,  427  ;  iron 
paints  and  liquid  enamels,  427  ; 
stone  liquid,  79. 


T  irons,  285 ;  forge  tests  for,  280  ; 
manufacture  of,  275 ;  price  of,  290. 
Tables.  Granite  quarries,  principal,  in 
Oreat  Britain  and  Ireland, 
18-21. 
„       Slates,  area  covered,  cost,  size, 
and  weighty  eta,  of,  27 ; 
principal    quarries    of,   in 
Qreat  Britain  and  Ireland, 
31,  32. 
y,       Sandstone  quarries,  principal, 
in  Qreat  Britain  and  Ire- 
land, 39-48. 
Marble     quarries,    principal. 
Continental,  55  ;  in  Great 
Britain  and  Ireland,  52-54. 
Analyses  of    principal  mag- 

nesian  limestones,  59. 
Limestone  quarries,  principal, 
in  Great  Britain  and  Ire- 
land, 67-73. 
Resistance  of  stones  to  crush- 
ing, 81. 
„       Tensile  and  transverse  strength 
of  stone,  82. 
Absorption  of  stones,  83. 
Weight  and  bulkiness  of  vari- 
ous stones,  84. 
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Tables.  Analy8esofsomebrickclayB,88. 

Size  and  weight  of  different 
varieties  of  bricks,  112. 

Absorption  of  different  varie- 
ties of  bricks,  114. 

Resistance  of  bricks  to  com- 
pression, 115. 

Analyses  of  different  clays  for 
firebricks,  122. 

ResiBtance  to  compression, 
weight,  and  absorption,  of 
firebricks,  124. 

Dimensions  and  thickness  of 
stoneware,  fireclay,  and 
other  clay  pipes,  131. 

Composition  of  various  lime- 
stones, cement  stones,  etc, 
before  calcination,  149- 
151. 

Classification  of  hydraulic 
limes,  154. 

Experiments  on  strength  of 
Roman  and  Medina  cement, 
159. 

Breaking  weights  of  cement 
at  different  works,  169. 

Comparison  of  adhesive  and 
cohesive  strength,  171. 

Comparative  cementitious 
strength  of,  sifted  and 
unsifted  cement,  171. 

Strength  of  adhesive  Portland 
cement  to  various  materials, 
172. 

Increase  of  strength  of  Port- 
land cement  with  age,  176. 

Proportion  of  clean  pit  sand 
to  1  cement,  177. 

Cement  coarsely  ground  and 
sifted,  etc,  177. 

Tensile  strength  of  various 
limes,  cements,  etc.,  178. 

Compressive  strength  of  limes 
and  cements,  178. 

Force  necessary  to  tear  apart 
bricks  cemented  together, 
181. 

Effect  of  different  proportions 
of  sand  in  mortars  made 
from  various  cements,  201. 
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Tables.  Bulk  of  mortar  produced  from 

given   quantities   of   lime, 

cement,  and  sand,  205. 
Breaking  weights  of  briquettes 

made   from  various   limes 

and  cements,  208. 
Showing  the  .proportions  of 

the  concrete  used  in  various 

works,  216. 
Strength  of  concrete  blocks, 

221,  222. 
Proportion    and   composition 

of  day,  degree  of  calcina- 
tion and  setting  properties  of 

various  limes  and  cements, 

236. 
Analyses    of    Portland    and 

Roman  cement,  241. 
Quantity  of  materials  used  in 

plastering,  rendering,  etc., 

255. 
Weight  of  limes  and  cements, 

256. 
Scale  of  tensile  tests  for  iron 

of  various  qualities,  279. 
Classification  of  sheet  iron  as 

to  thickness,  288. 
Thickness    and    weights    of 

corrugated  sheet  iron,  288. 
Relative    value    of    different 

kinds  of  wrought  iron,  and 

extras  charged  on,  290-294. 
Temperatures  and  colours  for 

steel,  307,  308. 
Relative   value    of    different 

kinds  of  steel,  and  extras 

charged  on,  311. 
Crushing  and  tensile  strength 

of  different  descriptions  of 

cast  iron,  315. 
Tensile  strength  and  ductility 

of  various  descriptions  of 

malleable  iron,  318. 
,       Effect  of   different   processes 

and  circumstances  upon  the 

strength  of  wrought  iron, 

319. 
,       Tensile  strength,  elastic  limit, 

and  ductility  of  cast  steel, 

320. 
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Tables.  Tensile  strength  and  ductility 
of  steel,  plates,  bars,  Lan- 
dore  and  Whitworth's,323, 
324. 

Cast  steel  for  chisels,  325. 

Influence  of  carbon  upon 
strength  of  steel,  325. 

Factors  of  safety  for  cast  iron, 
wrought  iron,  and  steel,  326. 

Effect  of  overheating  wrought 
iron  for  forgings,  333. 

proportion  of  carbon  in  dif- 
ferent varieties  of  iron  and 
steel,  337. 

Weight  of  sheet  copper,  340, 
„      and  thickness  of  sheet 
lead,  341. 

Size  and  weights  of  lead  pipes, 
343. 

Weight  and  strength  of  lead 
pipes  and  lead-encased 
pipes,  344. 

Sizes  of  fret  lead,  345. 

Weight  of  zinc  gauges,  346. 
„      oftin  and  composition 
tubing,  348. 

Composition  of  various  alloys, 
350. 

Proportions  of  ingredients  in 
solders,  melting  points  of, 
and  purposes  for  which 
used,  353. 

Properties  of  useful  metals, 
354. 

Contraction  of  metals  in  cool- 
ing, 355. 

Melting  points  of  alloys  of 
lead  and  tin,  355. 

Birmingham  wire  gauge, 
355. 

Whitworth's  standard  wire 
gauge,  356. 

Birmingham  metalgauge,35  6. 

Weight  of  different  metals, 
357. 
„        strength,     etc.,     of 
various  woods,  404. 

Resistance  of  timber  to  crush- 
ing and  shearing,  405. 

Composition  of  the  different 
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coats  of  white  paint,  and 
quantity  required  to  cover 
100  square  yards,  419. 
Quantity  of  glass  in  crates, 

439. 
Thickness,  weight,  and  size 

of  sheet  glass,  440. 
Thickness  and  weight  of  patent 

plate  glass,  441. 
Size  and  weight  per  1000  of 
different   kinds   of    nails, 
461. 
Holding   power  of  wrought 
iron  tenpenny  nails,  462. 
Adhesive  force  of  nails,  462. 
Whitworth's  standard  screw 
and  gas  threads,  465. 
Tacks,  459 ;  size    and    weight    per 

1000,  461. 
Tadcaster  limestone  quarries,  70. 
Tainton  limestone         „  69. 

Talacre  sandstone  ,,     '    45. 

Talc,  15. 

Talcose  granite,  15. 
Taniemouth  slate  quarries,  32. 
Taper  pipes,  132. 

Tar,  454  ;  coal,  454  ;  concrete,  222  ; 
mineral,  454 ;  paint,  428  ;  pitch, 
coal,  253  ;  wood,  454. 
Tarradale  sandstone  quarry,  47. 
Tarring  felt,  456. 

„      ordinary,  428. 
Taylor's  patent  roofing  tiles,  140. 
Teak,  African,  or  mahogany,  376. 
„    or  Indian  oak,  381 ;  appearance 
and  characteristics  of^  381  ; 
market  forms  and  uses   of, 
382  ;  weight,  strength,  etc., 
of,  404. 
Temperature,  effect  of,  on  strength  of 

cast  iron,  316. 
Temperature,  effect  of^  on  strength  of 

wrought  iion,  319. 
Temperature    of    burning     lime    or 

cement  stone,  192. 
Temperatures  and  colours  for  steel, 

307,  308. 
Tempering     clay    for    brickmaking, 
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Tempering  defined,  470. 

masons'  tools,  307 ;  very 

small  tools,  307. 
steel,  301,  307 ;  and  har- 
dening   in    oil,    307  ; 
effect  o^  324. 
tests    for   Landore   steel, 
310. 

Temporary  protection  of  stone  sur- 
faces, 80. 

Tenacity  or  tensile  strength  defined, 
468. 

Tenpenny  nails,  holding  power  o^ 
462. 

Tensile  strength  defined,  468 ;  of 
bricks,  116  ;  of  cast  iron,  315  ; 
of  cast  steel,  320 ;  of  cement, 
means  of  testing,  182  ;  of  Landore 
steel,  310;  of  malleable  iron,  317; 
of  steel,  320-323 ;  of  stone,  82  ; 
of  Whitworth's  compressed  steel, 
323  ;  of  wrought  iron,  317,  318. 

Tensile  tests  for  iron  of  various 
qualities,  279  ;  for  Landore  steel, 
310  ;  for  Portland  cement,  168  ; 
for  steel,  309  ;  wrought  iron,  279. 

Terebrans,  Cheluraand  Limnoria,  401. 

Terebine,  413. 

Teredo  navalis,  401 ;  destruction  of 
timber  by,  401. 

Terminals,  Billings'  chimney,  136. 

Terne  plate,  287. 

Terra  cotta,  124-129 ;  advantages, 
126  ;  disadvantages  of,  127  ; 
blocks,  125 ;  building,  126 ; 
colour  and  cost  of,  127  ;  dura- 
bility, hardness,  and  lightness  of, 
126  ;  for  pipes,  129;  inferior,  127  ; 
making  and  nature  of  clay  for, 
125  ;  porous,  127  ;  strength  of, 
126;  where  used,  127. 

Terra  de  Sienna  as  a  colouring  pig- 
ment, 415. 

Terro-metallic  clinkers,  109. 

Terryland  limestone  quarries,  73. 

Tesserss,  143. 

Tester,  Heid  and  Bailey's  cement, 
186. 

Testing  machines  for  cements,  Adie's 
Nos.  1  and  2,  182,  184. 
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Testing  Machines,  Faija's,  186. 

Michaelis'?,  184. 
Keid  and  Bailey's, 
186;  Thurston's, 
187. 
Testing  machines  for  iron,  279. 

„      wrought  iron,  different  meth- 
ods of,  279. 
Tests,  Admiralty,  for  iron  and  steel, 
280,  310. 
chemical,187  ;  for  hydrauli city 

of  limes  and  cements,  239. 
for  arsenite  of  copper,  446. 
for  bricks,  113. 
for  cast  iron,  271,  272. 
„     for  Landore  steel.  Admiralty, 

310. 
y^     for  Portland  cement :  for  cool- 
ness, 1 74  ;  quality,  162;  ten- 
sile strengtii  of,  168;  other 
tests,  175. 
„     for  sandstones,  36. 
„     for  slates,  28. 
„     for  steel,  309,  310. 
„     for    stone  :    absorption,  acid, 
Brard's,   resistance  to  crush- 
ing, and  Smith's,  11. 
„     for  sulphate  of  baryta,  408. 
„     for  vermilion,  416. 
„     for  wrought  iron,  276-284. 
„     for  red  lead,  408. 
„     for  sewer  pipes,  134. 
„     forge,  for  iron,  280;  hot,  for 

Landore  steel,  310. 
„     impact  or  falling  weight,  283. 
„     Lloyd's,  for  steel,  311. 
„     rough,  for  finding  hydraulicity 

in  limestones,  161. 
f^         „     for  wrought  iron,  280. 
„     8imple,without  machines,  187. 
„     tempering,  for  Landore  steel, 
310. 
Texture  of    good    bricks.    111  ;    of 

limestones,  49. 
Thermo-plastic  putty,  460. 
Thick  stuff,   o£^,   how   supplied   to 

H.M.  Dockyards,  364. 
Thinnings,  420. 

Thornton's  sandstone  quarries,  46. 
Thrang  Crag  slate  quarries,  32. 


Threads,    Whitworth's   standard  for 

gas  and  screw,  465. 
Thurston's  testing  machine,  187. 
Tilberthwaite  slate  quarries,  32. 
Tile  pegs,  460. 

Tiles,     138-143    ;     common,    138  ; 
dry,  142  ;  encaustic,  141,  in- 
ferior encaustic,  442,  uses  of, 
143 ;   glass,    444 ;    majolica, 
143;    mosaic   paving    slabs, 
143  ;  paving,  138;  wall,  141. 
„     roofing,  138  ;  BroomhaU  Com- 
pany's, 140;  corrugated,  and 
improved   corrugated,    139  ; 
double  roll,  139  ;  Halls,  141 ; 
hip  and  valley,  141  ;  pan  and 
plain,     139;      ridge,      141  ; 
Taylor's    patent,    140;  Ven- 
etian or  Italian,  140 ;  Wade 
and  Cherry's,  140. 
„     Tessera,  143. 
Tilestones,  35. 
Tiling  laths,  463. 
Tillyfourie  granite,  21. 
Tilted  steel,  303. 

Timber,  358-406 ;  balk,  364,  366  ; 
characteristics  of  good,  360  ; 
charring,  394  ;  classification  of, 
362-364  ;  compass,  365  ;  con- 
version  of,  396-400  ;    Dantzic, 

366  ;  deals,  value  of,  and  method 
of  measuring,  387  ;  decay  of,  391- 
393  ;  defects  in,  361,  362  ;  de- 
scriptions of  different  kinds,  365- 
383  ;  destruction  of,  by  worms 
and  insects,  401,  402  ;  felling, 
time  for,  359,  360  ;  fir,  classifica- 
tion of,  363  ;  market  forms  of, 
and  how  imported,  364  ;  marks 
and  brands  on,  383-387  ;  Memel, 
366 ;  Norway,  367  ;  preserva- 
tion of,  394-396,  from  fire,  396  ; 
Higa,  366 ;  rough  and  sided, 
364;  seasoning,  388-391;  selec- 
tion of,  388 ;  squaring,  360 ; 
strength  of,  403-405  ;  Swedish, 
appearance  and  market  forms  of, 

367  ;  varieties  in  general  use, 
366 ;  varieties  useful  for  differ- 
ent purposes,  403  ;  waney,  366. 
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Time  of  burning  bricks,  in  clampe,  96 ; 
in  Scotch  kilns,  99. 

Tin,  347,  348  ;  action  of,  on  wronght 
iron,  263  ;  as  an  impurity  in  pig 
iron,  263  ;  block,  348  ;  crystal- 
lised plate,  348 ;  melting  points 
of  alloys  of  lead  and,  355  ;  ores 
of,  347  ;  plate,  348  ;  plates,  287 ; 
properties  oi^  •  354  ;  tubing  and 
weight  of,  348,  357. 

Tinned  copper,  348. 

Tintagel  Slate  Company's  slate  quar- 
ries, 32. 

Tints,  delicate,  422  ;  pigments  for,  423. 

Tipton  blue  bricks,  108 ;  size  and 
weight  of,  112 ;  strength  of, 
115. 

Tiree  marble  quarries,  63. 

Tisbury  limestone,  63  ;  quarries,  67. 

Titanic  paint,  426. 

Titanium  as  an  impurity  in  pig  iron, 
263. 

Took,  masons'  and  ^ery  small,  tem- 
pering, 307. 

Top  cap,  position  in  quarry,  7,  61. 

Torbay  paint,  Wolston's,  425. 

Torres  Forest  granite,  21. 

Torsional  strength  defined,  469. 

Tottenhoe  limestone  quarries,  67. 

Toughened  cast  iron,  266. 

Toughness  defined,  470. 
„         of  slates,  25. 

Tram  rail,  286. 

Transparent  glazes,  129. 

Transverse  strength  defined,  468. 

of  bricks,  116. 
of  stone,  82. 

Trap,  absorption  of,   83  ;  weight  of, 
84. 
„     rocks  or  whinstone,  2  3 ;  descrip- 
tion and  varieties  of,  23. 

Traps,  gulley  and  valve,  137  \  syphon, 
133. 

Trass,  196. 

Treads  of  stairs,  timbers  useful  for, 
403. 

Trees,  growth  of^  358. 

Trethwy  granite  quarries,  19. 

Trewamet  slate         „        32. 

Trinidad  asphalte,  253. 
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Trowlesworthy  granite,  19. 
Trough  bed,  Chilmark  stone,  64. 
Trowelled  stucco,  246,  247. 
Tubes,  rock  concrete,  221. 
Tubing,  composition,  and  tin,  347  ; 

weight  of,  348. 
Tubular  bricks,  117. 
TuUamore   limestone    quarries,    73 ; 

marble  quarries,  54. 
Tungsten,  action  of,    on    cast   steel, 
263. 
y,  steel,  306. 

Tunnel  heads,  bricks,  119. 
Tunnel     kilns     for     burning    lime, 

188. 
Turin  slate  quarries,  32. 
Turpentine  as  a  solvent,  431  ;    cha- 
racteristics and  qualities 
of,   412  ;  French,  412  ; 
oil   of,  411  ;  spirits    of, 
411  ;    uses     of,     412  ; 
Venice,  412. 
y,  varnishes,  432-436  ;   mix- 

ing, 432,  433. 
Turps,  411. 
Turton  and  Sons'  steel,  strength  o^ 

321,  322. 
Twisted    fibres,    defect   in    timber, 

362. 
Tyn-y-Cwm  sandstone  quarries,  47. 
Tyne  sandstone  quarries,  45. 
Tyre  bars,  price  of,  291. 
Tyrebagger  granite  quarries,  21. 

U 

Ultimate  strength  defined,  469. 

„        stress  defined,  468. 
Ultramarine  as  a  colouring  pigment, 

414. 
Umber,  burnt  and  raw,  as  colouring 

pigments,  415. 
Underburnt  bricks,  103,  104. 

„  limes  and  cements,  194. 

Unglazed  earthenware,  128. 
Uniformity   in   quality   of  wrought 

iron,  278. 
Unsoiling  brick  earth,  90. 
Upper  Moor  sandstone  quarries,  45. 
Upsets  in  timber,  362. 
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Using  and  mixing  Portland  cement, 
177. 


Yal  de  Travers  asphalte,  252 ;  hot, 
compressed,  and  liquid  processes, 
252. 

Vale  granite  quarries,  19. 

Valencia  slate      „       32. 

Valley  tiles,  141. 

Value  of  timber  deals,  etc,  387. 

Vandyke  brown  as  a  colouring  pig- 
ment, 415. 

Vamisb,    429-436 ;    application    of, 

433  ;  best  body  copal,  433  ;  black, 
for  metal  work,  435 ;  brown  and 
hard  spirit,  434  ;  crystal,  435  ; 
different  kinds  of,  431 ;  for  iron- 
work and  paper,  435  ;  ingredients 
of,  430 ;  oak,  434  ;  pale  amber, 

434  ;  iBccond  carriage,  434 ;  uses 
of,  434  ;  wainscot,  434  ;    water, 

435  ;  white  Cobuig,  434. 
Varnishes :  copal,  433 ;  mixing,  oil, 

spirit,  and  turpentine,  432,  433  ; 

oil,  431,  433  ;  receipts  for,  433 ; 

spirit,    432,     434 ;    turpentine, 

432-434 ;  water,  432,  434. 
Varnishing  and  painting  waU  papers, 

447. 
Vegetable  black,  414. 
Vehicles  for  paints,  406,  409, 
Veins  in  slates,  26. 
Venetian  lake,  416. 

„        red,  416. 

„        tUes,  140. 
Venice  white,  408. 
Verde     Antique     marble     quarries, 

55. 
Verdigris   as    a    colouring   pigment, 

417  ;  as  a  drier,  413  ;  on  copper, 

349. 
Verdi ter,  414;  green,  417. 
Vermilion,   as  a  colouring  pigment ; 

(German  ;  tests  for,  416. 
Vert  antique,  34. 
Vibration,  effect  of,  on  iron  and  steel ; 

Dr.  Percy's  remarks  on,  332. 
Vi  cat's  needle  apparatus,  176. 


Victoria  sandstone  quarries,  45. 

„      Slate  Company's  quarries,  32. 

„      stone,     75 ;    absorption    of, 
83 ;    characteristics,  uses, 
and  where  used,  75. 
Vienna  green,  417  ;  white,  407. 
Vignoles  rail,  286. 
Viney  Hill  sandstone  quarries,  45. 
Viscountesses  slates,  area  covered,  size 

and  weight  of,  27. 
Vitrified  marble,  Rust's,  76. 
Volatile  oils,  409. 
Vulcanised  indiarubber,  453. 


W 


Wade  and  Cherry's  roofing  tiles,  140. 
Wainscot  oak,  376. 

„         varnish,  434. 
Wales,  manufacture  of  iron  in,  299. 
Wall  facings,  135  ;  tiles,  141. 
,y      papers,  varnishing  and  painting, 

447. 
^      strength  of  mortar  and  brick- 
work in,  comparison,  200. 
Walls,  damp,  how  to  prepare  for  paper- 
ing, 447. 
„      efflorescence  on,  238. 
„      wing,  copings  for,  119. 
Walnut  stain,  436  ;  black,  436. 
Waney  timber,  365. 
Warden  sandstone  quarries,  45. 
Wardour  limestone  quarries,  6  7 ;  stone, 

63. 
Ware,  fireclay,  128. 
Wares,  miscellaneous  clay,  134. 
Warsdill  sandstone  quarries,  45. 
Warwick         „  „         45. 

Wash  for  removing  paint,  436. 
Washable  paperhangings,  447. 
Washed  bricks,  91,  105 ;  absorption 

of,  114. 
Washing  sand,  195. 
WatehiU  sandstone  quarries,  45. 
Water,  action  of,  upon  lead,  342. 
„      amount  of,  in  fireclay,  122. 
„      description  o^  to  be  used  for 

mortar,  199. 
„      nature  and  proportion  of,  for 
cement  briquette,  173. 
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Water,  quantity    required    to   slake 
lime  for  mortar,  203. 
,,       Bait,  objectionable  iA  mortar, 
199. 
Beasoning  of  timber,  390. 
varnishes,  432  ;  light-coloured 
and  ordinary,  435. 
Waters  which  act  upon  lead,  342. 
Wax  varnish  for  preserving   marble 

and  statues,  78. 
Wear  of  various  granites,  resistance 

to,  84. 
"  Weather,"  meaning  of,  as  applied  to 

stone,  2. 
Weathering  clay  for  brickmaking,  90. 
of  Bath  stone,  59. 
qualities  of  granular  lime- 
stone, 56. 
„       of  stone,   to   as- 
certain, 12. 
Weetwood  sandstone  quarries,  46. 
Weighing  Portland   cement,  method 

of,  167. 
Weight,  breaking,  of  selenitic  mortar, 
208. 
„      crushing,  for  various  stones, 
81. 
of  bricks,  111,  112. 
of  compact  limestone,  56,  84. 
of  varieties  of  stone,  84. 
of  falling  or  impact  test  for 

iron,  283. 
of  firebricks,  124. 
of  granular  limestone,  57,  84. 
of  lead  pipes,  343  ;  encased, 

344. 
of  limes,  cements,  etc,  256. 
of  metals,  357. 
of  nails  per  1000,  460,  461. 
of  Portland  cement,  165,  256. 
of  Roman  cement,  157,  256. 
of  sandstones,  36,  39-48,  84 ; 

tests  for,  36. 
of  sheet  copper,  340 ;  lead, 

341. 
of  shelly  limestone,  57. 
of  stone,  6, 18,  39,  64,  83, 84. 
of  tin  and  composition  tubing, 
347. 
^      of  various  woods,  404. 
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Weight  per  1000  of  various  kinds  of 

nails,  461. 
Weldability  defined,  470. 
Welding,   333;  steel,  334;  steel  to 
wronght  iron,  334  ;  wrought  iron 
and  other  metals,  334. 
Welsh  brands  on  pig  iron,  295. 

firebricks,    absorption,   resist- 
ance   to    compression,   and 
weight  of,  124. 
slates,  '28,  29  ;  quarries,  31. 
„      wrought  iron,  brands  on,  299; 
extras  charged  for,  292. 
Westwood  Down  quarries,  60. 
Wet  rot  in  timber,  393. 
Whinstone,  Baltic,  resistance  to  wear 
of,  84. 
description  of,  and  where 

found,  23. 
strength  of,  81,  82. 
Whitbed  and  Whitbed  roach,  8,  60, 
62;  positions  of,  in  quarry,  7,  61. 
Whitby  cement,  159. 
White  ant>  destruction  of  timber  by, 
402 ;     protection    against, 
402. 
brass,   350 ;    composition  of, 

351. 
bricks,  106 ;   green  stains  on, 

107. 
cast  iron,  265  ;  how  to  distin- 
guish from  grey,  265. 
„      chalk  lime,  strength  of,  181 ; 

weight  of,  208. 
„      Clichy,  407. 

Coburg  varnish,  434. 
copperas  as  a  drier,  431. 
deal,  372. 
distemper,  254. 
Dutch  or  Holland,  407. 
fir  or  spruce,  371. 
flake  and  French,  407. 
Hamburg,  407. 
hard  spirit  varnish,  434. 
iron  pyrites  in  slates,  26. 
Krems,  407. 

lead,  407 ;  adulteration  of^ 
407  ;  different  names  and 
market  forms  of,  407  ;  old, 
408. 
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White   lead   paint,   420 ;     quantity 

required  to  cover  100 
yards,  419  ;  uses,  ad- 
vantages   and    disad- 
vantages,  420. 
„         „      uses,  advantages  and  dis- 
advantages of,  408. 
„      Mansfield   stone,   38;    where 
used,  38. 
oak,  375. 
paint,   Griffith's  patent,  424; 

silver,  407. 
pig  iron,  264. 

Rag  bed  of  Kentish  Rag,  65. 
Venice  and  Vienna,  407. 
Whitechurch  sandstone  quanies,  48. 
White  Gate  limestone         „         73. 
Whiteland  Bridge  bed  of  Kentish  Rag, 

65. 
Whitening,  254. 
Whitewash,  254. 
^Vhiting,  254  ;  weight  of,  256. 
Whitland  Abbey  slate  quarries,  31. 
Whitworth's  compressed  steel,  306 ; 
tensile  strength  and  ductility  of, 
323. 
Whitworth's  standard  threads,  gas  and 

screw,  465. 
„  „       wire  gauge,  356. 

AVhole  deals,  364. 
Wideopen  sandstone  quarries,  46. 
Wilderness  stone,  strength  of,  82. 
Willesden  fabrics,  466  ;  canvas,  456; 

paper,  456. 
Willow,  weight,  strength,  etc.,  o^  404. 
Wilmcote  limestone  quarries,  69. 
Wilton  marble  quarries,  53. 
Wimberry  sandstone  quarries,  46. 
Window  sills,  timber  useful  for,  403. 
Wine,  methylated  spirits  of,  as  a  sol- 
vent, 431. 
Windrush  limestone  quarries,  69. 
Windsor  firebricks,  124. 
Wing  walls,  copings  for,  119. 
AVirchscombe  slate  quarries,  32. 
Wire  cord,  copper,  working  loads  for, 
340. 
„    covered  steel  ribbon  sash  line, 

breaking  strain  of,  340. 
•-;     g^uge,  Birmingham,  355. 


Wire  gauge   Whitworth's    standard, 
356. 
„     nails,  459. 
Wolston's  Torbay  paint,  425. 
Wood  beetles  of  Ceylon,  destruction 
of  timber  by,  403. 
cinders  not  suitable  as  a  sub- 
stitute for  sand,  196. 
hard  or  leaf,  362,  363,  373- 

383. 
naphtha  as  a  solvent,  431. 
pine  or  soft,  362,  363,  365- 

373. 
screws,  463. 
tar,  454. 
Woodhouse  limestone  quarries,  70. 
Woodland  slate  „        32. 

Wood's  patent  concrete  bricks,  110. 
Woods,  strength  and  weights  of  vari- 
ous, 404. 
Working  Chilmark  stone,  64. 

load    and     stress    defined, 

468. 
stone,  facility  for,  5. 
stress   in   compression    for 
steel,  Mr.  Stoney's  remarks 
on,  328. 
stresses  of  cast  and  wrought 
iron,  327;  for  steel,  328; 
Board  of  Trade  rule  for, 
328. 
tensile  stress  for  steel,  Mr. 
Stoney's  remarks  on,  and 
opinion  of  Committee  ap- 
pointed by  Board  of  Trade, 
328. 
Worcestershire,  fireclay  from,  121. 
Worms,    destruction   of    timber   by, 
401 ;    protection    against,    402 ; 
varieties  of,  401. 
Worms  or  molluscs   which   destroy 

stones,  10. 
Wrought  clasp  nails,  458. 

iron,  272-294,  296-300, 
326,  327,  338. 
„  Admiralty  tests,  280. 
„  action  on,  of  anti- 
mony, arsenic,  and 
copper,  263 ;  of 
manganese  and  sili- 
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Wrought  iron — wniin%udH 

con,  262  ;  of  pboa- 
phorusand  sulphur, 
262  ;  of  tin,  263. 

amount  of  carbon  in, 
261,  272,  337. 

appearance  of  frac- 
tured surface  of, 
282. 

brands  on,  295-300. 

characteristics  and 
uses  of,  338. 

contraction  of,  275. 

corrosion  of,  335. 

crushing  and  shearing 
strength  of,  319. 

defects  in,  275  ;  cold 
short,  275  ;  red  or 
hot  short,  276. 

descriptions  of,  283. 

effect  of  different  pro- 
cess, etc,  on  strength 
of,  319. 

elastic  limit  of,  331. 

factor  of  safety  for, 
326. 

forging,  333. 

India  Office  tests  for, 
279. 

Kirkaldy's  experi- 
ments on,  remarks 
on,  277,  278. 

Kirkaldy's  remarks  on 
fracture  of,  282, 
283. 

market  forms  and  sec- 
tions of,  283-289. 

painting  of,  to  pre- 
serve, 337. 

pickling,  336  ;  pud- 
dling, 273. 

properties  of,  354. 

refining,  273. 

relative  value  of  dif- 
ferent descriptions 
and  forms  of,  289- 
294. 

rolling,  273;  effect  of 
rolling,  274. 

shingling,  273. 
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Wrought  iron,  strength  and  ductility 

of,  317,  319. 
tests    for,    276-283  ; 
different     methods 
of     testing,     278 ; 
falling    weight    or 
impact,  283 ;  foige, 
280 ;    general    re- 
marks    on,     276  ; 
Kirkaldy*s    experi- 
ments,   277,  278; 
rough,  for,  2  80 ;  ten- 
sile, for,  279. 
weight  of,  357. 
welding,  334  ;   weld- 
ing to  steel,  334. 
working  stresses  for, 
327. 
Wrought  nails,  hand,  457  ;    machine 

patent)  458. 
Wrysgan  slate  quarries,  31. 
Wyborg  deals,  368. 
Wych  elm,  379. 
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Xerotine  siccative,  413. 


99 


99 


99 


99 


99 


Yellow  ant,  destruction  of  timber  by, 
402. 
lake,  415. 

Mansfield  limestone,  66. 
pine,  American,  369. 

„     Quebec,  370. 
rag  bed  of  Kentish  Rag,  65. 
Yellows,  colouring  pigments  for,  414 ; 
arsenic,  Chinese,  chrome,  king's, 
lake,    Naples,    ochre,   orpiment, 
414. 
Yeolmbridge  slate  quarries,  32. 
Yeovil  limestone         „         69. 
York  paving,  strength  of^  81. 
Yorkshire  bar  iron,  uses  o^  284. 

brands  on  pig  iron,  295 ; 

on  wrought  iron,  299. 
fireclay,  121. 

iron,    283,     284;     extras 
charged  on,  294. 
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Yorkshire  saudBtones,  37. 
Youghal  sandstone  quarries,  48. 


Z 


Zincy  345-347  ;  gauge  (Belgian),  346. 
Zinc,  market  forms  o^  346. 

„  nails,  size  and  weight  per  1000. 
461. 

„    ores  0^  345. 


Zinc,  oxide  of,  as  a  base  for  paint, 

409. 
„    oxy-sulphide  of,  as  a  base  for 

paint,  409. 
„    paint,  421  ;  characteristics  and 

uses  0^  421. 
„    properties   and    uses   of,   345, 

354. 
„    sulphate  of,  as  a  drier,  412. 
n    weight  of,  357. 


END  OF  PART  IH. 


Printtdhy  R.  &  R.  Clark,  Edinburgh. 
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